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Attxntion  was  first  oalled  to  the  great  need  of  parks  in  tenement 
districts  by  the  Tenement  House  Commission  appointed  in  1884. 
In  the  report  which  they  submitted  to  the  legislature  in  the  early 
part  of  1885,  they  called  attention  to  this  need,  suggesting  the  open- 
ing of  Leonard  Street  through  to  Pell  Street,  so  as  to  do  away  with 
^  The  Mulberry  Bend,"  a  notorious  block  of  tenements.  This  plan, 
it  appears,  was  recommended  forty  years  previously,  but  had  never 
been  carried  out  In  1887,  through  the  efforts  of  the  Hon.  Abram 
S.  Hewitt,  a  law  was  passed  known  as  the  Small  Parks  Act,  being 
Chapter  820  of  the  Laws  of  that  year,  authorizing  and  empowering 
the  Board  of  Street  Opening  and  Improvement  of  New  York  City 
**  to  select,  locate  and  lay  out  such  and  so  many  public  parks  in  the 
City  of  New  York  south  of  155th  Street,  as  the  said  Board  may  from 
time  to  time  determine/'  The  act  also  provided  that  not  more  than 
the  sum  of  $1,000,000  should  be  expended  or  be  authorized  to  be 
expended  in  any  one  year  for  this  purpose.  Notwithstanding  the 
&ot  that  this  law  had  been  on  the  statute-books  for  six  years,  as  late 
as  1898  no  action  had  been  taken  under  it  except  proceedings  oom- 
menced  in  1887  to  have  the  notorious  Mulberry  Bend  torn  down  and 
converted  into  a  small  park.  The  commissioners  appointed  by  the 
Supreme  Court  to  determine  the  assessments  and  the  award  of  dam- 
ages did  not,  however,  present  their  report  to  the  court  until  five 
years  later,  in  1892,  and  not  until  1896,  nine  years  after  the  resolu- 
tion was  passed,  was  Mulberry  Bend  Park  finally  finished. 

The  Tenement  House  Commission  of  1894  devoted  much  time 
and  thought  to  the  subject  of  small  parks,  and  had  bills  introduced 
in  the  Lc^lature  requiring  the  laying  out  of  two  small  parks  in  the 
tenement  quarters  of  the  city,  below  14th  Street.  These  laws 
were  passed  in  1895.  One  of  these  parks,  the  Hamilton  Fish  Park, 
located  at  Houston  and  Sheriff  Streets,  was  turned  over  to  the  public 
in  the  summer  of  1900,  after  five  years.  The  other  park,  known  as 
the  W.  H.  Seward  Park,  located  at  Canal  and  Jefferson  Streets,  has 
not  yet  been  completed.    The  old  tenement  houses  have  been  torn 
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down  for  a  number  of  years,  and  about  two  years  ago  the  land  was 
levelled  off  at  the  urgent  request  of  the  Outdoor  Recreation  League, 
a  private  society,  which  has  since  equipped  this  park  with  gymnastic 
apparatus  and  has  maintained  and  still  maintains  a  public  playground 
there  at  its  own  expense.  Since  the  Commission  of  1894  made  its 
report,  the  only  park  located  in  tenement  districts,  which  has  been  com- 
pleted and  turned  over  to  the  public,  in  addition  to  the  one  above  men- 
tioned, has  been  that  known  as  Hudson  Park,  located  at  Hudson  and 
Leroy  Streets,  upon  the  site  of  the  old  St.  John's  graveyard.  Three 
other  tenement  house  parks  are  reported  by  the  Department  of  Parks 
to  be  in  process  of  condemnation,  one  located  at  27th  and  28th 
Streets,  from  Ninth  to  Tenth  Avenue,  another  at  52d  to  54th  Streets 
and  the  North  River,  and  the  third  at  74th  to  76th  Streets  and  the 
East  River.  No  work,  however,  has  been  commenced  on  any  of 
these  parks. 

The  Tenement  House  Commission  of  1894  recommended,  in 
regard  to  the  subject  of  neighborhood  parks,  that  the  mayor  should 
appoint  a  Commission  to  locate  park  spaces  and  other  improvements 
contemplated;  the  decisions  of  this  Commission  to  be  subject  to  rati- 
fication by  the  legislature  by  an  act  based  upon  their  recommenda- 
tions. Or,  as  an  alternative,  that  the  mayor  should  appoint  an 
unofficial  advisory  committee  or  board  of  private  citizens,  whose 
conclusions  and  recommendations  on  this  subject  should  be  laid  before 
the  existing  official  agencies  for  action.  In  accordance  with  this 
suggestion.  Mayor  W.  L.  Strong  appointed,  in  the  month  of  June  in 
the  year  1897,  a  special  committee  known  as  the  Small  Parks  Com- 
mittee. The  Hon.  Abram  S.  Hewitt  was  chairman  of  this  commit- 
tee and  Mr.  Jacob  A.  Riis,  secretary.  The  other  members  were 
De  Witt  J.  Seligman,  John  B.  Devins,  Myer  S.  Isaacs,  James  J. 
Higginson,  William  R.  Stewart,  Joseph  D.  Bryant,  Charles  G.  Wil- 
son, ex  officio^  and  Samuel  McMillan,  ex  officio. 

This  Committee  made  an  exhaustive  report  upon  the  subject, 
making  fourteen  distinct  recommendations  to  the  city  authorities, 
providing  for  parks  to  be  located  in  tenement  districts  in  nearly  all 
of  the  different  wards  of  the  city.  This  report  stated  the  needs  in 
each  ward  at  that  time  in  g^reat  detail,  and  presented  in  the  form  of 
tables  the  acreage  of  the  ward,  the  population,  the  density  of  popula- 
tion per  acre,  the  number  of  children  under  fifteen  years  of  age,  the 
density  per  acre  of  such  child  population,  the  death-rate  of  the  ward 
in  1896,  the  general  death-rate  of  the  city  for  that  year,  and  the 
death-rate  of  children  under  five  years  of  age.  Accompanying  this 
report  was  a  map  showing  the  existing  parks  in  the  city  at  that  time, 
the  parks  that  were  in  process  of  construction,  the  new  schools,  the 
areas  of  turbulence  where  arrests  had  been  especially  heavy,  the 


PARKS  AND  PLAYGROUNDS  FOR  TENEMENT  DISTRICTS        6 

areas  of  overorowdiDg  and  playground  destitution;  also  the  sites 
recommended  by  the  committee  for  the  establishment  of  small  parks. 
The  report  of  this  committee  also  included  a  statistical  statement  of 
the  death-rate  in  New  York  from  1865  to  1896  inclusive,  with  the 
population  of  the  city  by  wards  during  the  same  period,  as  well  as 
the  text  of  the  Small  Parks  Act  (Chapter  820  of  the  Laws  of  1887). 
Notwithstanding  this  valuable  report,  embodying,  as  it  did,  the  care- 
ful study  and  recommendations  of  experts  upon  this  subject,  nothing 
has  been  done  to  carry  out  any  of  these  recommendations. 

PRESENT  PARK  AREAS  IN  THE  CITT 

The  city  of  Greater  New  York  has  at  present  a  total  park  area, 
exclusive  of  parkways,  of  6776  acres,  distributed  as  follows:  1848 
acres  in  the  Boroughs  of  Manhattan  and  Richmond ;  1678  acres  in  the 
Boroughs  of  Brooklyn  and  Queens ;  and  8849  acres  in  the  Borough  of 
the  Bronx.  That  is,  the  Borough  of  the  Bronx  contains  practically 
three  times  the  park  area  of  Manhattan  and  Richmond  combined. 
The  large  parks  in  Manhattan,  however,  are  all  located  in  the  upper 
portions  of  the  city,  away  from  the  tenement  house  quarters,  at 
too  great  a  distance  to  be  of  much  use,  either  as  a  breathing  spot 
or  as  recreation  grounds  at  ordinary  times,  being  of  value  to  the 
IK>orer  classes  chiefly  as  a  place  of  pilgrimage  on  Sundays  and 
holidays. 

Of  the  1141  acres  of  park  area  in  the  Borough  of  Manhattan,  the 
greater  part  is  located  in  two  large  parks.  Central  Park  and  River- 
side Park,  situated  in  the  residential  quarters  of  the  city,  leaving  the 
small  amount  of  167  acres  to  be  distributed  throughout  the  rest  of 
Manhattan  Island.  At  present  there  are  only  a  very  small  number 
of  tenement  district  parks,  and  these  are  nearly  all  very  small  in  sire. 
On  the  lower  East  Side  Corlears  Hook  Park  has  an  acreage  of  8.80; 
a  small  triangle  at  Grand  Street  and  East  Broadway  has  an  acreage 
of  0.680 ;  Hamilton  Fish  Park,  at  Sheriff  and  Houston  Streets,  com- 
prises 8.678  acres ;  Tompkins  Square,  located  at  Avenue  A  and  7th 
Street,  contains  10.508  acres ;  and  on  the  upper  East  Side  the  East 
River  Park,  at  86th  Street  and  the  East  River,  comprises  12.546  acres. 
Also,  in  other  parts  of  the  tenement  districts  are  the  following  parks : 
Hudson  Park,  located  at  Hudson  and  Leroy  Streets,  comprising  1.70 
acres ;  Mulberry  Bend  Park,  comprising  2.750  acres ;  Paradise  Park, 
a  little  triangle  of  open  space  comprising  0.114  acre ;  making  a  total 
of  actual  park  area  of  40.221  acres  for  the  entire  tenement  house 
population  of  the  island  of  Manhattan.  When  one  realizes  that  the 
tenement  house  population  in  Manhattan  is  1,585,000  persons,  and 
that  at  least  two-thirds  of  these  people  live  in  the  ordinary  type  of 
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tenement  house,  it  becomes  eyident  thst  a  park  area  of  forty  acres  to 
OTsr  1,000,000  persons  is  not  what  might  be  termed  a  liberal  allow- 
ance by  the  city.  It  would  seem  that  the  time  had  come  when  the 
needs  of  the  tenem^at  boose  dwellers  in  this  respect  shoold  be  met. 
It  is  a  dnty  that  the  city  owes,  not  only  to  its  citizens,  bat  to  itself. 
The  propriety  of  expending  additional  money  each  year  for  additional 
parks  in  the  Boroogh  of  the  Bronx  and  for  the  maintenance  of  Bronx 
Ptok,  Van  Cortlandt  Paik,  Pelham  Bay  Park,  and  other  parks  in  this 
portion  of  the  city  is  not  questioned.  If  such  appropriations,  how- 
ever, are  to  be  made  at  the  expense  of  the  lower  portions  of  the  city 
and  are  to  deprire  the  t^iem^it  dwellers  of  needed  opportunities  for 
recreation  and  for  fresh  air,  it  would  seem  that  further  appropriations 
for  large  parks  in  these  districts  should  for  a  while  be  discontinued. 
The  Tsloe  of  asmall  park  in  a  tenement  quarter  is  so  well  understood 
that  it  seems  unnecessary  at  this  time  to  present  any  arguments  for 
the  expansion  ot  this  work.  The  history  of  the  old  Flye  Points  and 
M nlberry  Bend  has  shown  that  the  creation  of  a  park  in  such  quar- 
teis  meann  a  total  change  in  the  character  of  the  neighborhood.  Both 
the  old  Fits  Points  and  Mulberry  Bend,  with  the  letting  in  of  Uie 
snnl^ht  and  fresh  air,  changed  completely  from  the  haunts  of  crimi- 
nals to  quiet  and  peaceful  sections  of  the  city.  The  effect  upon  the 
deith  rati  ot  such  quartos  is  also  equally  aj^iarent. 

THE  HLfiSENT  NEEDS  OF  NEW  YORK 

New  York  at  present  needs  a  number  of  additional  small  parks  in 
it  ne^hbothoods.  Wh«  it  is  borne  in  mind  that  the  streets 
leaent  bo«ise  districts,  originally  laid  out  for  three-etory 
dwdUi^  hoosei,  each  boose  raontaining  one  family,  or  about  fire  per- 
anni,  are  now  oompied  on  both  sides  by  taU  tenement  houses,  usually 
frf«  or  more  stories  in  height,  containing  from  22  to  26  families  in 
eMk,  wiih  a  popalatkm  of  frcMn  two  to  three  thousand  persons  in  each 
hfock,  with  no  back  yards  in  which  the  children  may  play,  it  is  cti- 
dent  that  seme  mechod  must  be  adopted  of  meeting  the  needs  of  this 
great  aad  rapidly  increasing  population.  If  the  city  permits  builders 
«f  tttmtmakt  booses  to  encroach  so  upon  the  yard  space  as  to  leare 
praoocalhr  no  back  yard  to  the  building,  the  city  will  have  to  pay  for 
it  in  oi^»  ways  by  condemning  whole  blocks  for  paik  purposes. 
Snck  adMn  will  be  wise  economy.  The  polios  records  show  that 
nhac  a  imiTI  park  has  been  esti^ished  the  number  of  arrests  for 
jn^«Bik  isnmt  has  gready  diminished.  It  would  hanlly  i^eem  txi  need 
argnwnt  so  oonTinoe  any  one  tiut  it  is  essential  that  children  should 
ka^e  offKxtinatT  for  physical  exercises  ^  WK\rk  off  their  abundance 
i€  ainmsl  ipsrhs  in  the  natnnJ  form  of  pUv.     Jx^t  a$  sure  as  suoh 
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opporionity  is  denied  them  will  this  excess  of  physioal  energy  find 
vent  in  other  channels.  If  our  future  citizens  are  to  be  good  citizens, 
they  must  have  opportunity  to  lead  a  rational  human  existence  when 
they  are  young.  Nothing  better  can  be  urged  in  this  connection 
than  the  following  extract  from  the  report  of  the  Small  Parks  Com- 
mitteeof  1897:  — 

**  In  the  original  plan  of  the  city  of  New  York  the  children  seem 
to  have  been  forgotten.  Doubtless  this  oversight  was  due  to  the  ex- 
tensive  area  of  unoccupied  land  which  was  available  for  the  games 
and  sports  in  which  the  youth  of  that  day  were  wont  to  indulge. 
But  ss  the  city  has  grown  in  population,  and  especially  within  Uie 
last  thirty  years,  this  unoccupied  space  has  been  covered  by  improve- 
ments which  have  left  to  the  children  no  other  opportunity  for  play 
but  such  as  can  be  found  in  the  streets.  The  streets  themselves  have 
been  largely  occupied  by  car  tracks  and  new  servitudes,  so  that  it  is 
dangerous  as  well  as  obstructive  to  traffic  for  the  children  to  use 
them  for  games  of  any  kind,  without  incurring  the  interference  of 
the  police.  A  sense  of  hostility  between  the  children  and  the 
guardians  of  public  order  is  thus  engendered,  leading  to  the  growth 
of  a  criminal  class  and  to  the  education  of  citizens  who  become  ene- 
mies of  law  and  order.  Nothing  can  be  worse  or  more  to  be  deplored 
than  this  state  of  affairs,  whether  regarded  from  a  moral  or  economic 
point  of  view.  The  outlay  for  police,  courts,  reformatories,  hospitals, 
almshouses,  and  prisons  is  thus  laigely  increased,  while  outside  of 
these  safeguards  against  poverty  and  crime  is  bred  a  general  feeling 
of  discontent,  which  is  the  cause  of  much  misery,  poverty,  and  danger 
to  society.  Your  Committee  are  convinced  from  the  careful  examina- 
tion which  they  have  been  enabled  to  make,  and  especially  by  the 
marvellous  improvement  in  the  neighborhood  of  the  new  small  parks, 
which  have  recently  been  brought  into  use,  that  the  failure  to  provide 
for  the  reasonable  recreation  of  the  people,  and  especially  for  play- 
grounds for  the  rising  generation,  has  been  the  most  efficient  cause  of 
the  growth  of  crime  and  pauperism  in  our  midst.'* 


THE  NEEDS  IN  EACH  TENEMENT  WARD 
THE  FOURTH   WARD 

The  fourth  ward  is  located  on  the  lower  East  Side,  and  is  the 
district  bounded  by  Peck  Slip  on  the  south,  the  East  River  on  the 
east,  Catherine  Street  on  the  north,  and  Park  Row  on  the  west  and 
north.  It  contained  in  1900  a  tenement  house  population  of  19,386 
persons,  of  which  1661  were  children  under  five  years  of  age.  Not- 
withstanding this  fact,  there  are  no  parks  whatsoever  in  the  ward. 
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The  ward  comprises  88.8  acres,  and  in  1896  the  death-rate^  of  the 
entire  ward  was  86. 81, 15  points  higher,  or  more  than  half  as  much 
again,  as  the  general  death-rate  of  the  city,  while  the  death-rate  of 
children  under  five  years  of  age  in  the  ward  was  128.5.  The  death- 
rate  in  this  ward  is  the  highest  of  any  ward  in  the  city,  and  next  to 
the  fourteenth  ward  it  had  the  highest  infant  death-rate  in  1896.  The 
Small  Parks  Committee  of  1897  recommended  that  a  proper  playground 
be  established  on  Cherry  Hill,  on  the  site  of  ^^  Gotham  Court,"  now 
demolished.  A  few  years  ago,  an  act  was  passed  in  the  legislature 
making  it  mandatory  for  the  city  authorities  to  establish  a  public 
park  in  this  wai*d.  The  bill  was  vetoed  by  the  mayor  on  the  ground 
that  it  interfered  with  home  rule  and  that  the  city  authorities  had  full 
power  to  lay  out  such  park.  Nothing,  however,  has  been  done  since 
then  by  the  city  authorities.  Not  only  are  there  no  parks  in  the 
fourth  ward,  but  the  nearest  park  of  any  kind  is  City  Hall  Park  in 
one  direction  and  the  proposed  Seward  Park  in  the  other  direction. 
Neither  of  these  can  be  of  use  as  parks  to  the  children  of  the  fourth 
ward.  Parks  to  be  of  use  must  be  located  at  not  too  great  a  distance. 
It  has  at  diiferent  times  been  urged  against  the  establishment  of  a 
park  in  this  ward  that  the  ward  ia  losing  its  tenement  characteristics 
and  that  the  tenement  houses  are  gradually  being  displaced  by  busi- 
ness buildings.  Statistics,  however,  do  not  bear  out  this  belief.  In 
the  past  forty  years  the  change  that  has  taken  place  in  the  ward  is 
hardly  noticeable,  the  number  of  tenement  houses  having  decreased 
in  all  that  time  from  486  to  471,  or  only  8  per  cent,  while  the  tene- 
ment house  population  has  increased  from  17,611  to  19,885.  It  is 
also  interesting  to  note  that  the  tenement  house  population  in  this 
ward  at  the  present  day  is  greater  than  the  entire  population  of  the 
ward  in  1896,  four  years  ago.  To  those  familiar  with  the  conditions 
in  the  ward,  it  is  evident  that  it  will  continue  to  be  a  crowded 
tenement  house  district  for  many  years  to  come,  and  that  the  estab- 
lishment of  a  small  park  in  this  district  is  urgently  needed. 

THE  SEVENTH  WARD 

This  ward  is  located  on  the  lower  East  Side  of  the  city,  being 
bounded  by  Catherine  Street  on  the  south.  Division  and  Grand 
Streets  on  the  north,  and  the  East  River  on  the  east  and  south. 
The  ward  contains  206  acres.  Forty  years  ag^  it  was  one  of  the 
fashionable  residential  quarters  of  the  city ;  to-day  it  is  distinctively 
a  tenement  house  district,  and  the  tenement  house  population  alone 
amounts  to  72,466  persons,  of  which  11,478  are  children  under  five 

1  Death-rates  giyen  in  this  paper  haye  been  baaed  on  sUtiatica  of  1890,  becauae  theae 
are  the  lateat  aoourate  atatiatlca  available. 
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yean  of  age.  The  only  park  in  the  ward  ia  Corlean  Hook  Park, 
looated  at  the  extreme  eastern  end  by  the  water  front  Investiga- 
tions show  that  in  tenement  districts  few  children  are  apt  to  travel 
a  greater  distance  than  four  or  five  blocks  to  use  a  park,  and  that 
indeed  it  is  not  possible  for  little  children  to  go  any  greater  distance 
from  home.  It  is  apparent,  therefore,  that  Corlears  Hook  Park,  at 
the  eastern  end  of  the  district,  can  be  of  very  little  service  to  the 
very  laige  tenement  hoose  population  living  in  this  ward. 

THE  TENTH  WARD 

The  tenth  ward  is  one  of  the  Jewish  quarters  of  the  city,  and,  while 
one  of  the  smallest  wards,  it  is  the  most  densely  crowded  one.  It 
contained  in  1900  a  tenement  population  of  76,078  persons,  of  which 
10,688  were  children  under  five  years  of  age.  There  are  no  parks 
wholly  within  the  ward,  the  only  park  at  all  within  the  wai:d  being 
the  proposed  park  known  as  Semuti  Park  and  located  at  the  extreme 
southeast  section,  near  Canal  and  Jefferson  Streets.  In  considering 
this  question  of  small  parks,  natural  and  artificial  boundaries  must  be 
borne  in  mind.  For  instance,  a  park  to  the  west  of  the  Bowery  is 
absolutely  of  no  value  to  people  living  on  the  east  side  of  that  thor- 
oughfare, even  if  it  were  only  two  blocks  away,  as  the  children  would 
not  dare  run  the  risk  of  crossing  this  street.  Similarly,  a  park 
located  below  Grand  Street  on  the  east  side  would  be  seldom  used 
by  persons  living  above  Grand  Street.  It  is  a  line  they  seldom  cross. 
For  this  reason,  if  for  no  other,  Seward  Park  is  little  used  by  the 
inhabitants  of  the  tenth  ward,  being  too  far  away  for  the  children. 

THE    THIRTEENTH    WARD 

This  ward  is  bounded  on  the  south  by  Division  and  Grand  Streets, 
and  on  the  east  by  the  East  River,  on  the  north  by  Rivington  Street, 
and  on  the  west  by  Norfolk  Street,  and  contains  109  acres.  The 
tenement  house  population  is  65,564,  of  which  9414  are  children 
under  five  years  of  age.  There  are  no  parks  whatsoever  in  the  ward. 
When  one  considers  that  in  the  district  between  Rivington  and 
Grand  Streets,  from  the  Bowery  to  the  East  River,  there  is  not 
one  park,  and  that  in  1896  there  were  85,949  persons  living  in  this 
district,  it  becomes  apparent  that  the  need  of  a  parik  is  urgent 

THE    FOURTEENTH    WARD 

The  fourteenth  ward  is  bounded  on  the  south  by  Canal  Street,  on 
the  east  by  the  Bowery,  on  the  north  by  Houston  Street,  and  on  the 
west  by  Broadway,  and  contains  108  acres.     The  tenement  house 
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population  is  86,250.  It  comprises  the  chief  Italian  quarter  of  tbe 
city.  It  has  been  a  popular  belief  for  some  time  that  business  has 
been  crowding  out  the  tenement  houses  in  this  district;  statistics, 
however,  do  not  bear  out  these  facts.  Also,  a  number  of  new  tene- 
ment houses  have  been  recently  erected  in  the  district.  During  the 
last  40  years  the  number  of  tenement  houses  has  increased  17  per 
cent,  while  the  total  tenement  house  population  has  increased  from 
20,008  to  86,250,  or  76  per  cent.  There  are  no  parks  whatsoever  in 
the  ward.  In  1896  there  were  10,182  children  under  fifteen  years  of 
age  living  there. 

THB   BIXTBBKTH    WABD 

This  ward  is  bounded  on  the  south  by  14th  Street,  on  the  east  by 
Sixth  Avenue,  on  the  north  by  26th  Street,  and  on  the  west  by  the 
Hudson  River.  It  contains  818  acres,  with  a  tenement  house  popu- 
lation of  48,467.  There  is  not  a  single  park  in  the  ward,  the  nearest 
park  to  the  south  being  just  above  Canal  Street,  while  to  the  east  the 
nearest  park  is  Union  Square,  and  to  the  north  Central  Park,  none 
of  which  is  of  any  use  to  the  inhabitants  of  this  ward. 

THE    BEYBNTBBNTH    WABD 

The  seventeenth  ward  is  located  on  the  East  Side  of  the  city,  and 
is  bounded  on  the  south  by  Rivington  Street,  on  the  east  by  Avenue  B 
and  Clinton  Street,  on  the  north  by  14th  Street,  and  on  the  west  by 
the  Bowery  and  Fourth  Avenue.  It  contains  266  acres,  and  has  a 
tenement  house  population  of  114,559  persons,  of  which  18,519  are 
children  under  five  years  of  age.  It  has  within  its  boundaries  one 
large  park  known  as  Tompkins  Square,  which  years  ago,  before  it  was 
made  into  a  park,  was  the  scene  of  the  ^^  Bread  and  Blood  '*  riots. 
While  this  park  is  able  to  meet  the  needs  of  the  northern  end  of  the 
ward,  it  is  not  sufiicient  to  meet  the  requirements  of  the  people  living 
in  the  other  portions. 

THE  EIGHTEENTH   WABD 

The  eighteenth  ward  extends  from  14th  to  26th  Street,  and  from 
Sixth  Avenue  to  the  East  Itiver.  It  contains  500  acres.  While 
there  are  a  number  of  parks  in  this  ward,  namely,  Madison  Square, 
Union  Square,  and  Stuyvesant  Square,  comprising  all  together  18 
acres  of  park  area,  yet  none  of  these  parks  ai*e  situated  within  the 
tenement  house  district  of  the  ward.  The  ward  has  a  tenement  house 
population  of  40,724.  The  nearest  park  is  Tompkins  Square,  which 
is  too  far  away  to  be  of  use  to  most  of  the  people  in  this  ward.  In 
the  district  north  of  Tompkins  Square,  from  11th  Street  to  26th 
Street,  and  from  First  Avenue  to  the  East  River,  there  is  a  popu- 


FABKS  AND  FLATGB0UND6  FOR  TENEMENT  DISTRICTS      11 

lation  of  44,880  penons,  without  sight  of  grtas  or  trees,  or  any  green 
thing. 

THE  KDnBTEENTH  WARD 

The  nineteenth  ward  is  located  on  the  upper  East  Side  and  extends 
from  40th  Street  to  86th  Street,  and  from  Sixth  Avenue  to  the  East 
River.  That  portion  of  the  ward  east  of  Third  Avenue  is  distinctively 
a  tenement  house  district.  The  ward  contains  a  total  tenement  house 
population  of  208,816,  of  which  24,794  are  children  under  five  years 
of  age. 

THE  TWENTIETH  WARD 

This  ward  is  located  on  the  West  Side  of  the  city,  and  extends  from 
26th  to  40th  Street,  and  from  Sixth  Avenue  to  the  Hudson  River.  It 
contains  418.7  acres.  The  tenement  house  population  of  the  ward  is 
79,782,  and  this  population  is  on  the  increase.  There  is  not  a  park 
in  the  whole  ward,  although  the  ward  is  large  in  area  and  contains  a 
very  large  population,  having  in  1896  a  population  of  94,969.  The 
nearest  park  on  the  south  is  just  above  Canal  Street,  while  the  nearest 
park  on  the  north  is  Central  Park,  and  on  the  east  Bryant  Park,  all 
too  far  away  to  be  of  use  to  the  tenement  dwellers  in  this  district. 
It  is  especially  desirable  that  a  park  should  be  established  in  this 
neighborhood,  which  for  many  years  has  received  the  unfortunate 
appellation  of  **  Hellas  Kitchen,**  and  has  attained  recent  notoriety  in 
the  public  mind  through  the  race  riots  which  took  place  there  in  the 
summer  of  1900.  No  one  can  doubt  that  the  establishment  of  a  park 
in  this  district  would  be  of  the  greatest  benefit  to  the  community. 

THE  TWENTY-FIRBT  WARD 

This  ward  extends  from  26th  to  40th  Street  and  from  Sixth  Avenue 
to  the  East  River.  It  contains  880  acres,  and  has  at  the  present  time 
a  tenement  house  population  of  42,818  persons.  There  is  not  a  park 
in  the  ward. 

THE  TWENTY-8E0OND  WARD 

The  twenty-second  ward  extends  from  40th  Street  to  86th  Street 
and  from  Sixth  Avenue  to  the  Hudson  River,  and  contains  1681  acres. 
The  most  densely  populated  block  in  the  entire  city  is  located  in  this 
ward,  containing  a  population  of  about  4000  persons  at  the  present 
time ;  and  there  is  in  the  ward  a  total  tenement  house  population  of 
182,608  persons,  of  which  16,661  are  children  under  five  years  of  age. 
When  one  considers  that  the  nearest  park  to  the  south  is  Canal  Street, 
miles  away,  and  the  nearest  park  to  the  east  is  Central  Park,  it  would 
seem  essential  that  a  park  should  be  at  once  established  in  this  ward. 
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GENERAL  CONSIDERATIONS 

In  seleotiug  sites  for  proposed  parks  in  the  different  tenement 
house  districts  of  the  city,  the  following  considerations  should  be  taken 
into  account:  the  death-rate  of  the  block  chosen  as  compared  with 
the  general  death-rate  of  the  city;  the  character  of  the  tenement 
houses  now  erected  upon  the  site ;  the  nearness  to  public  schools  and 
other  educational  agencies  in  the  districts ;  the  distance  away  from 
other  parks  or  from  new  proposed  parks ;  and  especial  consider- 
ation should  be  given  to  the  density  of  iK)pulation  in  neighboring 
blocks. 

In  locating  new  parks  in  tenement  districts,  it  is  essential,  not  only 
that  these  open  spaces  should  be  created,  but  that  in  them  there  should 
be  full  opportunity  for  play  and  for  healthful  recreation.  Merely  a 
park  with  grass  and  walks  is  not  sufficient  to  meet  the  needs  of  our 
tenement  districts.  What  is  needed  is  a  playground,  above  all  other 
things ;  that  is,  a  place  where  the  children  and  young  people  of  the 
neighborhood  can  play  without  restraint.  In  such  playgrounds  pro- 
vision should  be  made  for  children  of  all  ages. 

The  work  done  by  the  Outdoor  Recreation  League,  a  private 
society  of  this  city,  has  demonstrated  so  fully  the  advantages  of  this 
form  of  recreation,  that  a  description  of  the  work  carried  on  by  them 
conveys,  better  than  anything  else,  the  right  impression  of  the  results 
to  be  obtained  in  this  way. 

This  society  in  1898  obtained  from  the  Stryker  Estate  the  use  of 
some  vacant  land  at  53d  Street  and  Eleventh  Avenue.  It  secured 
private  funds  to  fence  in  this  lot  and  equipped  it  with  outdoor  gym- 
nastic apparatus,  consisting  of  parallel  bars,  ladders,  vaulting-bucks 
and  horses,  horizontal  bars,  rings,  running-track,  etc. ;  as  well  as,  for 
the  younger  children,  swings,  sand-boxes,  shelter  tent  for  kindergar- 
ten games,  etc.  The  great  success  achieved  by  this  playground  led 
the  Outdoor  Recreation  League,  in  the  spring  of  1898,  to  petition  the 
Board  of  Elstimate  and  Apportionment  to  appropriate  the  sum  of 
912,000  to  fill  in,  level  off,  and  fence  the  vacant  land  at  Canal  and 
Jefferson  Streets,  which  was  in  process  of  conversion  into  a  small  park 
to  be  known  as  Seward  Park.  This  work  was  done  in  the  spring  of 
that  year,  and  the  Outdoor  Recreation  League  then  set  to  work  and 
raised  funds  for  the  equipment  and  maintenance  of  an  outdoor  play- 
ground at  this  place.  A  full  gymnastic  equipment,  including  run- 
ning-track and  all  sorts  of  gymnastic  apparatus,  has  been  placed  in 
Seward  Park,  and  thousands  of  children  now  enjoy  the  use  of  this 
spot.  The  accompanying  illustrations  g^ve  but  a  faint  idea  of  the 
value  of  playgrounds  of  this  kind  in  crowded  districts.  No  one  who 
has  not  personally  visited  the  Seward  Park  playground  can  appreciate 
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what  this  opportunity  for  natural  play  means  to  the  anomio,  under- 
fed, and  mentally  overdeveloped  young  people  of  the  East  Side. 

In  addition  to  the  playgrounds  at  68d  Street  and  Eleventh  Avenue, 
known  as  Hudson  Bank  playground,  and  to  the  Seward  Park  play- 
ground, other  similar  playgrounds  maintained  by  private  means  have 
been  established  in  different  parts  of  the  city ;  among  these  may  be 
mentioned  the  playgrounds  at  68th  Street  and  Broadway,  Amsterdam 
Avenue  and  99th  Street,  at  35th  Street  and  First  Avenue,  known  as 
Kip*s  Bay  playground ;  also  the  playground  at  the  foot  of  East  76th 
Street  maintained  by  the  East  Side  Settlement. 

As  the  needs  of  New  York  in  regard  to  bathing  facilities  in  our 
tenement  house  districts  are  very  gpreat,  it  would  seem  to  be  desirable 
in  establishing  new  parks  in  tenement  districts  to  provide  at  the 
same  time  for  public  baths.  This  can  be  done  in  a  very  simple  way 
and  at  a  very  greatly  reduced  expense.  In  the  past,  it  has  been  cus- 
tomary, when  creating  a  park  in  a  tenement  district,  to  tear  down 
the  old  tenement  houses  just  a  little  below  the  sidewalk  level,  leaving 
the  foundations,  old  pipes,  and  debris  of  every  kind,  filling  in  with  brick 
and  all  kinds  of  material,  and  then  sprinkling  over  this  a  number  of 
loads  of  soil.  Aside  from  the  point  of  view  of  danger  to  health 
involved  in  this  method,  the  method  is  also  a  wasteful  one.  It  is 
suggested,  therefore,  that  in  establishing  every  park  or  playground  in 
the  future,  such  an  area  be  excavated  down  to  a  distance  of  about 
12  or  14  feet  below  the  sidewalk,  and  that  a  portion  of  the  space 
below  the  sidewalk  be  g^iyen  up  to  the  use  of  public  baths.  In  this 
way  the  city  will  get  the  use  of  its  land  for  baths  practically  without 
expense,  and  the  very  great  needs  of  tenement  dwellers  for  ample 
bathing  facilities  will  be  met 

As  at  present  there  are  only  40  acres  of  park  area  for  the  tene- 
ment house  population  of  New  York,  which  amounts  to  1,686,000 
persons,  of  which  at  least  two-thirds,  or  1,000,000,  are  living  in  the 
ordinary  type  of  tenement  house,  it  would  seem  that  the  city  should 
at  once  make  provision  for  the  needs  of  these  people  by  establishing 
parks,  playgrounds,  and  public  baths  in  the  different  tenement  dis* 
tricts  of  the  city. 


PROSTITUTION  AS  A  TENEMENT  HOUSE  EVIL 

BY  JAMES  B.  BEYITOLDS 


PROSTITUTION  AS  A  TENEMENT  HOUSE  EVIL 


The  subject  of  immorality  in  the  tenement  houses  was  forced  upon 
the  attention  of  the  Commission  by  complaints  and  appeals  made  to 
it  from  many  sources.  In  its  consideration  of  the  subject  the  Com- 
mission was  ham[)ered  because  of  the  lack  of  adequate  and  authorita- 
tive literature  upon  the  general  question  of  prostitution.  In  view  of 
the  extent  of  the  evil  in  the  cities  of  our  country,  and  the  necessity 
of  the  application  of  special  laws  for  its  control,  it  seems  surprising 
that  so  little  attempt  has  been  made  to  accurately  ascertain  the  exact 
working  of  the  evil,  its  causes  and  its  results.  An  investigation  of 
the  whole  subject  is  greatly  needed,  but  such  a  general  investigation 
could  not  be  undertaken  by  us  and  did  not  come  within  the  scope  of 
our  authority.  It  could  properly  be  undertaken  only  by  some  body 
specially  constituted  for  the  purpose. 

In  the  investigation  of  our  special  subject  we  found,  however,  many 
witnesses  prepared  to  testify,  and  many  felt  deeply  that,  whatever  the 
solution  of  the  general  problem  of  prostitution,  it  ought  to  be  possible 
to  drive  the  evil  from  the  tenement  houses  and  thereby  prevent  en- 
forced contact  with  it  in  the  homes  of  those  whose  poverty  made  it 
impossible  for  them  to  change  their  dwelling  place  and  so  escape 
contamination. 

The  special  statements  made  to  the  Commission  by  Dr.  Felix 
Adler  and  Mrs.  Charles  Russell  Lowell,  and  summarized  from  their 
testimony,  are  herewith  presented. 

The  verdict  that  the  conditions  which  at  present,  1900,  exist  are  un- 
endurable is  unanimous.  That  the  landlord  should  be  cognizant  of  the 
character  of  his  tenants  was  the  universal  opinion  of  all  the  witnesses 
who  have  appeared  before  us,  and  equally  unanimous  was  the  opinion 
that  the  landlord  should  be  held  far  more  strictly  responsible  for  the 
cliaracter  of  his  tenants,  so  that  reputaUe  occupants  of  tenement 
houses  should  be  protected  fron^'enftm^dJMSOCiatloa-with. women  of 
immoml-^haraoteffHuid'trom  airTBe^vils  attendant  upon  sooh  com- 
panionshipT^^his  unanimity  of  opinion  appears  to  the  Commission 
remarkable,  and  to  afford  ample  justification  for  the  legislative  prop- 
mfions  presented  in  its  report 

VOL.  II  —  o  17 
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STATEMENT  PRESENTED  BY  DR.  FELIX  ADLER 

As  to  the  causes  of  immorality  in  the  tenement  houses,  it  seems 
to  me  that  one  would  naturally  divide  them  under  different  heads. 
For  instance,  in  any  proper,  careful  consideration  of  the  subject  I 
should  think  that  the  economic  causes  would  be  mentioned  first, 
especially  the  evils  of  the  sweat  shop  system  on  the  East  Side,  which 
produce  a  condition  of  things  that  render  these  poor  unfortunate 
girls  more  susceptible — far  more  susceptible  to  temptation  than  they 
otherwise  would  be.  I  have  known  directly  of  cases  where  young 
women  refused  to  share  the  poverty  of  their  families,  saying  that  life 
at  best  under  the  prevailing  conditions  was  a  continuous  series  of 
privations,  and  that  if  they  could,  even  for  a  short  time,  escape  from 
this  horror  of  the  tenement  house  and  of  the  poverty-stricken  home 
in  the  tenement  house,  to  the  streets,  or  to  the  gay  saloon,  or  to  the 
company  of  such  companions  as  they  had  access  to,  they  preferred 
the  latter.  I  think  that  in  the  second  place  there  is,  of  course,  the 
great  question  of  what  might  be  done  through  the  enforcement  of 
the  laws  already  existing;  and  then  the  question  of  the  extent  to 
which  the  laws  now  existing  might  be  improved;  and  finally  the 
question  of  the  best  means  of  redeeming  those  who  have  already 
&llen.  It  seems  to  me  these  would  naturally  be  the  four  heads 
under  which  the  whole  subject  might  be  considered,  and  I  should 
think  it  would  be  a  mistake  if  the  community  received  the  impres- 
sion, through  the  effort  now  being  made  to  secure  a  better  enforce- 
ment of  the  law  —  that  that  is  all  that  is  necessary,  and  that  if  the 
political  conditions  have  been  improved  the  conscience  of  the  city 
may  go  to  sleep.  It  seems  to  me  th^t  the  manufacturers  of  the  city 
have  a  responsibility  in  the  matter,  and  that  all  efforts  made  to  break 
up  this  congestion  of  pauper  labor  of  the  East  Side,  and  transfer  if 
possible  the  sweat  shops  to  the  rural  districts,  to  the  suburbs,  to 
factories,  would  be  a  great  step  in  the  solution  of  our  problem. 

As  to  the  enforcement  of  the  law,  I  have  nothing  special  to  add 
to  what  has  been  said  on  other  occasions,  but  as  to  the  matter  of 
improving  the  laws,  I  should  think  that  some  such  action  as  has 
been  contemplated  of  more  easily  getting  access  to  the  landlord 
would  greatly  help  the  situation.  At  present  the  landlord  often 
escapes  because  the  antu  probandi  —  the  burden  of  proof  —  is  on  the 
complainant.  The  complainant  must  show  that  the  landlord  had 
knowledge  of  these  evil  conditions,  and  it  is  very  often  difficult  to 
establish  the  fact  of  such  knowledge  on  his  part.  If,  however,  the 
onus  was  shifted  upon  the  landlord,  if  when  the  whole  neighborhood 
is  aware  that  a  house  is  used  for  illegal  purposes,  after  a  certain 
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period  has  elapsed  in  which  this  oondition  con  be  proyed  to  have 
oontinued,  if  then  the  presumption  is  that  the  landlord  knows,  be- 
caose  he  ought  to  know,  what  is  being  done  with  his  property,  it 
would  be  very  much  easier  to  punish  him.  I  have  thought  some- 
times that  we  might  take  an  attitude  toward  the  tenement  house  that 
the  halls  and  the  stairs  are  to  some  extent  to  be  likened  to  public 
highways,  and  that  the  police  power  of  the  State,  which  is  not  per- 
mitted to  intrude  into  the  house,  might  on  that  ground  be  introduced 
into  the  interior  of  the  tenement  houses.  The  apartment  resembles 
the  street,  and  just  as  the  power  of  the  State  is  exercised  over  a  public 
street,  so  we  might  claim  it  would  be  right  to  extend  this  power  into 
the  interior  of  the  tenement  houses  so  as  to  establish  laws  and  regu- 
lations concerning  what  is  permissible  and  what  is  not  in  the  puUic 
part  of  the  tenement  house.  The  tenement,  with  its  often  vast  popu-  \^ 
lation,  is  becoming  a  kind  of  public  institution,  which  cannot  properly  J 
be  dealt  with  from  the  point  of  view  of  regarding  it  as  a  private  f 
house.  The  English  principle,  that  one's  house  is  one*s  castle,  would 
then  apply  to  the  apartments  occupied  by  the  separate  families,  while 
all  that  part  of  the  tenement  house  which  is  devoted  to  the  traffic  of 
the  various  inmates  of  the  apartments  would  rather  be  dealt  with 
from  the  point  of  view  of  the  highway.  If  this  were  done,  then  I 
should  think  it  would  be  possible  to  prevent  such  deplorable  oc- 
currences as  are  now  frequent:  the  assembling  in  the  halls  and  on 
the  stairways  of  numbers  of  lewd  persons,  men  and  women;  the 
crowding  on  the  stairways,  and  also  improper  exhibitions  from  the 
windows  and  from  the  open  doors.  These  evils  that  go  together 
with  the  particular  vice  that  you  are  considering  I  think  could  be 
suppressed  if  that  point  of  view  can  be  fairly  Uken.  I  am  not  a 
lawyer,  and  may  be  therefore  not  able  to  say  whether  the  legal  mind 
would  sustain  that  conception;  but  I  merely  mention  it  here  as  a 
suggestion,  and  in  connection  with  the  improvements  in  the  law. 
Besides  an  attempt  to  shift  the  burden  of  proof  upon  the  landlord  as 
to  the  matter  of  knowledge,  it  occurs  to  me  that  if  penalties  were 
inflicted  upon  the  housekeeper  in  case  of  a  violation  of  these  rules 
of  propriety;  if  not  only  the  landlord,  but  the  housekeeper,  as  his 
representative,  were  held  responsible,  that  probaUy  instead  of  finding 
the  housekeeper  an  obstacle,  as  she  often  is,  in  the  way  of  enforce- 
ment of  the  law,  we  should  then  have  a  means  of  compelling  the 
housekeeper,  through  fear  of  the  penalty  to  be  inflicted,  to  carry  out 
the  law.  I  am  not  sure  whether  there  is  such  a  law ;  but  would  it 
not  be  possible  to  provide  that  every  tenement  house,  every  house 
harboring  more  than  three  families,  should  be  required  to  have  a 
housekeeper  representing  the  landlord  on  the  premises?  Whether 
we  should  go  on  further  and  adopt  the  European  method  of  registra- 
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tion,  I  am  not  sure.  If  we  could  obtain  a  regbter,  containing  the 
names,  the  age,  the  sex,  and  if  possible  the  occupations,  of  aU  the 
inmates  of  the  different  apartments  of  a  tenement  house,  such  a 
register  to  be  kept  and  duly  corrected  from  time  to  time  by  the 
housekeeper,  it  would  be  much  easier  than  it  is  now  to  prevent  over^ 
crowding,  and  to  prevent  the  lodging  of  infamous  vice  in  the  tene- 
ment houses. 


STATEMENT  PRESENTED  BY  MRS.   CHARLES  R.  LOWELL. 

As  to  the  present  conditions,  of  course  there  is  no  question  that 
they  are  very  bad  in  every  way.  The  immoral  women  in  the  houses 
directly  tempt  young  g^irls  to  join  them.  They  also  indirectly  pre- 
sent the  strongest  temptations,  for  they  are  the  only  women  who  have 
good  food,  fine  clothes,  and  an  easy  life  in  these  houses.  A  girl  who 
is  earning  92  or  98  a  week  by  standing  behind  a  counter,  running 
errands  10  hours  a  day  (and  14  or  15  hours  at  what  is  called  the 
^^  holiday  season  ")  cannot  but  compare  her  own  life  with  that  of  one 
of  these  g^rls,  who  seems  to  have  sJl  she  wants  and  to  do  nothing  to 
earn  it. 

As  to  the  causes  of  the  conditions,  the  foundation  cause  is  the 

\      corruption  of  the  Police  Department.     Other  causes  are  the  tempta- 

^^   tions  so  freely  offered  to  girls  and  boys,  the  shows  all  around  the 

neighborhood,  for  instance,  which  stimulate  evil   imagination;  the 

saloons,  etc.     This  is  only  another  symptom  of  police  rottenness. 

"  The  low  moral  tone  of  both  landlords  and  tenants  is  notorious, 

the  former  being  ready  to  share  in  the  profits  of  the  vice,  the  latter 

being  unwilling  to  protest  against  it. 

Still  another  cause  of  existing  conditions  is  the  failure  of  police 
magistrates  to  deal  rightly  with  men  and  women  when  arrested.  The 
men  arrested  in  raids  are  all  discharged,  upon  giving  false  names 
and  addresses.  If  they  were  taken  into  court  and  subjected  to  the 
public  disgrace  they  deserve,  many  who  perhaps  are  more  foolish  than 
depraved  would  i;io  doubt  fear  to  run  the  risk  of  entering  such  places, 
and  would  thus  be  saved  from  both  temptation  and  sin,  and  the  trade 
would  consequently  be  less  lucrative  to  the  women  and  their  masters. 

The  women  are  also  wrongly  dealt  with.  Fining  only  forces  them 
to  continue  in  the  same  life,  when  the  object  should  be  to  remove 
them  from  it  and  to  reform  them  if  possible.  To  fine  them  is  to  bind 
them  to  it.  They  have  only  the  one  means  of  earning  money,  and  if 
they  pay  for  their  fines  by  past  sin,  or  if  some  one  pays  for  them,  they 
become  enslaved  to  bad  men  more  irrevocably.  I  think  it  would  be 
better  to  make  no  arrests  at  all  than  to  arrest  and  fine  these  women 
as  at  present.     Commitment  for  six  months  to  the  workhouse  would 
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at  least  be  a  punishment.  Judge  Mott  has  the  honorable  dis- 
tinction of  sentencing  to  the  workhouse  instead  of  fining,  and  when 
he  is  sitting,  these  women  shun  his  district  for  that  reason.  That  we 
have  heard  constantly.  I  belong  to  a  committee  that  visits  the 
station-houses,  and  in  going  month  by  month  to  the  places  the  police 
matrons  have  said,  ^^  We  have  not  had  many  women  this  month.*' 
**  Why  not  ?  '*  ^  Judge  Mott  is  on  the  bench.**  That  is  constantly 
what  different  members  of  the  committee  visiting  different  station- 
houses  hear. 

It  is  not  necessary  to  commit  to  the  workhouse,  however,  if  the 
women  themselves  can  be  persuaded  to  enter  some  of  the  ^^  homes  ** 
which  are  ready  to  receive  them,  and  where  they  will  be  helped  to 
reform,  and  later  to  find  employment.  The  Magdalen  Asylum,  the 
House  of  the  Good  Shepherd,  The  House  of  the  Holy  Family,  the 
Salvation  Army  Home,  are  some  of  these. 

As  to  the  remedies,  the  first  is  to  reform  the  Police  Department. 
Dr.  Parkhurst  has  always  been  right  in  saying  that  that  is  the  first  step. 
A  corrupt  police  can  and  will  render  unavailing  any  and  every  system 
which  might  be  adopted. 

Assuming  that  to  be  understood,  there  are  many  steps  to  be  taken, 
all  dependent  upon  an  aroused  moral  public  opinion. 

The  police  magistrates,  the  institutions,  should  all  join  in  trying  to 
deliver  the  women  from  the  life  of  sin,  and  in  trying  to  reform  them. 
The  following  plan  has  been  suggested :  that  probation  officers  and 
oourt  officers  (all  women)  should  be  nominated  by  the  various  institu- 
tions interested  in  such  work  to  go  with  the  police  when  arrests  are 
made,  and  try  on  the  spot  to  persuade  the  women  to  go  into  one  of 
the  homes  named  ;  that  the  magistrate  should  in  such  cases  suspend 
sentence,  and  allow  the  institutions  the  opportunity  to  deal  freely 
with  such  women. 

When  they  refuse  such  offers,  they  should  be  committed  to  the 
woriLhouse  for  six  months,  and  later,  when  the  reformatoiy  at  Bedford 
is  opened,  to  that  institution. 

I  think  the  fining  for  vagrancy,  for  misdemeanors,  and  for  dis- 
orderly conduct  should  be  forbidden  by  law  ;  also  that  such  part  of 
Section  818  of  the  City  Charter  as  authorizes  the  entry  of  the  police 
to  houses  supposed  to  be  used  for  such  purposes,  solely  on  the  state- 
ment of  a  police  officer,  should  be  repealed.     It  facilitates  blackmail. 

Another  amendment  to  the  law  should  be  to  make  it  a  felony  to 
keep  or  to  let  rooms  for  immoral  purposes  in  a  tenement  house,  it 
being  now  only  a  misdemeanor  in  any  case. 

I  think  if  that  distinction  were  made,  it  being  a  misdemeanor  to 
let  such  rooms  in  a  private  house,  if  it  were  made  a  felony  to  let  such 
rooms,  or  to  carry  on  such  immorality  in  a  tenement  house,  it  wouM 
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emphasize  the  greater  sin,  the  greater  wrong  of  the  sin  in  a  tenement 
house,  and  the  recognition  by  law  that  it  was  a  worse  sin  would  have 
a  good  influence  on  public  opinion. 

The  experience  of  the  city  of  Glasgow  is  one  that  is  encouraging  in 
the  highest  degree,  and  I  believe  the  same  results  could  be  very  readily 
attained  here,  provided  that  our  Police  Department  was  established 
on  the  right  foundation,  and  was  an  honorable  body  of  decent  men. 

I  should  like  to  quote  just  a  few  extracts  from  testimony  about 
Glasgow,  because  it  is  very  remarkable  and  ought  to  be  known.  This 
is  a  summary  of  what  has  happened  since  1870. 

**  The  Glasgow  administration,  which,  as  we  have  seen,  includes 
repressive  law,  municipal  vigilance,  and  organized  beneficence,  has 
been  carried  on  since  1870.  Its  results  may  be  noted  under  the  seven 
following  heads :  — 

^^  First  —  The  streets  have  been  cleared  of  the  disreputable  busi- 
i^ess  of  solicitation  and  assignation,  and  left  free  for  their  legitimate 
use  as  safe  and  decent  thoroughfares. 

^^  Second  —  The  number  of  brothels  has  been  steadily  and  largely 
decreased,  notwithstanding  the  growing  population. 

^^  Third  —  Clandestine  prostitution,  judging  from  the  most  careful 
observation  possible,  has  decreased  generally  in  the  same  ratio  as  the 
brothels. 

^^  Fourth  —  There  has  been  a  slight  decrease  in  illegitimacy. 

^  Fifth  —  An  increased  desire  to  reform  has  been  shown  by  fallen 
women. 

^^  Sixth  —  Crime,  always  connected  with  vice,  has  diminished. 

^^  Seventh  —  Disease  which  arises  from  promiscuous  intercourse 
has  decreased.'* 

This  was  written  in  1881.  It  is  called  the  "  Wrong  and  Right 
Methods  of  Dealing  with  the  Social  Evil,  as  shown  by  lately  published 
Parliamentary  Evidence,  by  Dr.  Elizabeth  Blackwell.*'  I  am  sorry  to 
say  it  is  out  of  print.  It  begins  by  showing  the  evils  of  the  "  Let 
Alone  *'  system  in  Liondon,  and  then  the  regulations  of  the  registra- 
tion system  in  Paris,  and  shows  how  each  is  bad,  and  third,  the  Glas- 
gow system,  which  was  the  maintaining  of  public  order  with  the 
assistance  of  a  body  of  private  citizens  who  helped  in  this  work,  and 
the  help  of  the  mag^trates. 

^^  The  facts  in  relation  to  brothels,  and  the  effect  of  law  and  public 
opinion  upon  them,  is  noteworthy.  In  1849,  with  a  population  of 
814,000,  and  an  inert  public  opinion,  there  were  211  brothels,  with 
538  inmates.  In  1870,  with  a  population  of  510,816,  and  a  public 
opinion  gradually  awakening  to  the  evil,  there  were  204  brothels. 
After  nine  years  of  vigorous  measures  required  by  the  citizens,  the 
brotheb  were  reduced  to  less  than  one-seventh  of  the  original  num- 
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ber.  This  remarkable  result  shows  the  power  of  public  opinion  when 
it  demands  and  supports  the  enforcement  of  law. 

**The  great  mischievous  error,  that  vigorous  repression  of  the 
puUio  manifestations  of  vice  is  necessarily  productive  of  an  increase 
of  secret  vice,  is  entirely  disproved  by  carefully  recorded  facts  in  the 
municipal  experience  of  this  gpreat  city  of  Glasgow/' 

The  Chief  of  Police  himself  says :  ^  Notwithstanding  the  fre- 
quently expressed  opinion  of  well-meaning  people,  who  take,  as  they 
state,  a  philosophical  view  of  prostitution  and  brothel-keeping,  and 
from  their  mode  of  reasoning  arrive  at  the  conclusion  that  both  are 
necessary  evils,  and  incapable  of  being  either  eradicated  or  greatly 
diminished,  I  consider  myself  justified  in  the  opinion  that  the  results 
indicated  above,  and  which  have  been  brought  about  by  a  steady  and 
persistent  application  of  the  law  by  the  authorities,  have  been  of  very 
great  advantage  to  this  community.  Viewed  from  no  higher  stand- 
point than  that  of  profit  and  loss  in  property,  the  benefits  are  appar- 
ent and  tangible;  but  when  the  social  and  moral  advantages  are 
taken  into  account,  the  removal  of  seductive  temptations  from  the 
youthful  and  thoughtless,  and  not  infrequently  from  the  intoxicated 
and  foolish  adults,  the  results,  though  they  cannot  be  expressed  in 
figures,  are  far  more  precious.  While  the  reduction  in  the  number 
of  brothels  has  been  so  considerable,  and  the  streets  have  been  to  a 
great  extent  cleared  of  abandoned  women  who  used  to  frequent 
them,  I  am  to  the  present  time  without  one  single  complaint  from 
a  respectable  citizen  that  prostitution  has  gone  into  more  secret  or 
private  channels,  or  that  the  repressive  measures  of  the  authorities 
have  inflicted  the  slightest  hardship  upon  any  one/' 

A  recent  report  of  the  Glasgow  Chief  of  Police  states  also,  that 
the  brothels  in  1892  were  7;  in  1893,  9;  in  1894,  11;  and  in  189S, 
9;  in  1896, 18,  when  the  population  was  707,000.  When  the  popula- 
tion was  500,000  there  were  204,  and  they  say  in  1896,  when  the 
population  was  707,000,  there  were  only  18  brothels  known  to  the 
police  at  that  time  in  Glasgow. 

It  is  to  be  remembered,  likewise,  that  the  protection  of  the  char- 
acter of  the  individual  police  ofiicer  is  one  of  the  most  important 
things  to  be  provided  for  in  any  plan  of  dealing  with  the  subject  of 
prostitution.  The  methods  heretofore  employed  in  this  city,  and  all 
systems  of  license,  whether  legal  or  by  the  use  of  the  fining  system, 
are  absolutely  demoralizing  to  the  men  who  enforce  them. 
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POLICY  — A  TENEMENT  HOUSE   EVIL 


In  the  course  of  attending  to  a  large  number  of  cases  of  eviction 
in  the  20th  Assembly  District,  an  effort  was  made  to  determine  the 
immediate  cause  of  the  inability  to  pay  the  rent,  and  it  was  found 
that  more  cases  of  destitution  seemed  to  be  referable  to  policy  play- 
ing Uian  to  drink.  Policy  is  a  real  evil  of  very  considerable  propor- 
tions—  nor  are  its  evil  effects  confined  to  the  economic  consequences. 
It  is  also  a  great  moral  evil:  children  in  great  numbers  are  fre- 
quenters of  the  policy  shop ;  their  patronage  is  solicited,  and  the  min- 
imum stake  is  fixed  at  two  cents  with  a  special  view  to  their  means. 
Women  become  ** fiends,"  as  the  habitual  player  is  termed;  they 
play  away  their  husband's  earnings  and  pawn  the  household  posses- 
sions, even,  in  some  cases,  putting  their  children  to  bed  to  have  their 
clothes  to  sell. 

The  prevalence  of  policy  playing  in  this  city  and  the  openness 
with  which  the  sale  of  policy  slips  is  conducted  is,  as  a  result  of  some 
attention  that  the  newspapers  have  been  giving  to  the  subject,  begin- 
ning to  be  understood.  Most  people  when  they  read  these  news- 
paper articles  probably  do  not  know  what  policy  consists  of,  or  how  it 
is  played,  or  who  plays  it.  The  greater  number  of  people  who  have 
heard  the  name  of  the  game  mentioned  simply  know  that  it  is  some 
form  of  gambling,  in  which  numbers  figure,  and  the  belief  is  general 
that  the  patrons  of  the  game  are  negroes.  The  following  quotation 
from  an  article  in  the  New  York  Sun^  published  in  November,  1899, 
is  significant  as  to  the  extent  of  this  evil :  — 

**  The  fact  is  that  fully  half  a  million  white  persons  in  this  city 
have  become  infatuated  with  the  game  and  play  it  daily.  Many  of 
the  players  are  women  who  live  in  the  tenement  districts  and  spend 
almost  every  cent  they  earn  in  playing  *  gigs,*  *  horses,*  and  *  saddles,* 
the  terms  applied  to  combinations  of  numbers  in  the  policy  shops. 
People  who  are  in  a  position  to  know  say  that  there  are  at  least 
fifteen  hundred  policy  shops  in  Greater  New  York,  and  that  they  are 
known  to  the  majority  of  school  children.** 

Policy  shops  are  almost  invariably  located  in  tenement  house  dis- 
tricts, the  exception  being  that  there  are  one  or  two  located  near  the 
Stock  Exchange  for  the  special  benefit  of  office  boys  and  young 
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olerks  in  brokera*  oflioes.  Polioj  is,  thei*efore,  distinotly  a  tenement 
house  evil.  Following  is  a  description  of  the  game,  as  published  in 
the  newspaper  article  above  referred  to.  It  must  be  understood, 
however,  that  this  description  of  the  game  proceeds  on  the  theory  that 
the  game  is  honestly  conducted  and  is  actually  what  it  purports  to 
be.  This,  however,  is  a  supposition  absolutely  contrary  to  fact.  The 
description  that  follows  is,  therefore,  merely  a  description  of  how  the 
player  sees  the  game.  Actually  there  is  no  game.  The  backers,  in 
the  time  that  elapses  between  the  closing  of  the  **  books  "  and  the 
announcing  of  the  drawings,  figure  out  to  suit  themselves  what 
numbers  they  will  announce. 

^*It  should  be  understood  that  policy  is  an  alleged  lottery  in 
which  only  the  numbers  from  one  to  seventy-eight  are  made  use  of. 
The  lottery  is  supposed  to  be  operated  out  of  town.  Every  day, 
excepting  Sunday,  there  is  supposed  to  be  a  drawing  in  Kentucky 
and  another  in  Louisiana.  In  the  morning,  as  the  story  goes,  thir- 
teen numbers  are  drawn  from  a  wheel  containing  the  entire  seventy- 
eight.  These  thirteen  are  placed  in  a  column,  one  beneath  the 
other,  and  they  may  be  any  numbers  from  one  to  seventy-eight. 
Then  alongside  of  the  column  of  the  Kentucky  drawings  comes  a 
similar  column  of  numbers  supposed  to  be  drawn  in  Louisiana. 
These  two  columns  are  printed  on  slips  of  paper  and  distributed 
among  persons  who  have  played  the  game  for  that  particular  draw- 
ing. The  numbers  supposed  to  be  drawn  turn  up  in  the  policy  shop 
after  two  o'clock  and  are  known  as  the  morning  draw,  although 
posted  in  the  shop  at  two  o'clock  in  the  afternoon.  After  seven 
o'clock  in  the  evening,  the  numbers  supposed  to  be  drawn  in  the 
evening  appear  in  the  shop,  and  then  the  policy  fiends  get  at  work. 
To  be  more  explicit,  the  player  enters  the  shop  and  selects  any  three 
numbers  he  desires,  provided  they  are  from  one  to  seventy-eight. 
He  writes  these  three  numbers  on  a  slip  of  paper,  and  then  bets  any 
amount  of  money  from  one  cent  up  to  (1000,  with  the  understanding 
that  in  case  his  numbers  appear  in  the  column  of  figures  drawn,  he. 
receives  odds  of  100  to  1.  For  instance,  take  three  numbers  and 
write  them  on  a  slip  of  paper  in  this  style :  19-46-62.  These  three 
numbers  constitute  a  gig.  If  the  player  bets  ten  cents  on  that  gig 
he  simply  writes  the  ten  beneath  the  three  numbers  selected  and 
hands  it  over  to  the  policy  writer,  who  writes  the  three  numbers  on 
a  carbon  sheet,  making  a  copy  for  the  player  and  a  copy  for  himself. 
Then  the  writer  takes  a  rubber  stamp  and  stamps  the  date  upon  the 
piece  of  paper  he  gives  to  the  player,  and  he  keeps  that  in  his  pocket  as 
a  receipt.  When  he  gets  his  ticket  he  has  made  his  play  and  goes 
out.  He  returns  to  the  shop  again  any  time  after  two  o'clock,  to  see 
whether  he  has  been  lucky.     He  goes  into  the  place  and  finds  a 
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crowd  of  pciBons  like  himself,  looking  over  the  list  that  has  been 
given  out  as  the  list  of  numbera  that  has  been  drawn  that  morning. 
There  are  many  of  these  lists  lying  around  the  place,  having  been 
printed  with  a  rubber  stamp,  and  copied  from  a  list  sent  out  by  the 
backers  of  the  policy  game.  This  list  of  numbers  is  referred  to  by 
the  player  as  the  slip.  If  it  contains  the  numbers  he  played,  no 
matter  what  part  of  the  slip  they  are  on,  so  long  as  they  were  in  the 
same  column,  he  would  consider  himself  a  winner  of  f  10,  or,  in  policy 
language,  he  would  have  made  a  flO  *hit.* 

^The  backers  of  the  game  work  it  so  that  they  just  feed  out  enough 
money  to  dupe  people  into  playing  it.  There  is  really  no  drawing, 
such  as  is  supposed  to  occur.  One  man  attends  to  that  end  of  it,  and 
simply  makes  up  the  slip  after  he  has  a  copy  of  all  the  plays  made  in 
the  city.  He  makes  up  the  slip  so  as  to  pay  out  as  little  money  as 
possible.  Of  course  he  has  to  keep  putting  out  bait  to  keep  the 
game  going.  People  who  play  two  or  three  cents  on  a  gig  and  play 
lists  of  thirty  or  forty  gigs  every  morning  and  night,  are  likely  to 
make  one  hit  in  two  days.  They  may  invest  $4.80  in  four  days  and 
then  win  back  $2,  which  is  not  a  very  profitable  investment.** 

It  is  not  necessary,  for  the  purpose  of  this  report,  to  describe  all 
the  di£Ferent  variations  of  the  game,  such  as  ^  saddles  **  and  ^*  horses,** 
which  are  merely  different  ways  of  betting. 

It  may  be  stated  that,  arithmetically  figured  out,  the  player  has 
about  200  chances  out  of  about  76,000  of  winning,  and  in  case  of  a 
**hit,**  that  is,  in  case  he  wins,  is  paid  100  for  1.  It  is  thus  apparent 
that  if  the  game  were  played  fairly  the  player  stands  no  chance,  and 
that  the  game  is  therefore  a  robbery.  It  is  in  addition  a  swindle,  as 
already  pointed  out. 

Every  possible  combination  of  three  numbers,  that  is,  every  gig, 
has  a  name.  There  is  the  dead  gig,  the  washwoman's  gig,  the  medi- 
cine gig,  the  corpse  gig,  the  father  gig,  the  divorced  gpg,  etc.,  etc., 
and  superstition  plays  a  large  part  in  the  player's  selection  of  what 
gig  to  bet  his  money  on.  If  a  policy  fiend's  father  died,  he  would 
probably  play  the  dead  gig  and  the  father  gig.  The  two  most  famous 
gigs  are  Uie  three  numbers  4-11-44,  known  as  the  washwoman's  gig, 
and  the  numbers  9-19-29,  known  as  the  dead  gig.  The  infatuation 
of  men,  women,  and  children  for  policy  is  probably  largely  due  to  the 
immense  amount  of  superstition  that  is  interwoven  wiUi  it 

The  vogue  of  the  game,  however,  is  chiefly  due  to  the  fact  that 
it  is  within  the  power  of  the  poorest  to  play  it,  inasmuch  as  any 
policy  shop  will  take  as  low  as  two  cents,  and  many  of  them  will  take 
bets  of  one  cent.  It  will  thus  be  seen  that  policy,  under  the  guise 
of  being  a  lottery,  is  really  a  scheme  devised  by  unscrupulous  men 
for  robbing  the  ignorant  poor.     If  conducted  honestly,  the  chances 
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against  the  player  are  enormous ;  but  the  game  is  not  conducted  hon- 
estly, but  is  operated  as  a  swindle  by  the  '*  backers,**  who  are  united 
in  a  syndicate,  and  are,  some  of  them,  millionnaires. 

All  that  the  player  knows  of  the  game  is  that  he  puts  up  his 
money  in  the  hands  of  the  writer,  and  some  hours  afterward  is  told 
whether  he  has  won  or  lost.  Each  writer  must  send  to  headquarters 
at  a  fixed  hour  a  list  of  every  play  made  with  him,  and  then  an  hour 
and  a  half  later  a  list  of  the  winning  numbers  is  sent  out ;  it  is  not 
hard  to  imagine  that  the  numbers  that  are  issued  are  those  that  a 
careful  calculation  shows  involve  the  smallest  cost  to  the  backer.  It 
is  a  small  policy  shop  that  takes  in  only  $26  in  a  day;  some  take  in 
$100,  —  the  average  is  probably  f85  or  over.  In  the  20th  Assembly 
District  there  were  recently  twelve  policy  shops,  and  as  the  amount 
paid  out  as  winnings  to  the  players  does  not  average  $15  a  week  by 
each  shop,  a  simple  calculation  shows  that  $2240  is  taken  out  of  that 
district  each  week;  nor  is  that  district  the  worst  by  any  means. 

Policy  is  a  veritable  gold  mine  to  the  backers,  as  the  expenses  are 
small.  The  writer  gets  about  $12  to  $15  a  week,  and  then  there  are 
heat  and  gas  and  rent  to  pay,  which  are  small  items,  although  the  rent 
exacted  by  the  landlord  of  a  policy  shop  is  higher  than  a  legitimate 
business  would  have  to  pay  for  the  same  accommodation. 

The  fascination  that  the  game  exerts  on  its  victims  is  hard  to 
understand,  for  it  is  entirely  lacking  in  any  features  of  diversion  that 
belong  with  most  methods  of  gambling ;  but  policy  is  not  gambling, 
it  is  larceny.  Perhaps  the  fact  that  the  winner  is  paid  one  hundred 
times  the  amount  of  his  investment  may  account  in  some  degree  for 
the  hold  this  game  has  on  its  devotees,  who  are  unable  to  figure  out 
the  odds  against  them. 

Policy  should  be  abolished,  and  will  be  abolished  when  the  legis- 
lature decides  to  make  the  possession  of  policy  paraphernalia  a  felony, 
just  as  the  possession  of  burglars*  tools  and  knock-out  drops  is  now 
a  felony.  The  legislature  should  also,  by  an  enactment  of  a  drastic 
law,  make  it  easier  to  get  at  the  landlord  and  punish  him. 

Some  headway  is  being  made  against  policy,  under  the  law  as  it 
now  stands,  and  more  headway  can  be  made,  especially  if  the  judges 
will  inflict  sentences  of  imprisonment  in  the  State  prison  incases  where 
a  conviction  is  secured ;  to  fine  a  convicted  policy  writer  is  an  encour- 
agement to  him,  because  the  backer,  who  can  well  afford  it  out  of  his 
stealings,  pays  the  fine,  and  the  writer  has  the  personal  experience 
that  no  harm  comes  to  him. 

Policy  is  protected  by  the  police ;  a  police  captain  in  his  station- 
house,  where  a  citizen  had  gone  to  complain  against  two  shops,  called 
his  wardman  to  him  and  in  the  presence  of  the  person  who  made  the 
complaint,  told  the  officer  to  ^*  put  on  his  hat  and  go  around  and  tell 
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« Jack  *  and  « Tim  *  tliat  Uiej  must  olose  up.**  It  is  gratifying  to  be 
able  to  state  tiiat  that  captain  was  tried  and  conricted.  The  punish- 
ment inflicted  on  him  was,  however,  inadequate.  The  backer  pays 
the  police  captain  a  fixed  amount  monthly  for  every  policy-shop  in 
the  captain's  district.  There  is  not  a  single  shop  in  the  city  that  does 
not  pay  its  quota  of  blackmail  to  the  captain  of  the  precinct  in  which 
it  is  located.  It  is  impossible,  therefore,  to  get  any  assistance  what- 
ever from  the  police  in  suppressing  policy. 

Policy  is  a  tenement  house  evil  and  policy  shops  are  the  scourge 
of  tenement  house  districts.  Policy  may  well  be  called  The  Poor 
Man*s  Burden. 
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SiKOB  the  People's  Baths  were  opened  to  the  public  hy  the  New 
York  Association  for  Improving  the  Condition  of  the  Poor,  in  August, 
1891,  the  movement  for  public  bathing  facilities  has  spread  to  many 
other  cities.  At  the  present  time  there  are  public  baths  in  New 
York,  Chicago,  Philadelphia,  Boston,  Buffalo,  San  Francisco,  Pitts- 
burg, Rochester,  Syracuse,  Yonkers,  Brookline,  Mass.,  Baltimore, 
Newark,  and  St  Paul.  In  Worcester,  New  Haven,  St.  Louis,  Min- 
neapolis, and  Louisville  the  question  is  being  investigated  and  agi- 
tated. In  Kansas  City,  Albany,  and  Troy  contracts  for  the  erection 
of  bath  buildings  have  been  let. 

The  only  public  baths  considered  in  this  report  are  those  con- 
ducted all  the  year  round  by  municipalities  and  private  organiza- 
tions without  charge,  or  for  a  fee  not  exceeding  five  cents  for  each 
bather. 

Leaving  New  York  for  subsequent  consideration,  the  following  is 
a  summary  of  the  progress  made  in  other  cities :  — 

CHigAGO 

During  the  year  1901  Chicago  will  have  four  public  baths  in 
operation.     They  are  owned  and  maintained  by  the  municipality. 

The  first  bath,  known  as  the  Carter  H.  Harrison  Bath,  was  opened 
in  January,  1894.  It  is  situated  at  192  Mather  Street.  The  cost  of 
the  building  is  given  as  $7825,  and  of  the  plumbing  and  heating 
apparatus  as  $2611.  The  number  of  baths  taken  has  been  as  fol- 
lows:— 

1894,  91,879;  1895  (closed  68  days),  92,798;  1896  (closed  78 
days),  90,695;  1897  (closed  70  days),  106,288;  1898  (closed  141 
days),  78,746. 

The  cost  of  maintenance  has  been  as  follows :  — 

1894,  $8469.65;  1895,  $8525.78;  1896,  $8777.59;  1897, 
$4484.72;    1898  (including  repaini),  $5759.35. 

When  this  bath  was  constructed  it  was  thought  necessary  to  pro- 
vide a  swimming  pool,  **  in  order  to  entice  the  children  of  the  com- 
munity into  the  bath.*'     Experience  demonstrated  that  it  was  difficult 
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and  expensive  to  heat  the  water  for  the  swimming  pool ;  that  it  made 
great  delay  in  the  use  of  the  showers,  and  that  its  care  took  too  much 
of  the  attendants*  Ume.  During  the  year  1898  the  swimming  pool 
was  removed  and  the  entire  bath  remodelled.  The  bath  now  has  84 
showers,  double  its  former  capacity. 

The  second  bath,  known  as  the  Martin  B.  Maden  Bath,  was  opened 
April  17, 1897.  It  is  situated  at  89th  Street  and  Wentworth  Avenue. 
It  has  81  shower-baths  and  1  tub  bath.    Its  cost  is  given  as  $18,600, 

The  number  of  baths  taken  has  been  as  follows:  1897  (208 
days),  84,569  ;  1898  (288  days),  108,922. 

The  cost  of  maintenance  has  been  as  follows:  1897,  $4044. 91  < 
1898,  $4040.81. 

Public  Bath  No.  8  was  opened  on  May  26,  1900.  The  buildin}| 
and  ground  cost  $7200.     It  has  16  showers. 

The  fourth  bath,  known  as  the  R.  A.  Waller  Bath,  was  completed 
in  1900.     It  has  cost  about  $8600.     It  has  18  showers. 

The  Chicago  baths  are  entirely  free,  soap  and  towel  being  fuN 
nished.  Each  bath  has  its  own  heating  plant  to  heat  water  for  the 
showers  and  the  building.  Each  bath  also  has  its  own  laundry  whei^e 
the  towels  are  washed.  The  baths  are  under  the  jurisdiction  of  the 
Department  of  Health.  The  city  authorities  are  evidently  proceed- 
ing on  the  right  theory  in  developing  their  bath  system,  viz.  inex- 
pensive buildings,  conveniently  located  and  suflicient  in  number  to 
meet  the  needs  of  the  population. 

The  total  number  of  baths  taken  during  1900  is  shown  by  the 
following  table  :  — 

BATHS  TAKEN  DURING  TEAR  1900 


Mm 

WoMm 

BOTt 

QlBLt 

Total 

Carter  H.  HarrUoD  Bath      . 

MarUn  B.  Maden  Bath 

» Public  Bath  No.  8      .... 

72,806 
68,287 
19,611 

28,844 
9,828 
2,971 

86,016 
49,720 
24,666 

88,286 
20,600 
16,262 

219,040 

187,986 

68,600 

Totala 

160,298 

40,688 

169.897 

70,148 

420,476 

PHILADELPHIA 


The  only  publio  bath  in  Philadelphia  is  operated  by  a  private 
organization  known  as  The  Public  Baths  Association  of  Philadelphia. 
It  is  situated  on  the  comer  of  Gaskill  and  Leithgow  Streets.  The 
fee  charged  bathers  is  five  cents  for  soap  and  towel.     The  plant. 
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inoluding  land,  building,  and  equipment  cost  929,908.70.  It  was 
opened  for  business  in  May,  1898.  The  building  is  plain  and  sub- 
stantial, but  complete  in  every  detail  and  designed  to  give  its  patrons 
every  modem  convenience.  The  men's  department  is  on  the  first 
floor.  It  contains  26  showers  and  1  tub.  The  baths  are  separated 
by  iron  partitions  painted  white.  Each  bath  has  a  dressing-room. 
There  is  a  se{)ai*ate  entrance  for  women.  The  entrances  for  men  and 
women  are  separated  as  widely  as  possible,  which  is  most  desirable. 
From  the  women*s  entrance  there  are  two  stairways;  one  leads  to 
the  baths  above,  and  the  other  descends  to  the  laundry  in  the  base- 
ment. In  the  women's  bathing  department  there  are  14  showers  and 
8  tubs.  The  laundry  b  fitted  with  6  sets  of  tubs,  12  drying  closets, 
ironing  boards,  a  laundry  stove,  soap  boiler,  power  washer,  and 
wringer.  In  this  laundry  the  towels  used  in  the  baths  are  also 
washed.  They  come  down  in  towel  chutes,  and  are  thrown  into  a 
disinfecting  tank  before  being  washed.  The  number  of  baths  taken 
during  1899  was  84,680.  The  cost  of  maintenance  was  94888.77. 
The  total  number  of  baths  taken  in  1900,  to  December  1,  was  46,644. 
This  would  indicate  the  remarkable  increase  for  the  year  of  about 
14,000  baths  taken. 

The  total  number  of  washers  using  the  laundry  in  1898  was  1833. 
Tlie  total  number  of  washers  in  1900,  to  December  1,  was  1677. 
This  would  indicate  an  inci-ense  for  the  year  of  about  876  washers. 
The  cost  of  maintaining  the  laundry  is  included  in  the  figures  given 
above.  The  income  during  1899  was  derived  from  the  following 
sources:  Contributions,  92127;  receipts  from  bathers,  91,760.26; 
laundry  receipts,  9167.20;  interest  on  deposits,  92.42;  total, 
94,066.87. 

The  history  of  the  Philadelphia  bath  is  a  duplication  of  the  history 
of  the  People's  Baths  of  New  York.  Each  year  there  is  an  increase 
in  patronage,  and  the  receipts  more  nearly  approximate  the  cost  of 
maintenance.  There  is  no  reason  to  doubt  that  the  Philadelphia 
bath  will  be  self-supporting  within  a  few  years. 

BOSTON 

The  Boston  all-the-year-round  bath,  known  as  the  Dover  Street 
Bath,  was  opened  to  the  public  on  October  14,  1898.  It  is  a  hand- 
some building  with  beautiful  appointments.  The  dimensions  of  the 
building  are  about  48  feet  by  110  feet.  The  cost  of  the  building  is 
given  as  976,000,  and  the  cost  of  the  site  as  916,000.  The  bath  has 
60  bathing  compartments,  of  which  17  are  for  women.  There  are 
living  apartments  in  the  building  for  the  superintendent.  Soap  and 
towel  are  furnished  at  a  cost  of  1  cent.     The  cost  of  maintennnce 
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is  approximately  tlO,000  per  annum.  Steam  is  obtained  from  the 
fire  department  repair  sliop,  which  adjoins  the  bath  building,  but  the 
cost  is  included  in  the  total  given  above.  The  bath  b  under  the  juris- 
diction of  the  Department  of  Baths,  which  has  under  its  authority 
all  the  baths  and  gymnasiums  of  the  city. 

The  number  of  baths  taken  at  the  Dover  Street  Bath  since  its 
opening  is  shown  by  the  following  table :  — 


ises 

Mm 

WOMBM 

BoTt 

OlBU 

Total 

October 
November  . 
December  . 

4,166 
6,877 
7,669 

660 
2,466 
2,812 

1,460 
3,007 
8,812 

618 
2,828 
2,686 

6,803 
16,672 
16,718 

Total    . 

18,602 

6,046 

0,170 

6,876 

80,008 

1809 

Mn 

WOMU 

BoTt 

QUUM 

TOTAI. 

Jannary 
February    , 
March 
April  . 
May    .        . 
June   . 
July    .        , 
Auguflt 
September 
October 
NoYcmber 
December 

7,646 
7,788 
9.796 
12,686 
18,888 
16,684 
18,660 
16,849 
14,960 
12,869 
10,718 
10,010 

2,688 
2,641 
8,701 
4,414 
4,441 
6,080 
6,774 
4,860 
4,809 
8,788 
8,266 
4,084 

8,780 
8,664 
4,841 
6,687 
4,081 
2,276 
407 
1,000 
2,206 
1,418 
1,616 
1,877 

2,088 
2,864 
2,866 
4,017 
2,012 
8,000 
6,281 
6,462 
8,700 
2,664 
2,627 
2,776 

17,047 
16,802 
20,794 
26,603 
24,772 
26,000 
80,212 
26,761 
26,182 
20,684 
18,027 
10,006 

Total    . 

160,107 

48,086 

81,882 

40,446 

271,600 

PITTSBURG 

The  only  public  bath  in  Pittsburg  is  maintained  by  a  private 
association,  the  Civic  Club  of  Allegheny  County.  The  building  was 
erected  by  Mrs.  William  Thaw,  Jr.,  as  a  memorial  to  her  husband. 
It  is  located  on  the  corner  of  Sixteenth  Street  and  Penn  Avenue. 
It  contains  22  showers  and  2  tubs.  It  was  opened  to  the  public  on 
December  1, 1897.  A  fee  of  5  cents  is  charged,  for  which  soap  and 
towel  are  furnished.  From  December  1,  1897,  to  October  1, 1898, 
10  months,  the  baths  taken  numbered  27,947;  from  October  1, 
1898,  to  October  1,  1899,  they  numbered  41,424;  from  October 
1, 1899,  to  October  1, 1900,  they  numbered  55,878.  Although  built 
in  two  sections  and  originally  intended  for  both  men  and  women, 
BO  many  men  patronized  the  baths  that  both  sections  were  turned 
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oyer  to  the  use  of  men,  with  the  exoeption  of  one  eection  on  Tneeday, 
when  women  are  permitted  to  nee  it. 

The  bath  is  not  only  self-supporting,  but  earns  a  surplus.    The 
receipts  and  expenditures  are  shown  by  the  following  table  :  — 


DI8BUB8SMSMT8 


Bili^Bf 

FVSL 

Bab 

LiQm- 

tM 

Boat 

PBim^ 

tM 

ttm- 
PAiat 

Bvmim 

liipaoT»> 

Townt 

1800 

Oct. 

•  06.00 

•  14.70 

•4.10 

•0.00 

•2.24 

•  10.00 

Nov. 

100.00 

10.80 

0.48 

2.07 

Deo. 

100.00 

22.20 

7.92 

4.76 

leoe 

Jan. 

100.00 

24.16 

7.60 

•6.40 

4.00 

Feb. 

112.00 

24.20 

6.80 

6.06 

Mar. 

130.00 

28.80 

6.00 

•24.41 

•96.71 

April 

130.00 

28.60 

6.20 

May 

160.00 

13.20 

3.30 

00.33 

6.78 

Jane 

160.00 

10.36 

aoo 

113.37 

6.09 

July 

148.00 

9.00 

2.80 

7.16 

11.00 

Aug. 

160.00 

8.70 

2.70 

4.89 

Sept. 

160.00 

&40 

3.00 

2.24 

•  1,616.00 

•200.00 

•67.46 

•  198.11 

•  13.16 

•6.40 

•48.01 

•  10.00 

•96.71 

TbUl  diilmnementa  for  the  year  •2,163.34 


DISBURSEMENTS  AND  RECEIPTS  BT  MONTHS 


Moimi 

Mmmtm 

October,  1899 
NoTember,  1899 
December,  1899 
January,  1900 
February,  1900 
Marvh,  1900 
April,  1900  . 
May,  1900    . 
June,  1900  . 
July,  1900    . 
AasiMi,  1900 
September,  1900 

•132.04 
126.36 
134.87 
141.71 
147.06 
284.62 
163.70 
232.61 
282.71 
178.86 
100.29 
103.04 

•204.00 
144.00 
138.00 
160.00 
122.00 
164.00 
206.00 
280.00 
316.00 
387.00 
322.00 
243.00 

Total 

•2,163.34 

•2,074.00 

BROORLIKE,  MASSACHUSETTS 

The  public  bath  of  Brookline  was  opened  on  January  !«  1897. 
Its  creation  is  a  6ne  example  of  public  spirit  supporting  energetic 
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action  and  thoughtful  consideration  for  social  betterment.  Brookline 
has  a  population  of  only  20,000,  and  yet  it  has  in  a  way  taken  the  lead 
in  developing  public  bathing  facilities.  The  bath  is  perhaps  more  a 
natatorium  than  a  bath  for  cleansing  purposes  only.  The  inscription 
over  the  entrance  reads  ^^  The  Health  of  the  People  the  Beginning  of 
Happiness.*'  The  building  and  equipment  cost  ^8,000.  It  is  a 
beautiful  building  architecturally,  and  stands  detached,  with  the 
grounds  about  it  artistically  laid  out.  The  main  tank  is  80  feet  by 
26  feet ;  there  is  a  smaller  tank  22  feet  by  10  feet.  There  are  16 
showers  in  various  parts  of  the  building,  and  S  tubs.  The  fee  for  the 
use  of  the  showers,  including  soap  and  towel,  is  5  cents,  except  on 
Wednesday  and  Saturday,  when  they  are  free;  10  cents  is  charged 
for  the  tubs,  and  they  are  also  free  on  Wednesday  and  Saturday. 
The  fee  charged  for  the  swimming  pool  varies  from  6  cents  to  50 
cents,  with  certain  hours  reserved  for  the  free  instruction  of  school- 
boys. The  use  of  towel  and  bathing  suit  are  included  in  the  fee. 
The  number  of  baths  taken  during  the  thirteen  months  from  Janu- 
ary 1,  1897,  to  Februaiy  1, 1898,  was  47,793.  During  the  year  Feb- 
ruary 1, 1898,  to  February  1, 1899,  46,147  baths  were  taken.  During 
the  year  February  1, 1899,  to  February  1, 1900,  49,891  baths  were 
taken.  It  is  stated  that  the  expense  of  maintenance  duiing  the  pres- 
ent fiscal  year  will  be  about  $8000,  and  that  about  16000  will  be  re- 
ceived from  fees,  leaving  only  t2000  to  be  provided  by  the  taxpayers. 
The  bath  is  under  the  care  of  a  special  committee  of  nine  citizens  ap- 
pointed by  the  selectmen  of  the  town.  The  committee  has  recorded 
itself  in  its  reports  as  in  favor  of  the  fee  system. 

ROCHESTER 

The  Rochester  public  bath-house  was  opened  to  the  public  on 
July  27, 1899.  It  is  located  on  the  east  side  of  South  Avenue,  near 
Howell  Street.  The  building  and  land  cost  f  15,000.  The  bath  con- 
tains 17  showers.  Soap  and  towel  are  provided  each  bather.  The 
bath  is  entirely  free.  The  cost  of  maintenance  is  about  $2500  per 
year.  The  bath  is  under  the  jurisdiction  of  the  Department  of  Public 
Works.  During  the  five  months  of  1899  that  the  bath  was  open, 
19,089  baths  were  taken.  During  the  ten  months  of  1900  to  Novem- 
ber 1,  46,950  baths  were  taken.  The  largest  number  on  any  one  day 
was  879  on  August  13, 1900.  A  report  to  the  Common  Council  by  its 
Committee  on  Public  Baths,  under  date  of  November  19,  1900,  states 
that  during  June,  July,  and  August  a  large  number  of  people  were 
obliged  to  go  away  on  account  of  lack  of  room.  The  committee 
recommends  that  two  additional  bath-houses  be  erected  on  sites 
chosen  after  a  statistical  record  has  been  made  of  the  homes  of  the 
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patrons  of  the  existing  bath.  On  the  recommendation  of  the  com- 
mittee a  resolution  was  passed  by  the  Common  Council  requesting 
the  proper  o£Scers  of  the  city  to  take  such  steps  as  might  be  necessary 
to  secure  the  erection  of  an  additional  bath-house. 


SYRACUSE 

The  Syracuse  public  bath  was  formerly  a  resort  known  as  White 
Oak  Springs.  There  are  several  wooden  buildings,  containing  a 
swimming  pool,  tubs,  and  showers.  The  baths  are  entirely  free, 
except  tub  baths,  which  are  supplied  with  natural  sulphur  water, 
and  for  these  a  fee  of  25  cents  is  charged.  Soap  and  towel 
are  furnished  without  charge  to  all  bathers.  The  cost  of  buildings, 
land,  and  equipment  was  912,400.  The  bath  is  under  the  jurisdiction 
of  tiie  Commissioner  of  Public  Works.  The  yearly  cost  of  main- 
tenance is  shown  by  the  following  table :  — 

Superintendent         .........  $600.00 

Matron 600.00 

Engineer 012.00 

Watchman 730XM) 

Two  laundieeees 866.00 

Two  attendants 1,006.00 

Coal 634.00 

LIghUng 44.08 

Towels 10S.46 

Soap 60.16 

loe 64J0 

MIsoellaneoiiB OilSI 

Total •6,444.76 

The  number  of  baths  taken  and  the  receipts  from  bathers  is 
shown  by  the  following  table  :  — 
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Total 

Mau 

rSHAU 

Mau 

WwmAiM 
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Janoary 
Feliruary 
March   . 
April     . 
Maj      . 
June 
Jolj      . 
Angurt. 
September 
October 
Norember 
December 

166 

206 

401 

1.170 

0,630 

aS,768 

22,108 

16,662 

6,003 

8,611 

1,867 

1,706 

120 

107 

200 

010 

0,068 

21,612 

20,887 

16,131 

6,474 

3,136 

1,106 

1,611 

7 

1 

10 

40 

300 

738 

016 

1,126 

207 

263 

74 

26 

20 

02 

80 

212 

800 

406 

367 

863 

206 

206 

86 

66 

0 

6 

8 

2 

13 

17 

23 

82 

14 

7 

2 

8 

$7.26 
24.26 
20.76 
63.60 
78.26 

106.76 
07.60 
08.76 
66.60 
68.26 
22.00 
17.26 

Tbtal.       .       .       . 

87,046 

80,680 

8,871 

2,416 

121 

#684.00 
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BUFFALO 

The  following  account  of  the  public  baths  in  the  city  of  Buffalo 
has  been  written  by  William  A.  Douglas  and  Williams  Lansing  :  — 
The  tenement  houses  in  the  city  of  Buffalo  are  practically,  and 
always  have  been,  without  bathing  &cilities.  In  the  winter  of  1894-1895 

a  subcommittee  of  the  Buffalo  Char- 
ity Organization  Society,  which  had, 
through  personal  investigation  of  the 
tenement  house  districts,  become 
familiar  with  the  need  of  bathing 
facilities,  undertook  to  procure  the 
erection  of  a  free  bath  by  the  city 
authorities.  With  the  cooperation 
of  the  Health  Department  the  mat- 
ter was  brought  before  the  Common 
Council  and  pressed  to  a  point  where 
such  a  free  bath-house  was  assured, 
when  the  following  act,  known  as  the 
Brown  Law,  establishing  free  baths 
in  cities,  villages,  and  towns,  was 
passed  by  the  State  Legislature :  — 

Ak  Act  to  establish  Free  Public 
Baths  in  Cities,  Villages,  and  Towns :  — 

Chaptbr  861.— Laws  of  New  York  Sute,  1805. 

Sec  1.  All  cities  of  the  first  and 
second  class  shall  establish  and  main- 
tain such  number  of  public  baths  as  the 
local  Board  of  Health  may 
determine  to  be  necessary; 
each  bath  shall  be  kept 
open  not  less  than  four- 
teen hours  for  each  dav, 
and  both  hot  and  cold 
water  shall  be  provided. 
The  erection  and  maintenance  of  river  or  ocean  baths  shall  not  be  deemed 
a  compliance  with  the  requirements  of  this  section.  Any  city,  village 
or  town  havinff  less  than  50,000  inhabitants  may  establish  and  maintain 
free  public  bauis,  and  any  citrf,  village  or  town  may  loan  its  credit  or 
may  appropriate  its  funds  for  the  purpose  of  establishing  such  free  public 
baths. 

Sbo.  2.    This  act  shall  take  effect  immediately. 

Under  this  authority  financial  provision  was  immediately  made  by 
the  city  of  Buffalo,  and  by  January  1, 1897,  the  first  free  municipal 
bath-house  was  established  and  put  into  operation.     It  is  officially 


Qboukd  Plan. 
Buffalo  Fkbb  Public  Bath-housb  No.  1 


PUBUC  BATHS 


48 


known  as  Public  Bath-house  No.  1.  The  plans  for  the  house,  having 
been  made  before  the  enaotment  of  the  Brown  Law,  were  somewhat 
experimental,  it  being  considered  an  experiment,  which,  if  successful, 
might  be  further  extended  thereafter.  It  is  located  in  Precinct  No.  1, 
which  according  to  the  census  of  1896  had  a  population  of  20,587, 
find  which  precinct  includes  the  Italian  tenement  district  The  lot 
on  which  the  bath-house  is  located  is  triangplar  in  shape,  having  a 
frontage  on  the  terrace  of  60  feet.  The  building  is  of  brick,  two 
stories  in  height,  with  living  apartments  for  tenants  in  the  upper 
story.  The  interior  arrangement  of  the  building  consists  of  a  waiting 
room,  wash  room,  toilet  room,  and  infants*  baUi-room,  with  tub  and 
14  separate  rain  baths.  There  are  besides  6  rain  baths  in  one  lai^ge 
open  space,  so  that  there  is  a  total,  including  the  bath-tub,  of  21  baths. 
The  wash-room  contains  three  laundry  tubs  of  concrete  and  a  patent 
drj'ing  closet,  which  permits  the  bather  who  has  but  one  suit  of 
clothes  to  wash  and  dry  them  himself,  and  thus  not  only  go  away 
with  a  clean  body,  but  clean  clothing. 

The  following  table  shows  the  cost  of  the  land,  building,  equip- 
ment, the  cost  of  maintenance,  and  the  number  of  baths  per  month 
for  each  year  since  the  bath  opened :  — 


FREE  PUBLIC  BATU-UOUSB  No.  1,  BUFFALO,  M.T. 

Cost  of  land #6,600 

Cost  of  baUdIng 8,000 

Cost  of  sqalpiiisiit 800 

flMOO 
COST  OF  MAINTENANCB 


1SS7 

ises 

isoe 

leoe 

Mmtj  of  keeper 

Msry  of  MikUiit  keeper 

Cotiofsosp 

CofiofooJ 

Coel  of  fnmiehinff  and  Uandering  towels 

•600.00 
400.00 
200.00  > 
282.77 
276.36 
884.87 

$600.00 
400.00 
480.00 
141.66 
830.80 
400.02 
48.06 

$600.00 
400.00 
480.00 
102.74 
800.00 
400.18 
182.00 

$600.00 
400.00 
480.00 
166.86 
800.00 
410.77 
222.28 

ToUl 

•U002.40 

WMM 

$2^70.02 

$2,47^86 

IVrfrtl  eitimate  for  December 

• 

.        .        • 

20.00 

$2,498.86 

lloTB.  —The  low  eoet  of  fuel  It  eoooonted  for  by  the  fact  that  eteani  for  besting  !■ 
•Bpplled  from  Um  •*  Municipal  Baildlnf /*  the  charge  being  an  approximate  one.  There 
bebig  BO  npendltiire  for  engineer's  sslary  farther  redness  cost  of  maintenance. 

1  For  fire  months. 
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TABLB  OF  BATHS  TAKEN 


MOMTH 


1897 

1806 

1809 

8,861 

6,018 

4,046 

4,867 

4,210 

8,910 

6,612 

6,688 

6,880 

6,d84 

6,866 

8,004 

7,206 

7,406 

8,067 

0,201 

0,860 

0,627 

0,686 

10,221 

10,808 

8,778 

0,810 

10,820 

7,064 

7,872 

6,661 

6,720 

6,188 

6,172 

8,676 

8,261 

4,676 

8,008 

8,678 

4,026 

76,878 

78,481 

81,708 

1900 


January 
February 
Maroh    . 
April     . 
May       . 
June 
July       . 
August  . 
September 
October. 
November 
December 

Total 


6,806 

4,060 

6,411 

7,671 

8,701 

11,662 

10,802 

11,712 

7,146 

6,866 

8,680 

4,000 1 


86,466 


Of  the  number  of  baths  taken  in  1897,  55,051  were  taken  by  men, 
1895  by  women,  and  20,427  by  children. 

Of  those  using  the  bath  in  1898,  58,882  were  men,  1841  were 
women,  and  17,808  were  children. 

There  is  also  a  wash-room  in  connection  with  the  bath-house  for 
the  convenience  of  the  bathers,  enabling  them  to  wash  and  dry  their 
underclothing. 

In  1897,  1542  persons  took  advantage  of  this  privilege,  while  in 
1898,  2821  persons  accepted  this  same  privilege. 

Of  those  using  the  bath  during  1899,  60,029  were  men,  2588 
women,  and  19,176  children  ;  8166  persons  made  use  of  the  laundry. 

In  1900,  eleven  montlis,  59,699  men,  2821  women,  and  19,978 
children ;  2205  used  the  laundry  during  eleven  months. 

From  this  table  it  appears  that,  beginning  with  the  year  1897,  in 
four  years  there  have  been  given,  in  nath-houso  No.  1,  828,510  batlis 
at  a  total  cost  for  all  items,  except  depreciation,  of  f9162.19,  or  an 
average  rate  per  bath  of  slightly  over  2.8  cents. 

In  1898  steps  were  taken  for  the  erection  of  another  bath-house 
on  the  east  side  of  the  city  in  the  midst  of  the  Polish  quarter.  The 
land  was  purchased  on  the  corner  of  Woltz  Avenue  and  Stanislaus 
Street,  a  bath-house  was  erected,  and  was  opened  for  use  on  January 
1,  1901.  The  site  for  this  bath-house  cost  $2600,  the  building  cost 
$15,802.19,  and  the  equipment  $500,  making  a  total  of  $18,902.19. 
This  bath-house  has  18  separate  rain  baths,  with  9  rain  baths  in  8 
apartments,  and  1  bath-tub,  or  a  total  of  28  baths.  It  is,  unlike 
Bath-house  No.  1,  divided  into  two  departments,  one  for  men  and 
one  for  women,  so  that  both  may  bathe  at  the  same  time.     Both  bath- 
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houses  are  absolutely  free,  that  is,  without  charge  whatever  for  soap, 
attendants,  or  towels. 

TONKERS 

Public  Bath  No.  1  is  situated  on  the  comer  of  Vark  and  Jefferson 
Streets.  It  was  opened  on  October  10,  1896.  The  building  is  26 
feet  by  68  feet  and  built  on  a  lot  25  feet  by  90  feet.  The  lot  cost 
•2000  and  the  building  and  equipment  $9850,  making  a  total  cost  of 
•11,850.  The  building  contains  18  showers  and  2  tubs.  There  are 
living  quarters  for  the  superintendent 

Public  Bath  No.  2  is  situated  at  No.  27  Vineyard  Avenue.  It  was 
opened  on  July  14, 1898.  The  building  is  25  feet  by  67  feet  and  built  on 
a  lot  25  feet  by  100  feet  The  lot  cost  91200  and  the  building  and  equip- 
ment #9766,  making  a  total  cost  of  •10,965.  The  building  contains  22 
showers  and  2  tubs.     There  are  living  quarters  for  the  superintendent 

The  baths  are  under  the  jurisdiction  of  the  Department  of  Public 
Works.  A  fee  of  5  cents  is  charged  for  soap  and  towel.  Each  bath- 
ing compartment  io  divided  into  two  sections,  one  containing  the 
shower  and  the  other  a  dressing  room.  The  coiiipartments  are 
divided  by  sheet  steel  partitions  painted  with  white  enamel  paint 

The  annual  cost  of  operating  each  bath  is  estimated  at  $1200,  ex- 
clusive of  laundry  work.  The  towels  are  furnished  and  washed  by  a 
laundry  company  at  a  cost  of  75  cents  per  hundred.  The  entire  work 
of  each  bath  is  done  by  a  superintendent  and  his  wife,  who  receive 
a  salary  of  ^750  per  annum.  Each  superintendent  is  competent  to 
keep  the  plumbing  and  heating  apparatus  in  order.  There  is  no  steam 
plant,  the  water  and  building  being  heated  by  hot  water  heaters. 

The  number  of  baths  taken  at  Public  Bath  No.  1  and  the  receipts 
for  the  same  are  shown  by  the  following  table :  — 

PUBLIC  BATH  No.   1 


itoe 

Hsu 

WOHBV 

Total 

Kaostm 

Jftnnary    . 

FebnutfT 

Msrch 

is? 

June 

July 

Ai]||[iiit 

fleptembei 

October 

MofMibsr 

Dsosoiber 

• 

069 

60S 

044 

1,000 

1,100 

0,006 

1,000 

1,027 

1,314 

090 

043 

700 

900 
108 
960 
860 
488 
816 
001 
049 
006 
497 
900 
901 

089 

786 
1,004 
1,466 
1,636 
9,010 
9,674 
9,400 
1,010 

088 

070 

•44.10 

80.96 

64.70 

79.76 

70.76 

146.60 

198.70 

198.46 

06.06 

09.80 

40.00 

40.60 

Total 

13,100 

6,608 

10,778 

0088.06 

Mora. — TIm  number  of  children  nelng  the  bathe  le  not  kept. 
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NEW  YORK 

The  needs  of  New  York  in  the  matter  of  public  bathing  &oilitie8 
were  thoroughly  investigated  by  the  ^^  Mayor's  Committee  "  appointed 
by  Mayor  Strong  in  July,  1895.  That  committee  transmitted  its 
report  to  the  legislature  on  April  9, 1897.  The  report  is  entitled 
^  Report  on  Public  Baths  and  Public  Comfort  Stations,  being  a  Sup- 
plementary Report  to  the  Inquiries  into  the  Tenement  House  Ques- 
tion in  the  City  of  New  York,  pursuant  to  Chapter  479  of  the  Laws  of 
1894."  It  is  an  elaborate  document  and  covers  the  subject  so  thor- 
oughly that  there  is  little  to  add  to  its  findings.  Interest  centres  in 
what  has  been  done  to  carry  out  the  recommendations  of  the  com- 
mittee by  the  municipal  authorities. 

At  the  time  the  committee  filed  its  report  with  the  legislature  the 
municipal  authorities  had  decided  to  build  a  bath  on  Tompkins  Square, 
one  of  six  sites  recommended  by  the  committee.  Opposition  to  the 
site  developed  and  it  was  abandoned.  Later  the  present  site  on  Riv- 
ington  Street,  n^ar  the  East  River,  was  chosen,  not  because  it  was  an 
ideal  location,  but  because  the  city  owned  the  land. 

Apparently  the  New  York  officials  did  not  consider  Chapter  351, 
Laws  of  New  York  State,  1895,  under  which  the  Buffalo  bath  was 
built  and  which  is  quoted  in  full  in  that  section  of  this  report  treating 
of  Buffalo,  sufficient  authority  for  them  to  do  the  same  things  in  tliis 
city.  The  law  under  which  the  Rivington  Street  bath  was  built  was 
passed  March  25, 1896.     It  reads  as  follows :  — 

Ak  Act  to  provide  for  the  construction  in  the  City  of  New  York  of  certain 
buildings  for  the  promotion  of  public  health  and  comfort 

CHAPTER  122.  — Paased  March  26,  1896. 

Sbo.  1.  The  Commissioner  of  Public  Works  in  the  City  of  New  York, 
with  the  consent  and  approval  of  the  Board  of  Estimate  and  Apportion- 
ment of  said  city,  expressed  as  hereinafter  provided,  is  hereby  authorized 
and  empowered  to  erect  such  and  so  manv  buildings  for  Free  Public 
Baths,  and  such  and  so  many  structures  for  the  promotion  of  public  com- 
fort within  said  City  of  New  York  as  in  the  opinion  of  said  Commissioner 
of  Public  Works  and  of  said  Board  of  Estimate  and  Apportionment  shidl 
be  necessary  and  proper. 

Bbo.  2.  Before  proceeding  to  erect  or  construct  any  building  or  struc- 
ture as  authorized  bv  the  last  preceding  section  the  said  Commissioner  of 
Public  Works  may,  from  time  to  time,  present  to  the  said  Board  of  Esti- 
mate and  Apportionment  a  statement  of  any  work  proposed  to  be  done, 
widi  plans  and  specifications  therefor,  and  an  estimate  of  the  proximate 
probable  cost  therefor,  whereupon  the  said  Board  of  Estimate  and  Appor- 
tionment may,  by  resolution,  authorize  said  work  to  be  done  wholly  or  in 
part,  and  may  approve  of  the  plans  and  specifications  therefor,  or  may 
return  the  same  to  said  Commissioner  of  Public  Works  for  modification 
or  alteration,  whereupon  said  Commissioner  of  Public  Works  shall  resub* 
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mit  said  plans  and  npccincationfiy  and  aftor  baying  modified  or  altered  the 
eame  shall  again  submit  them  to  said  Board  of  Estimate  and  Apportion- 
menty  who  may  then  approve  the  same  or  again  return  them  to  tne  said 
Commissioner  of  Public  Works  for  further  modification  or  alteration,  and 
said  plans  and  specifications  may  be  so  returned  to  said  Commissioner  of 
Public  Works  and  resubmitted  to  said  Board  of  Estimate  and  Apportion- 
ment until  the  said  Board  of  Estimate  and  Apportionment  shall,  by  reso- 
lution, approve  said  plans  and  specifications  and  authorize  the  work  to  be 
proceeded  with  accordingly. 

8bo.  3.  When  any  work  provided  for  by  this  act  shall  have  been 
authorized  and  the  plans  and  specifications  therefor  approved  by  the  Board 
of  Estimate  and  Apportionment,  the  said  Commissioner  of  Public  Works 
ahall  proceed  to  execute  and  carry  out  said  work,  which  shall  be  done  I7 
contract,  made  at  public  letting  to  the  lowest  bidder,  pursuant  to  the  gen- 
eral provisions  of  law  and  ordinances  regulating  the  letting,  execution  and 
performance  of  public  contracts  in  the  City  of  New  York.  The  Commis- 
sioner of  Public  Works,  with  the  approval  of  the  Board  of  Estimate  and 
Apportionment  first  had  and  obtained,  is  hereby  authorized  and  em- 
powered, with  the  consent  in  writing  of  the  contractor  and  his  sureties, 
to  alter  any  plans,  and  the  terms  and  specifications  of  any  contract  enterea 
into  by  authority  of  this  act,  provided  that  such  alteration  shall  in  no  case 
involve  or  reauire  an  increased  expense  greater  than  five  per  centum  of  the 
whole  expenditure  provided  for  in  said  contract 

8bc.  4.  The  Commissioner  of  Public  Works  is  authorized  and  em- 
powered with  the  consent  and  approval  of  the  Board  of  Estimate  and 
Apportionment,  to  locate  any  or  all  of  the  structures  for  the  promotion  of 
public  comfort  to  be  erected  under  the  authority  of  this  act  to  be  so  erected 
in  any  public  park  of  the  City  of  New  York,  and  for  that  purpose  the  Com- 
missioner of  Public  Parks  shall  permit  the  said  Commissioner  of  Public 
Works,  his  officers  and  agents  and  the  contractors  to  enter  upon  said  park 
or  parks  and  therein  to  perform  the  work  so  authorized.  Any  such  struc- 
ture which  may  be  erected  in  anv  public  park  of  said  dtv  snail,  after  its 
erection  and  completion,  be  unaer  the  care,  custody,  and  control  of  the 
Department  of  Public  Parks  in  said  City,  who  are  hereby  authorized  and 
empowered  to  make  proper  and  necessary  rules  for  the  use  and  manage- 
ment thereof. 

Sbo.  5.  For  the  purpose  of  carrying  out  the  work,  authorized  by  this 
act,  including  compensation  of  anv  architect  or  architects  employed  by 
said  Commissioner  of  Public  Works  to  prepare  plans  and  specifications 
and  to  supervise  the  work  done  thereunder,  and  ot  any  architect  employed 
by  the  Board  of  Estimate  and  Apportionment  to  examine  any  plans  and 
specifications,  and  including  idso  the  cost  of  such  furniture  and  fixtures 
for  any  building  hereby  authorized  as  shall  be  approved  and  consented  to 
bv  the  Board  of  Estimate  and  Apportionment,  the  Comptroller  of  the  City 
of  New  York  is  hereby  directed,  from  time  to  time,  when  thereto  directed 
by  the  Board  of  Estimate  and  Apportionment,  to  issue  consolidated  stock 
of  the  City  of  New  York  in  the  manner  now  provided  bv  law  to  an  amount 
not  exceeding  in  the  aggregate  the  sura  of  two  hundred  thousand  dollars. 

8bc.  6.   This  act  shall  take  effect  immediately. 

The  query  naturally  arises,  Why  is  not  a  law  that  is  sufficient 
aatbority  for  Buffalo  also  sufficient  authority  for  New  York  ?    They 
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are  both  first-class  cities.  The  Act  of  1895  is  simple  and  mandatory. 
It  places  the  responsibility  of  deciding  the  necessity  upon  the  Board 
of  Health  and  the  duty  of  carrying  out  that  decision  upon  the  execu- 
tive of  the  city. 

The  Act  of  1896  in  its  first  section  is  general  in  its  provisions :  it 
says  that  the  Commissioner  of  Public  Works  in  the  City  of  New  York, 
with  the  consent  and  approval  of  the  Board  of  Estimate  and  Appor- 
tionment of  said  city,  expressed  as  hereinafter  provided,  is  hereby 
authorized  and  empowered  to  erect  such  and  so  many  building^s  for 
free  public  baths  and  such  and  so  many  structures  for  the  promotion 
of  public  comfort  within  said  City  of  New  York  as  in  the  opinion  of 
said  Commissioner  of  Public  Works  and  of  said  Board  of  Estimate  and 
Apportionment  shall  be  necessary  and  proper.  Section  5  reads  as 
follows :  **  For  the  purpose  of  carrying  out  the  work  authorized  by 
this  act,  including  compensation  of  any  architect  or  architects  em- 
ployed by  said  Commissioner  of  Public  Works  to  prepare  plans  and 
specifications  and  to  supervise  the  work  done  thereunder,  and  of  any 
architect  employed  by  the  Board  of  Estimate  and  Apportionment  to 
examine  any  plans  and  specifications,  and  including  also  the  cost  of 
such  furniture  and  fixtures  for  any  building  hereby  authorized  as 
shall  be  approved  and  consented  to  by  the  Board  of  Estimate  and 
Apportionment,  the  Comptroller  of  the  City  of  New  York  is  hereby 
directed,  from  time  to  time,  when  thereto  directed  by  the  Board 
of  Estimate  and  Apportionment,  to  issue  consolidated  stock  of  the 
City  of  New  York  in  the  manner  provided  by  law  to  an  amount  not 
exceeding  in  the  aggregate  the  sum  of  two  hundred  thousand 
dollars." 

It  is  obvious  that  no  general  system  of  public  bath-houses  and 
public  comfort  stations  as  provided  for  in  Section  1  could  be  erected 
in  this  city  for  the  sum  of  9200,000,  the  amount  allowed  by  Section  5. 
It  is  equally  obvious  that  unless  the  officials  of  the  city  are  willing  to 
proceed  under  the  Act  of  1895,  there  will  be  no  additional  public 
baths  without  additional  legislation. 

Of  the  9200,000  appropriated  by  the  Act  of  1896,  9100,000  was 
set  aside  to  build  the  bath-house  on  the  Rivington  Street  site.  Ground 
was  broken  in  December,  1897,  and  in  December,  1900,  three  years 
after,  workmen  were  working  upon  the  building  and  it  was  un- 
finished. 

By  operation  of  the  charter  of  Greater  New  York  the  building 
came  under  the  jurisdiction  of  the  Commissioner  of  Public  Buildings, 
Lighting,  and  Supplies.  In  October,  1900,  the  incumbent  of  the 
office,  Henry  S.  Kearny,  appeared  before  the  Board  of  Estimate  and 
Apportionment  and  asked  for  the  following  appropriation  to  maintain 
the  Rivington  Street  Bath  during  the  fiscal  year  1901 :  — 
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SALARIES 


OneJanlUnr 91,900.00 

Two  eiig:iB6en  at  91900  Mob        ....  9,400.00 

Four  firemen,  806  days  at  92M  per  day  each  8,060.00 

One  oiler,  806  days  at  92.60  per  day     .  019.60 

Two  elerka  at  91000  each 9,000.00 

Ten  male  bath  attendanti,  866  days  at  $2M  per 

day  each 0,196.00 

Sixteen  female  bath  and  laundry  attendant*  at 

960  per  month  each 9,000.00 

One  electrician,  806  dayi  at  94  per  day  1,400.00 

nm  male  oleanen,  866  days  at  92  per  day  .  8,660.00 


REPAIRS  AND  SUPPLIES 


988,007^ 


General  repairs   to  boilding,   including  water, 

■team,  uectrio  plant,  etc       ....  92,000.00 

Poel 4,600.00 

lee 900.00 

Window  shades  and  awnings       ....  160.00 

Offlce  and  other  furniture 960.00 

Telephone  serrice 960.00 

Janitor's,  cleaners*,  and  engineers*  supplies  400.00 

Gas  and  electric  lifl^Unff 10,100.00 

Sundry  items  not  included  in  aboTe  100.00     917,960.00 

Total  asked  for ^.        '.       961,947.60 

The  Board  of  Estimate  and  Apportionment  granted  the  sum  of 
•86,000. 

Under  date  of  December  19, 1900,  the  New  York  Association  for 
Improving  the  Condition  of  the  Poor,  which  built  and  operates  the 
People's  Baths  at  No.  9  Centre  Market  Place,  the  first  public  bath 
built  in  this  country,  addressed  a  communication  to  the  Hon.  Robert 
A.  Van  Wyck,  mayor  of  the  city,  protesting  against  the  expenditure 
of  so  large  a  sum  for  the  maintenance  of  a  single  bath-house  and 
offering  to  conduct  the  bath  for  117,500,  one-half  of  the  sum  allowed. 
In  its  communication  the  Association  says :  — 

**  It  is  the  belief  of  the  Board  of  Alanagers  of  this  Association, 
founded  upon  eight  years*  practical  knowledge  of  the  matter,  that 
the  expenditure  of  any  such  sum  as  t85,000  for  one  year's  main- 
tenance of  the  Free  Public  Bath  in  Rivington  Street,  is  unnecessary, 
unwarranted,  and  prejudicial  to  progress  in  extending  the  puUic  bath 
system. 

**The  Commissioner's  estimate  caUs  for  an  independent  engineer- 
ing force  of  2  engineers,  4  firemen,  1  oiler,  and  1  electrician  with  salaries 
aggregating  •8422.60  per  annum,  and  for  #4500  for  fuel,  yet,  notwith- 
standing these  large  estimates,  the  enormous  sum  of  $10,100  is  asked 
for  gas  and  electric  lighting.  Although  this  is  a  new  building,  pre- 
sumably to  be  turned  over  to  the  City  in  complete  working  oixler, 
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$2000  is  also  asked  for  *  general  repairs  to  building,  including  water, 
steam,  electric  plant,  etc.' 

^  Moreover,  a  further  examination  of  the  items  of  the  appropria- 
tion asked  reveals  the  singular  omission  of  a  most  important  item  of 
expense.  Nowhere  in  the  statement  of  items  necessary  to  conduct 
the  Rivington  Street  Bath,  footing  up  the  large  total  of  $52,000,  is  a 
single  cent  asked  for  tp  provide  soap  and  towels. 

^*If  it  should  be  considered  that  the  law  does  not  require  the  bath 
management  to  furnish  soap  and  towels  free,  provision  should  be 
made  for  furnishing  tliem  at  the  smallest  {X)8sible  price. 

*^ Bathers  must  have  towels;  they  should  have  soap.  It  is  our 
experience  that  almost  all  bathers  demand  both.  These  articles 
should,  therefore,  be  furnished  by  the  City.  They  should  not  be 
left  to  individual  enterprise  and  profit,  and  the  smallest  possible 
price  for  them  should  be  charged. 

^  The  People's  Baths  were  built  and  conducted  by  this  Associa- 
tion for  the  purpose  of  demonstrating  the  existence  of  a  public  need, 
and  the  possibility  of  meeting  it  at  a  moderate  cost.  Its  history  has 
proved  both  of  these  facts.  The  very  first  step  taken  by  the  City  in 
a  similar  experiment  in  social  betterment  should  not  be  endangered 
by  unnecessary  cost  of  maintenance,  nor  should  money  sufiicient  to 
run  two  bath-houses  for  the  public's  use  be  needlessly  expended  on 
one. 

**The  People's  Baths -during  their  last  fiscal  year  gave  about 
181,000  baths  at  a  cost  of  f5775.  The  sum  of  $52,000,  or  nine  times 
as  much,  was  asked  for  the  Rivington  Street  Baths,  and  $85,000,  or 
over  six  times  as  much,  was  allowed ;  the  difference  in  capacity  of 
the  two  establishments  being  that  the  People's  Baths  have  twenty- 
six  compartments,  and  the  Rivington  Street  Bath  has  seventy-seven, 
or  about  three  times  as  many. 

^^  In  order  to  prevent,  if  possible,  the  failure  or  abuse  of  a  com- 
mendable attempt  to  improve  the  living  condition  of  those  forced 
to  live  in  overcrowded  tenements  under  unsanitary  conditions,  this 
Association  submits  for  your  consideration  the  following  proposi- 
tion :  — 

**  If  the  City  will  turn  over  the  Rivington  Street  Bath  in  good 
working  order  to  this  Association  for  administration,  it  will  under- 
take the  management  of  said  Bath  and  conduct  the  same  according 
to  the  high  standard  which  has  made  the  People's  Baths  at  No.  9 
Centre  Market  Place  so  successful,  and  will  guarantee  that  the  cost 
to  the  City  of  operating  said  Rivington  Street  Bath  during  the  fiscal 
year  1901  shall  in  no  event  exceed  the  sum  of  $17,500,  exclusive  of 
the  cost  of  supplying  water.  If  the  cost  of  operating  said  Bath  dur- 
ing said  fiscal  year  according  to  the  above  standard,  including  a  fresh 
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piece  of  soap  and  a  newly  laundered  towel  to  each  batber,  shall  ex- 
ceed ihe  said  sum  of  117,600  the  Association  will  meet  such  excess 
from  its  own  funds.  As  a  protection  to  the  city  authorities,  the 
Association  will  give  a  bond  for  the  faithful  performance  of  such 
agreement. 

**  The  Association  further  offers,  in  case  it  should  be  decided  by 
the  City*s  legal  advisers  that  the  term  'free  public  bath'  does  not 
contemplate  that  soap  and  towel  should  be  furnished,  to  make  a 
charge  of  five  cents  to  each  bather  for  soap  and  towel  and  to  turn 
the  entire  sum  so  received  into  the  City  Treasury.'' 

Up  to  January  1, 1900,  the  mayor  had  taken  no  action  upon  the 
Association's  offer,  except  to  refer  it  to  the  Commissioner  of  Public 
Buildings,  Lighting,  and  Supplies. 

In  May,  1900,  limited  bathing  facilities  were  opened  to  the  public 
in  Hamilton  Fish  Park.  They  consist  of  three  showers  for  men  and 
three  for  women.  These  baths  are  entirely  free  and  are  under  the 
jurisdiction  of  the  Department  of  Parks. 

On  August  1,  1900,  the  Board  of  Education  awarded  a  contract 
for  installing  shower-baths  in  Public  School  No.  1,  Henry,  Catherine, 
and  Oliver  Streets. 

While  official  action  in  New  York  on  this  important  public  need 
has  been  characterized  by  delay  and  lack  of  interest,  private  effort 
has  not  been  inactive.  The  remarkable  success  of  the  People's  Baths 
is  shown  by  the  following  tables :  — 


STATEMENT  OF  BATHS  TAKEN  AT  PE0PLS*8  BATHS 

DumuKi  TBB  Fiscal  Teas  oommbwciiio  Octobbk  1,  1000,  awd  bwdiiio  Sbptbmbbb 

SO,  1000 


Movn 

Mm 

WOMBM 

CfttUfKn 

TwTAt 

October,  1000  . 
IiofeiiiD6r,  loOO 
Deeember,  1000 
JtmuuT,  1000 . 
FehraBrj.  1000 
Ifueh,  1000    . 
AprQ,  1000      . 
May,  1000 
tei«,1000 
My,  1000 
AnsiiBt,  1000  . 
Ocptomber,  1000 

7,842 

6,006 

6,020 

6,840 

4.280 

6,428 

7,076 

8,686 

12,340 

12,116 

11,767 

0,118 

840 

666 

480 

430 

818 

642 

840 

1,106 

2,760 

8,110 

S,a38 

1,660 

066 

806 

803 

820 

680 

802 

1,282 

1,430 

2,666 

2,677 

2,310 

1,400 

0,147 

7,430 

7,411 

7,100 

6,206 

7,867 

10,048 

11,311 

17,666 

17,808 

17,124 

12,277 

Total 

08,000 

16,806 

16,672 

130,477 
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8UMMART  OF  THE  WORK  OF  THB  PBOPLB*S  BATHS 

The  work  of  the  People's  Baths  since  starting  in  1891  is  shown  by 
the  following  table :  — 


EumtM 

Rbobipts  fbom 
Batiibu 

DsnoiT 

Obbdit 
Balavob 

NvMBBB  or 
Baths  tammk 

l^]^^-^''} 

1667.81 

f424.66 

$243.29 

10,604 

6,077.76 

2,794.00 

2,283.76 

69,440 

189^1808   .      . 

6,106.86 

8,266.10 

1,840.76 

68,629 

180^1894   .      . 

6,293.81 

8,801.00 

1,402.81 

80,637 

1804-1896   .      . 

6,162.91 

4,166.26 

987.66 

88,734 

1895-1896   .      . 

6,061.17 

4,891.96 

669.22 

93,806 

1896-1897   .      . 

6,977.88 

4,768.66 

1,209.18 

101,023 

1897-1898   .      . 

6,876.66 

6,489.30 

886.36 

116,686 

189&-1899   .      . 

6,671.99 

6,709.00 

•137.01 

120,847 

1899-1900   .      . 

6,776.86 1 

6,203.06 

427.70 

180,477 

The  cost  of  a  bath  is  five  cents,  including  soap  and  towel, 
city  furnishes  the  water  free  of  charge. 


The 


DISBURSEMENTS  AND  RECEIPTS  OF  PEOPLE'S  BATHS  FOR  FISCAL 
YEAR  COMMENCINQ  OCTOBER  1,  1899,  AND  ENDING  SEPTEMBER  80, 
1900 

DmUBBBMBim 

Salaries 94,163.76 

Fael 622.46 

Gaa 161.90 

Soap 327.11 

Printing  and  stationeiy     ..••.•«.  13.30 

Repairs 171.92 

Engineer's  sappHes 14.29 

Incidentals 269.43 

Towels 61.20 

Total 96,776.36 

Rbobipts 

Received  from  bathers,  at  6  cents  per  bath       .        •        •        .    96,203.06 

The  People's  Baths  represent  an  investment  of  930,000  for  the 
building  and  equipment.  The  building  is  erected  on  land  owned  by 
a  kindred  organization  for  which  no  ground  rent  is  charged.  There 
are  17  sprays  for  men,  6  sprays  for  women,  and  8  tubs  for  old  women 
and  children.  The  largest  number  of  baths  taken  on  any  one  day 
was  on  July  22,  1899,  when  1175  men,  women,  and  children  were 
cared  for.  The  largest  number  taken  in  any  one  month  was  in  July, 
1900, 17,808. 

^  This  does  not  include  the  siun  of  91616.40  paid  for  the  installation  of  a  new 
steam  plant 
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Daring  May,  June,  July,  August,  and  September,  the  baths  are 
open  daily  from  6  a.m.  to  9  p.m. 

Daring  October,  March,  and  April,  from  8  A.M.  to  8  p.m. 

Daring  November,  December,  January,  and  February,  from  9  A.II. 
to  8  P.M. 

The  Baths  are  open  on  Sunday  morning  from  6  to  9.80  A.M. 
Holidays  from  7  to  11  A.M. 

Public  baths  were  placed  in  the  basement  of  the  De  Milt  Dispen- 
sary, 28d  Street  and  Second  Avenue,  in  1898.  There  are  12  showers 
and  2  tubs.  The  baths  are  open  daily ;  on  Sunday  mornings  until 
twelve  o'clock.  A  charge  of  6  cents  is  made  for  soap  and  towel. 
The  largest  number  of  baths  taken  in  any  one  day  has  been  487 ;  in 
any  one  month,  5818. 

The  baths  of  the  Riverside  Association,  269  West  69th  Street, 
were  opened  in  1894.  There  are  18  showers.  The  baths  are  open 
daily ;  on  Sunday  morning  until  half  past  eleven  o'clock.  A  charge 
of  6  cents  is  made  for  soap  and  towel.  The  largest  number  of 
baths  taken  in  any  one  day  has  been  486 ;  in  any  one  month  6686. 
Women  are  no  longer  admitted  to  these  baths,  in  order  to  accommo- 
date the  larger  number  of  men. 

During  the  summer  of  1900  public  baths  were  installed  in  the 
building  of  the  University  Settlement,  corner  of  Rivington  and 
Eldridge  Streets.  There  are  10  showers  and  8  tubs.  These  batlis 
became  popular  immediately,  for  in  the  month  of  August  4919  baths 
were  taken.  During  the  months  of  August,  September,  October,  and 
November  a  total  of  11,629  baths  were  taken.  The  baths  are  open 
daily ;  on  Sundays  until  one  o'clock.  A  charge  of  6  cents  is  made 
for  soap  and  towel. 

The  new  settlement  house  at  60th  Street  and  Tenth  Avenue 
conducted  under  the  auspices  of  the  Fifth  Avenue  Baptist  Church 
has  a  number  of  shower  baths  for  public  use. 

THE  NEEDS  OF  NEW  YORK 

Experience  has  shown  that  in  a  tenement  house  containing  a  large 
number  of  families  and  widiout  proper  supervision,  as  is  usually  the 
case,  common  bathing  facilities  are  not  feasible.  An  adequate  supply 
ef  hot  water  cannot  be  furnished  at  reasonable  cost,  nor  is  there  the 
constant  care  and  attention  which  are  necessary  to  keep  baths  used 
by  many  people  in  a  sanitary  condition.  Once  common  bathing 
hoilities  in  a  tenement  house  fall  into  disuse  for  their  proper  purposes, 
they  oome  into  use  for  improi)er  purposes,  which  often  leads  to  the 
hasty  and  unwarranted  conclusion  that  tenement  house  dwellers  do 
not  want  to  bathe. 
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The  large  patronage  of  all  public  baths  in  this  city  where  a  fee  no 
larger  than  5  cents  per  bath  is  charged,  leaves  no  room  for  doubt 
as  to  the  need  for  such  facilities  on  an  extensive  scale.  The  history 
of  the  People's  Baths  demonstrates  that  sufficient  patronage  may  be 
developed  to  make  a  bathing  establishment  self-supporting  on  a  fee 
of  5  cents  per  bath.  The  history  of  the  Buffalo  baths  shows  that 
a  municipality  can  furnish  bathing  facilities  without  charge  all  the 
year  round  to  a  large  number  of  people  at  a  very  small  cost.  The 
history  of  these  baths  also  proves  that,  given  an  interested  and 
energetic  city  official  or  department,  public  bath  buildings  can  be 
erected  at  such  moderate  cost  as  to  disarm  opposition  on  the  part  of 
taxpayers. 

The  need  exists.  It  is  clearly  the  duty  of  the  municipality  to 
meet  the  need,  because  the  health  of  the  whole  community  is  con- 
cerned. The  frightful  congestion  of  humanity  that  exists  in  sections 
of  our  city,  resulting  in  physical  conditions  that  lead  to  degeneracy, 
poverty,  and  crime,  should  at  least  be  alleviated  by  opportunity  for 
cleanliness. 

New  York  should  have  a  comprehensive  system  of  public  baths. 
The  spirit  governing  any  official  or  department  in  charge  of  the 
development  of  such  a  system  should  be  economy  in  consti*uction  and 
economy  in  administration.  Private  enterprise  has  paid  for  experience 
in  details.  The  requisites  for  success  in  construction  and  administra- 
tion are  well  known  and  are  at  the  service  of  the  city. 

Before  any  further  progress  can  be  made  in  developing  such  a 
system  for  New  York,  there  must  be  further  legislation  or  an  accept- 
ance of  the  provisions  of  the  mandatory  Act  of  1895.  Under  this 
act  it  is  the  duty  of  the  Board  of  Health  to  determine  the  number 
of  public  baths  necessary.  It  is  evidently  left  optional  with  the 
chief  executive  officer  of  the  municipality  to  determine  which  depart- 
ment of  the  city  government  shall  exorcise  authority  over  the  con- 
struction and  maintenance  of  the  baths.  Buffalo  has  settled  the 
question  most  satisfactorily  by  placing  the  whole  matter  under  the 
control  of  her  Department  of  Health. 

No  progress  can  be  made  under  the  special  Act  of  1896,  because 
that  act,  while  general  in  its  provisions  for  establishing  a  system  of 
public  baths,  automatically  stops  progress  because  it  appropriates 
a  sum  obviously  inadequate  to  construct  a  system  of  bath  buildings, 
and  one  half  of  which  in  fact  has  been  used  in  constructing  the 
Rivington  Street  bath. 

The  report  of  the  mayor's  committee  recommended  six  bath 
buildings  as  necessary  to  meet  the  needs  existing  at  the  time  of  its 
investigation ;  two  may  well  be  added  now  for  the  Borough  of  Man- 
hattan and  two  for  the  Borough  of  Brooklyn.     If  only  two  a  year 
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were  oonstmoted,  it  would  take  five  yean  to  meet  the  present  needs 
of  the  city.  Should  any  further  legislation  on  the  subject  be  enacted, 
it  should  provide  for  the  construction  of  at  least  two  buildings  a  year 
for  five  years. 

The  question  as  to  whether  any  existing  department  or  official  of 
the  city  government  should  have  jurisdiction  over  the  construction 
and  maintenance  of  a  system  of  municipal  bath-houses,  or  whether 
such  a  system  should  be  in  charge  of  a  special  commission,  either 
multiple  or  single-headed,  is  an  open  question.  Boston  has  a  Depart- 
ment of  Baths  which  controls  its  baths  of  all  kinds.  Chicago  and 
Buffalo  have  placed  their  baths  under  the  Department  of  Health. 
Other  cities  have  placed  them  under  the  Department  of  Public  Works. 

It  is  certain  that  the  development  of  an  adequate  system  of 
municipal  baths  will  require  serious  thought,  close  attention,  and 
energetic  action.  It  is  doubtful  whether  all  these  can  be  expected 
from  any  existing  city  department  with  other  duties  to  perform.  As 
years  go  on  the  necessity  for  all-the-year-round  baths  will  increase. 
It  is  doubtful  whether  the  system  of  summer  floating  baths  can  be 
maintained  many  years  longer  on  account  of  the  vast  amount  of 
sewage  deposited  in  our  rivers.  Last  summer  a  serious  outbreak  of 
a  disease  affecting  the  eyes  alarmed  the  officials  of  the  Health 
Department  Energetic  investigation  traced  the  cause  to  a  floating 
batli  in  Brooklyn  which  was  anchored  near  the  outlet  of  a  large  sewer. 
One  who  has  given  the  subject  of  public  baths  much  study  has 
advanced  the  opinion  that  it  is  not  advisable  to  repair  or  renew  any 
floating  bath  ;  that  it  is  wiser  policy  to  invest  the  money  in  permanent 
all-the-year-round  bath  buildings. 

The  situation  in  this  city  in  the  matter  of  municipal  baths  may 
be  summed  up  as  follows:  private  enterprise  has  met  the  cost  of 
demonstrating  the  public  need  for  them ;  it  has  also  paid  for  acquir- 
ing the  knowledge  necessary  to  build,  equip,  and  conduct  tiiem 
economically ;  there  is  ample  legislation,  if  it  be  granted  that  law 
that  is  sufficient  for  Buffalo  is  also  sufficient  for  New  York ;  all  that 
is  lacking  is  a  city  administration  imbued  with  a  desire  to  carry  out 
the  provisions  of  the  law  with  due  regard  to  the  experience  which  has 
been  acquired,  and  in  a  proper  spirit  of  economy,  that  the  health  and 
well-being  of  the  tenement  population  may  be  safeguarded  at  the 
least  possible  cost  to  the  taxpayers. 
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A  PLAN  FOR  TENEMENTS  IN  CONNECTION 
WITH    A  MUNICIPAL  PARK 


The  26-foot  lot  has  been  accused  of  responsibility  for  much  of 
the  evil  that  exists  in  the  condition  of  New  York  tenement  houses. 
While  this  to  a  certain  extent  is  true,  it  must  be  borne  in  mind  that 
it  is  not  the  width  of  the  lot,  but  the  proportion,  or  rather  dispropor- 
tion, between  its  width  and  depth  that  is  to  blame.  A  lot  25  feet 
wide  by  100  feet  deep  presents  conditions  almost  exactly  the  reverse 
of  the  ideal,  making  necessary  a  more  or  less  complicated  type  of  plan 
in  which  recourse  must  be  had  to  courts  or  shafts  to  light  those  rooms 
which  do  not  open  directly  upon  the  street  or  yard.  With  these 
dimensions  reversed,  we  have  an  area  which  in  shape  and  dimensions 
is  adapted  to  the  simplest  and  best  form  of  plan — a  building  only 
two  rooms  deep  with  apartments  running  through  from  front  to  rear. 
Unfortunately,  from  a  commercial  standpoint,  the  high  cost  of  land 
in  the  crowded  districts  of  New  York  practically  prohibits  a  distribu- 
tion, no  matter  how  desirable,  which  would  leave  a  large  fraction  of 
the  block  vacant  and  unproductive.  To  overcome  this  difficulty  it  is 
suggested  that  the  city  acquire,  through  condemnation  proceedings, 
some  of  the  most  overcrowded  and  unsanitary  blocks  of  old  tenements 
in  districts  where  there  is  the  greatest  need  of  small  parks  or  play- 
grounds; that  the  old  buildings  be  removed,  the  central  portions 
converted  into  small  public  parks  or  playgrounds,  and  the  narrow 
strips  between  the  parks  and  side  streets  sold,  under  proper  restrictions, 
for  the  erection  of  tenement  houses.  Or  if  it  be  found  that  the  city 
has  not  the  constitutional  right  to  acquire  more  than  it  intends  itself 
actually  to  use  —  then  the  central  portion  only  might  be  taken,  and 
in  all  probability  the  owners  of  the  remaining  property  would  be  will- 
ing, either  themselves  to  erect  tenements,  or  to  sell  their  land  for  this 
purpose  to  individuals  or  corporations.  As  every  square  foot  of  these 
outer  strips  could  be  used  productively,  without  any  loss  from  courts, 
•hafts,  or  yards,  their  value  in  proportion  to  their  area  would  be  much 
higher  itmn  that  of  the  middle  portion  of  the  block.  (See  Tenement 
House  Economics,  Table  VI.) 

From  the  following  brief  calculations  it  will  be  seen  that  in  sections 
of  the  city  where  land  can  be  bought  at  an  average  price  of  99  per 
square  foot,  or  $22,600  per  26  x  100  foot  lot,  if  these  striivi  were  sold  at 
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911.14  per  square  foot,  the  cost  per  room,  for  land  and  improvements, 
would  be  the  same  as  the  cost  per  room  (equivalent  in  size,  but  in 
other  respects  far  inferior)  in  the  ordinary  ty[)e  of  double-decker. 

L  Ordinary  type  of  double-decker  (14  rooms  to  a  floor). 

Cost  of  construction  of  0-story  double-decker  tenement  bouse 
containing  84  rooms  and  covering  75%  of  a  lot  25'  x  100'  at 

16^  per  cubic  foot $22,600.00 

Cost  of  land  (2500  square  feet)  at  $9  per  square  foot  .  .  .  22,600.00 
Total  cost  of  land  and  improvementa  for  25'  x  lOO'  lot  .  .  $46,000.00 
Cost  per  room $535.71 

n.  Proposed  park  plan  (2  rooms  deep). 

Cost  of  construction  of  0-story  park  tenement  containing  86  rooms 

and  covering  33  %  of  lot  25'  x  100'  at  16  f  per  cubic  foot .        •  $10,000.00 

Aaraming  the  city  to  buy  the  entire  lot  (in  connection  with  the 
rest  of  the  block)  at  a  cost  of  $0  per  square  foot,  to  retain  for 
a  park  },  or  1666.66  square  feet,  at  $7.03  per  square  foot  or 
$13,216.61,  and  to  seU  the  remaining  },  or  833.33  square  feet, 
at  $11.14  per  square  foot 0286.66 

Total  cost  of  land  and  improvements $19,285.56 

Cost  per  room  (same  as  in  I) $635.71 

The  following  comparison  of  the  housing  capacity  of  various 
blocks  of  tenements  of  a  uniform  size  of  200  x  400  feet  is  interesting. 
The  calculations  are  based  upon  buildings  6  stories  in  height  and  an 
assumed  population  of  1^  persons  per  room. 

L  Block  composed  entirely  of  typical  double-decker  tenements. 

No.  rooms 2688 

No.  persons 4032 

IL  Block  built  upon  plans  such  as  those  recently  drawn  by  architects  in 
conformity  with  the  provisions  of  the  proposed  new  Tenement 
House  Code  (average  number  rooms  to  a  floor  per  26-foot  unit 
equals  12). 

No.  rooms 2804 

No.  persons 3466 

III.  Actual  block  bounded  by  ChrysUe,  Forsythe,  Canal,  and  Bayard  Streets 

—  model  and  statistics  concerning  which  were  exhibited  at  the  late 
Tenement  House  Exhibition  and  given  on  page  112  of  Vol.  L 

No.  rooms 1688 

No.  persons 2781 

(No  allowance  has  been  made  for  the  storoa  which  occnpy  the  front  portions  of  tlie 
ground  floor  of  most  of  tlie  buildings.  If  these  stores  were  replaced  by  rooms,  the  total 
number  of  the  latter  would  be  increased  to  about  1700  and  the  number  of  persons  to  about 
3000.) 

IV.  Block  of  park  tenements. 

No.  rooms 1162 

No.  persons 1728 

From  this  comparison  it  appears  that  62.18  per  cent,  or  about  two- 
thirds,  of  the  population  of  an  average  block  in  one  of  the  most 
densely  populated  sections  of  the  city  could  be  rehoused  under 
almost  ideal  conditions  on  one-third  of  the  same  block,  leaving  the 
other  two- thirds  —  open  to  the  street  at  both  ends  —  available  for  a 
public  park  or  playground.  And  this  could  be  accomplished  without 
raising  rents  and  at  a  saving  to  the  city  of  over  91  per  square  foot 
in  tlie  cost  of  the  land. 
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TENEMENT  HOUSE  ECONOMICS 

T1BLB8  IHD  SQUATIOHS   8H0WIHO   RELATIOH  OF  0S088  SKYBVUIS 

AHD  SSHTS,  WITH  VASTINO  LIGHT  AHD  AIR  SPACES, 

TO  THB  COST  OF  LAND  AND  THB  NUMBBR 

AND  HBIOHT  OF  STORIES 

•TABLE  I 
Ratio  of  Liobt  avd  Aib  Spacb  to  Auia  of  Lot  to  oitb  VABiout  RirmvoBs, 

AT    DiFFBKBNT    PbICBS    OF   LaND,    WHBN    NuMBBB  OF    StOBIBS   U    SlZ,    HbIORT 

OF  Each  U)  Fbbt.    Cost  of  Buildibo,  16  Cbnts  fbb  Cubio  Foot.    At  ab 
Abbual  Rbbt  of  2  Cbbts  pbb  Cubio  Foot 


Chvt  or  h^mo 

WmMVAM. 

tlme^m  UitiHi*iii  TQ  fnviimimiiT 

11% 

lO^* 

1"» 

»% 

s% 

i» 

Dolhn 

fi*ito 

WMOa 

lUOt 

lUUo 

R*iki 

■Mto 

S.75 

U6 

LT5 

— 

M 
M 
M 
M 

Notb.— Land  Talned  mi  from  $4375  to  $9375  per  lot,  SS  x  100  feet 
t TABLE  U 

RUMBBB   OF   StOBIBS   OF    BuiLDIBO    AT    AB   ABNrAL    RbHTAL    OF  9  CbBT«  FBB  CCBIO 

Foot,  to  oitb  Vabioub  RBVBifUBfi,  with  Vabtino  Lioiit  abd  Aib  Sfacka. 
Cost  of  Labd,  $3.00  fbb  Sqitarb  F<k>t.  Cost  of  Buildibo,  10  Cbbts  fbb 
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{TABLE  m 

Bum  PBB  Awiruif  pbb  Cubic  Foot  of  Buildibo  to  oitb  Vabious  Rbvbhubb 
WITH  Vabtibo  Light  ahd  Aib  Spaobs.  Cost  of  Labd,  $3.00  pbb  Squabb 
Foot.  Cost  of  Building,  16  Cbnts  pbb  Cubic  Foot.  Numbbb  of  Stobibs, 
6.    Hbight  of  Each  Stobt,  11|  Fbbt. 


OlOM 

BATIO  OF  LIQHT  AND  AIB  8PACB  TO  ABBA  OF  LOT 

Jtmrmmvm 

•0% 

80% 

3«% 

40% 

45% 

«0% 

FwCent 

CmiU 

C«nU 

c«&u 

CmiU 

CmU 

CenU 

11 

lOJ 

10 

8 
7 

2.S6 
2.26 
2.14 
1.03 
1.71 
1.60 

2.44 
2.83 
2.22 
1.00 
1.77 
1.66 

8.60 
2.88 
2.26 
2.04 
1.81 
1.60 

2.66 
2.44 
2.32 
2.00 
1.80 
1.63 

2.63 
2.61 
2.30 
2.16 
1.01 
1.67 

2.72 
2.60 
2.47 
2.22 
1.08 
1.73 

MoTB.— BenU,  flJtO  to  $2.76  per  cubio  foot,  will  give  76  ceata  to  $1.00  per  room. 


J TABLE  IV 

Rbbts  fbb  Ahbum  pbb  Cubic  Foot  of  Buildixo  at  Vabious  Pbicbs  fob  Labd, 
with  Vabtino  Light  and  Aib  Sfacbs.  Gboss  Rbtbnub,  0%  of  Imtbst- 
mbnts.  Cost  of  Building,  16  Cbnts  pbb  Cubic  Foot.  Numbbb  of  Stobibs,  0. 
Hbight  of  Each  Stoby,  11}  Fbbt. 


CkMT  or  Laitd 

rmu  BquAum 

Foot 

BATIO  OF  LIGHT  AMD  AIB  8PA0B  TO  ABBA  OF  LOT 

•0% 

80% 

3«% 

40% 

45% 

«o% 

Dolkrt 

C«oU 

C«nU 

CmU 

C«nU 

CttDU 

OraU 

4.76 
4.26 
3.76 
8.26 
2.76 
2.26 

2.21 
2.13 
2.06 
1.07 
1.80 
1.81 

2.32 
2.23 
2.13 
2.04 
1.06 
1.86 

2.30 
2.20 
2.10 
2.00 
1.00 
1.80 

2.47 
2.86 
2.26 
2.16 
2.04 
1.03 

2.67 
2.46 
2.33 
2.21 
2.00 
1.07 

2.68 
2.66 
2.42 
2.20 
2.16 
2.03 

NoTB.^Lsnd  rallied  mt  from  $6,626  to  $11,800  per  lot,  26  X  100  feet. 
I  See  •'  Equations.** 


A  PLAN  FOB  TENEMENTS 


68 


{TABLE  y 

Bant  psm  AmruM  pbr  Cubio  Foot  or  BuiLonra  at  YAmiout  Pbiom  ior  Lavo, 
WITH  Vartino  HaionTt  op  Stoeibi.  Qmom  Bbtbvubs,  0%  of  Ihybbtmbiit. 
Batio  of  Liort  AMD  AiB  Spaob  to  Abba  of  Lot,  ^f/^  Cost  of  Buildibo, 
16  Cbbtc  fbr  Cobio  Foot.    Numbbb  of  Stobibs,  7. 


nSIOHTS  OF  8TOEIK8  OF  BUILDING 

Wwf 

9Ji 

10.0 

1001 

11.0 

113 

IMJO 

IMtara 

CmU 

0«bU 

OmU 

C«nU 

CmU 

CmU 

4.76 

1.640 

1.644 

1.630 

1.636 

1.630 

1.626 

4.26 

1.638 

1.533 

1.520 

li>26 

1.521 

1.617 

a76 

1.626 

1.522 

1.517 

1.516 

1.612 

1.608 

U6 

1.616 

1.611 

1.607 

1.506 

1.502 

1.400 

9.76 

1.608 

1.500 

1.406 

1.406 

1.402 

1.400 

XU 

1.402 

1.480 

1.486 

1.486 

1.488 

1.481 

TABLE  YI 

Bblatiov  of  Ormival  CkMT  OF  Lot  pbb  Squabb  Foot  to  tbb  Pbiob  of  Qbouvd 
Abba  of  Parr  Trrbmbnt,  avd  to  Cost  op  Tbvbmbwt  Pabr  Arra«  whbv 
CoBT  OF  Boom  ahd  Wbbrlt  Bbhtals  arr  tiir  Samr. 


OmMaiAL  C<WT 
OP  Lor 

Oo&t  PBB  Boor 

Wbbklt  Bbittau 

rmtoB  rsB 
Squabb  Foot 

Pbicb  rBB 

B^ABB  Foot 

rv8^wr«F«ot 

CoBAtnietkMi  msd 
Uad 

PwBoom 

Onmad 

TMMMBtPark 
ArM 

#5.00 
6.00 
8.00 

lOXX) 

laiX) 

#416.66 
446.43 
605.06 
535.71 
605.47 
026.00 

#0.7211 
.7726 
.8767 
.0272 
.0787 
1.0817 

#6.00 
7J0 
0.86 
11.14 
12.43 
16.00 

#4.60 

5.36 
7.07 
7.03 
8.78 
10.50 

BMit  of  oM  teoemaoti,  Umitod  to  75%  of  lot  ar«R,  tlx  ■toriM.aaeli  12J(  feat,  mi  16  eants 
fm  tmMc  foot,  84  rooma. 

Baala  of  Raw  park  tonemento,  Hmitad  to  83|%  of  lot  araa,  leaTto||66|%  for  taaamaRl 
Itrk.    TaRORMBt,  aix  storiaa,  each  12.5  faet,  at  16  canto  par  cobie  foot,  36  rooaaa. 

Oroaa  raTaooa,  0%  on  InTeatineat. 

Waakly  rantnla,  Tarjinp  from  72  cento  to  $1.08. 

Priea  of  loiB,  100  x  »  faet.  rarying  from  $12,000  to  $30,000. 


}8e6**£qa*UoDB.* 
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EQUATIONS 

LV         100^     yjioo    ^      ^    100 

/l-«\n*ft+100c*  =  (l-^\lOO«*r.  2 

^      ^;     (100r-*«)i.*^^'  6(l-^)(l00r-*Q), 


and   /.  1;  s 


^  +  .     !«>« 


{'-3)"* 

o-inftfr  e        -I 


EXPLANATION 

it — Is  area  of  baflding  lot  in  square  feet 
a — Is  area  of  light  and  air  space  in  square  feet 
n — Is  number  of  stories  to  building,  counting  basement 
A — is  hei^t  of  stories,  or  distance  between  floors  in  feet 
e — Is  cost  of  land — dollars  per  square  fopt 
k — Is  gross  revenue  on  investment — rents  per  100  cents. 

Q — Is  cost  price  of  building— cents  per  cubic  foot,  including  roof  and  foundation* 
r — Is  annual  rent — cents  per  cubic  foot 
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HOUSE  IN  NEW  YORK  CITY 

BY  KATE  HOLLADAY  CLAGHORN 


FOREIGN  IMMIGRATION  AND  THE  TENEMENT 
HOUSE  IN  NEW  YORK  CITY 


That  foreign  immigration  should  have  bad  a  distinot  and  decided 
effect  on  housing  conditions  in  New  York  City  is  obvious,  when  it 
it  remembered  that  two-thirds  in  earlier  years  and  four-fifths  in  later 
years,  of  Uie  great  flood  of  immigration  pouring  into  the  United 
States  since  1820,  has  come  by  way  of  the  port  of  New  York,  leaving 
behind  it,  in  its  passage,  no  inconsiderable  proportion  of  its  volume 
in  the  city  itself. 

Just  what  this  proportion  is  from  year  to  year  cannot  be  told  with 
certainty.  For  the  period  before  1850  there  are  no  definite  statistics 
showing  even  the  numbers  of  the  foreign-born  in  the  city,  at  differ- 
ent times.  And  for  the  period  before  1834  it  is  difficult  to  adduce 
any  direct  evidence  as  to  the  effect  of  immigration  upon  housing,  for 
the  question  of  housing  itself  had  not  then  begun  to  attract  general 
attention.  In  that  period  immigration  was  absolutely  light,  but  in 
comparison  with  the  city's  population  from  year  to  year,  relatively 
heavy. 

In  1794,  at  the  close  of  a  ten-year  period,  in  which  it  was  esti- 
mated  there  had  been  an  average  of  4000  arrivals  from  foreign  coun- 
tries each  year,  there  seems  to  have  been  a  suddenly  heavy  influx  of 
foreigners,  as  many  as  10,000  arrivals,  it  is  supposed. 

The  city  by  this  time  was  growing  rapidly  toward  the  north; 
streets  were  being  raised  and  paved ;  and  the  dock  frontage  extended 
fuiher  out  into  the  water. 

These  docks,  in  process  of  construction,  became  gathering  places 
of  all  sorts  of  filth,  making  a  belt  of  offensiveness  along  the  river 
front  from  which,  it  may  be  supposed,  prosperous  residents  of  the 
quarter  were  glad  to  draw  back.  In  describing  the  circumstances 
connected  with  the  outbreak  of  yellow  fever  in  New  York  in  1796, 
Dr.  John  H.  Griscom  (^*  History  ...  of  the  Visitations  of  YeUow 
Fever  at  New  York,"  pp.  7  and  8)  speaks  of  the  new  dock  at 
Whitehall,  of  which  the  piles  only  had  been  put  down,  making  a  crib 
with  an  area  nine  feet  deep,  which  had  been  filling  in  for  a  year 
**  with  the  accidental  accumulations  of  all  manner  of  filth,  street  dirt, 
dead  animals,  etc.,*'  and  speaks  of  a  similar  condition  at  Exchange 
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Slip,  which  was  ^^  the  receptacle  of  an  extensive  common  sewer."  In 
the  neighborhood  of  the  docks  were  a  large  number  of  old  wooden 
houses,  many  of  which,  built  before  the  raising  and  paving  of  the 
streets,  had  their  lower  floors  two  or  three  feet  below  the  surface  of 
the  pavements.  This  was  especially  the  case  at  the  extreme  southern 
end  of  the  island  —  in  the  first,  second,  and  fourth  wards,  but  well 
around  on  the  East  Side,  near  the  water  front,  other  offensive  neigh- 
borhoods had  grown  up. 

In  such  undesirable  quarters,  it  would  be  natural  to  suppose,  the 
immigi*ant  population,  owing  to  their  poverty,  if  for  no  other  reason, 
had  to  find  their  first  homes.  And  there  is  direct  testimony  to  show 
that  they  did  so.  Dr.  Griscom,  in  describing  the  outbreak  of  yellow 
fever  in  1795,  says  that  ^*it  prevailed  on  the  borders  of  the  East  River, 
in  the  low  streets,  and  what  was  formerly  the  swamp,  and  in  the  nar- 
row alleys.  A  small  part  only  of  the  citizens  fled ;  most  of  them 
remained  and  pursued  their  occupations  in  the  greater  part  of  the 
city,  with  perfect  safety."  He  then  notes  that  of  the  780  persona 
carried  off  by  the  epidemic,  ^  at  least  500  .  .  .  were  foreigners  (452 
belonged  to  one  Catholic  congregation),  most  of  whom  had  been  so 
short  a  time  in  the  country  that  the  pastor,  Rev.  Mr.  O'Brien,  did  not 
know  them." 

Immigration  from  1806  to  1816  was  unusually  light,  owing  to  dis- 
turbances caused  by  the  wars  of  that  period.  In  1817,  however, 
arrivals  from  foreign  countries  reached  an  unprecedented  number, 
22,240  immigrants  being  recorded  at  the  various  ports  of  entry.  In 
this  year  also  the  Erie  Canal  was  begun,  and  that  era  of  internal 
improvements  inaugurated  which  called  so  many  able-bodied  laborers 
from  abroad  and  spread  them  all  over  the  country  by  the  middle  of 
the  forties. 

Besides  the  able-bodied  laborers,  however,  many  of  whom  indeed 
remained  to  find  work  in  the  city  instead  of  going  to  the  country, 
came  a  considerable  proportion  of  out-and-out  paupers,  who,  almost 
to  a  man  —  and  woman  —  stayed  in  the  city  to  become  a  burden  upon 
charity. 

Mayor  Colden,  of  New  York,  taking  ofiice  in  1818,  found  it  one 
of  his  earliest  duties  to  aid  in  the  establishment  of  a  ^*  Society  for  the 
Prevention  of  Pauperism,"  and  stated  in  November,  1819,  that,  dur- 
ing the  preceding  twenty  months,  18,930  foreign  ^*  emigrants ''  (as 
they  were  then  cidled)  had  arrived  in  the  city  and  been  reported  at 
his  office. 

Immigration  at  this  time  was  mainly  from  Great  Britain  and 
Ireland.  In  1820  immigrants  from  those  countries  made  up  72  per 
cent  of  the  total  immigration,  and  of  these  by  far  the  greater  pro- 
portion was  Irish. 
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It  18  dilTioult  to  get  definite  information  as  to  tenement  conditions 
at  this  period.  It  is  known,  however,  that  a  ^  cellar  population  "  was 
in  existence  by  1822,  as  is  shown  by  accounts  of  the  ^^Bancker  Street 
fcTer  *' ;  but  in  this  quarter  the  cellar  inhabitants  were  mainly  colored 
people. 

By  1827  immigration  was  increasing  rapidly,  and  continued  to 
increase,  with  some  slight  fluctuations,  until  1884,  when  the  total 
of  arrivals  at  all  ports  was  67,948 — about  three  times  the  number 
recorded  for  1817.  By  this  time  a  considerable  German  immigration 
had  beg^n.  It  is  a  significant  coincidence  that  in  this  year  of  espe- 
cially high  immigration  perhaps  the  first  distinct  complaint  as  to  ' 
bousing  conditions  in  the  city  was  made. 

Oerritt  Forbes,  City  Inspector  of  the  Board  of  Health,  in  his 
report  for  the  year,  assigns  as  especial  causes  of  the  high  death-rate, 
^intemperance,  and  the  crowded  and  filthy  state  in  which  a  great 
proportion  of  our  population  live,"  and  speaks  of  **  so  many  mercenary 
landlords  who  only  contrive  in  what  manner  they  can  stow  Uie  great- 
est number  of  human  beings  in  the  smallest  space." 

By  1885  the  sixth  ward  had  evidently  become  the  centre  of  the 
Irish  immigrant  population,  and  had  entered  upon  its  notorious  his- 
tory of  violence,  as  is  shown  by  the  **  Five  Points  Riot"  of  June  21, 
—  ^an  Irish  brawl,"  one  historian  calls  it,  arising  out  of  an  attempt 
to  form  a  separate  Irish  regiment. 

In  an  account  of  an  epidemic  of  continued  fever  that  broke  out 
in  1887  in  parts  of  the  sixth,  tenth,  and  fourteenth  wards,  it  is 
noted  that  the  cases  occurred  in  the  midst  of  a  poor  population, 
^principally  Irish  and  German,  whose  habits  ...  are  more  or  less  ; 
filthy,  and  who  live  crowded  together,  with  a  family  in  every  room  , 
in  the  house,  and  sometimes  more."  All  cases  occurred  west  of  the 
Bowery,  and  it  is  noted  that  there  was  far  greater  crowding  here 
than  to  the  east  of  that  street  All  cases  reported  were  in  base- 
ments, or  in  first  floors  beneath  which  were  neither  basements  nor 
cellars. 

Another  year  of  especially  heavy  immigration  saw  another  com-  \ 
plaint  against  bad  housing.  In  1842  there  were  over  100,000  foreign  ' 
arrivals  at  all  ports,  and  in  that  year  was  made  the  first  detailed  and 
oomprehensive  report  upon  housing  conditions  in  the  city.  This 
report  was  made  by  Dr.  John  H.  Griscom,  then  City  Inspector  of  the 
Board  of  Health,  at  the  close  of  his  annual  report  of  interments  for 
the  year,  and  in  it  he  notes  the  high  death-rate  of  the  foreign-bom, 
eipeoially  of  the  Irish,  and  attributes  a  large  part  of  the  evil  to  their 
crowded  condition. 

By  this  time  the  main  outlines  of  a  housing  system  developed  in 
connection  with  foreign  immigration  had  come  into  view,  which  re- 
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mained  praotioally  the  same  until  the  close  of  the  Civil  War — indeedi 
until  the  close  of  the  decade  following  the  war. 

These  are  best  seen,  perhaps,  in  a  concrete  example  given  by  Dr. 
Oriscom  in  his  ^  Sanitary  Condition  of  the  Laboring  Population  of 
New  York"  in  1845.  Dr.  B.  W.  McCready,  reporting,  at  Dr.  Gris- 
oom's  request,  certain  cases  of  typhus  that  had  broken  out,  a  year  or 
so  previously,  in  the  rear  of  49  Elizabeth  Street,  says :  — 

^^  The  front  building,  a  small,  two-story  frame  house,  was  partly 
occupied  by  the  proprietor  or  lessee  of  the  building  as  a  liquor  store, 
and  partly  sublet  to  several  Irish  families.  A  covered  alleyway  led 
to  the  rear  building.  This  was  a  double  frame  house,  three  stories 
in  height.  It  stood  in  the  centre  of  the  yard.  Ranged  next  the 
fence  were  a  number  of  pigsties  and  stables,  which  surrounded  the 
yard  on  three  sides.  From  the  quantity  of  filth,  liquid  and  other- 
wise, thus  caused,  the  ground,  I  suppose,  had  been  rendered  almost 
impassable,  and  to  remedy  this,  the  yard  had  been  completely  boarded 
over,  so  that  the  earth  could  nowhere  be  seen.  These  boards  were 
partially  decayed,  and  by  a  little  pressure,  even  in  dry  weather,  a 
thick  greenish  fluid  could  be  forced  up  through  their  crevices.  The 
central  building  was  inhabited  wholly  by  negroes.  In  this  build- 
ing  there  occurred,  in  the  course  of  six  weeks,  nine  cases  of  typhus 
fever." 

At  the  solicitation  of  the  doctor  the  alderman  of  the  ward  visited 
the  houses.  As  a  result  ^^  the  number  of  pigs  about  the  establish- 
ment was  reduced  to  that  allowed  by  law  "  ( I ),  and  some  other  im- 
provements were  made. 

In  this  example  it  is  seen  how  the  old-fashioned  frame  house,  once 
occupied,  perhaps,  by  prosperous  owners,  had  been  turned  over  to 
tenement  uses ;  how  a  ^^  tenement  house,"  especially  built  for  the  pur- 
pose of  containing  several  poor  families,  had  been  erected  at  the  rear 
of  the  older  building  in  the  original  yard ;  how  the  inferior  rear  build- 
ing had  been  given  up  to  the  inferior  —  that  is,  less  prosperous  — 
race ;  how  filth,  disease,  and  disorder  (the  last  not  shown,  indeed,  in 
this  case,  but  in  many  others)  result  from  such  conditions. 

The  two  principal  tjrpes  of  tenement  houses  thus  indicated  each 
developed  evils  all  its  own.  The  use  of  the  old,  one-family  dwelling 
as  a  tenement  was  mainly  responsible  for  the  growth  of  that  great 
^^  cellar  population  "  which  was  the  constant  object  of  anxious  atten- 
tion on  the  part  of  philanthropists  and  sanitary  reformers  for  many 
years. 

The  barrack,  run  up  expressly  for  tenement  purposes,  and  planted 
in  every  possible  patch  or  corner  of  unoccupied  space  in  the  poorer 
neighborhoods,  in  the  back  yards  of  old  dwellings,  as  in  the  example 
above,  or  in  sets  or  rows,  one  behind  the  other,  or  side  by  side,  along 
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narrow  ^^oourU '*  and  ^alleys,"  brought  darkness  and  dampness,  with 
all  their  attendant  evils,  above  ground,  thus  practically  making  a  new 
** cellar  population"  not  confined  to  the  cellars,  but  placed  in  layers, 
one  above  the  other,  up  to  six  stories  in  height 

That  the  development  of  a  tenement  house  system  as  thus  de- 
aaibed  was  due  to  the  demands  for  housing  created  by  immigration,   j 
WM  stated  again  and  again  by  contemporary  observers. 

An  especially  interesting  feature  in  the  tenement  system  of  the 
time  was  the  practice  of  subletting,  an  important  phase  both  in  the  life 
of  the  immig^rant  and  in  the  housing  problem. 

Dr.  Griscom,  in  his  report  on  the  *^  Sanitary  Condition  of  the 
Laboring  Population  of  New  York  "  in  1845,  says :  — 

**  The  system  of  tenantage  to  which  larg^e  numbers  of  the  poor  are 
subjected,  I  think  must  be  regarded  as  one  of  the  principal  causes  of 
the  helpless  and  noisome  manner  in  which  they  live.     The  basis  of  1 
these  evils  is  the  subjection  of  the  tenantry  to  the  merciless  inflictions  / 
and  extortions  of  the  sub-landlord.  .  .  •    The  owner  is  relieved  of  ^ 
trouble ;  the  lessee  tries  to  make  and  save  as  much  as  possible,  suffi- 
cient sometimes  to  enable  him  to  purchase  the  property  in  a  short 
time. 

^  The  tenements,  in  order  to  admit  a  greater  number  of  families, 
ire  divided  into  small  apartments,  as  numerous  as  decency  will  admit. 
Regard  to  comfort,  convenience,  and  health  is  the  last  motive ;  indeed, 
the  great  ignorance  of  this  class  of  speculators  (who  are  very  fre- 
quently foreigners  and  keep  a  grog-shop  on  the  premises)  would 
prevent  a  proper  observance  of  these  had  they  the  desire.  These 
doeets,  for  they  deserve  no  other  name,  are  then  rented  to  the  poor, 
from  week  to  week,  or  month  to  month,  the  rent  being  almost  invari- 
ibly  required  in  advance,  at  least  for  the  first  few  terms.  The  fami- 
lies moving  in  first  after  the  house  is  built  find  it  clean,  but  the  lessee 
bis  no  supervision  over  their  habits,  and  however  filthy  the  tenement 
may  become,  he  cares  not  so  that  he  receives  his  rent.  He  and  his 
tunily  are  often  steeped  as  low  in  depravity  and  discomforts  as  any 
of  his  tenants,  being  above  them  only  in  the  possession  of  money,  and 
doubtless  often  beneath  them  in  moral  worth  and  sensibility.'* 

In  the  Report  of  the  Association  for  Improving  the  Condition  of 
tile  Poor,  for  1868,  it  is  stated  that  ^*  the  evils  the  laboring  classes 
•offer  from  the  enumerated  causes  are  greatly  aggravated  by  a  species 
of  snbletting  which  extensively  prevails  in  most  parts  of  the  city, 
often  sobjecting  them  to  the  merciless  exactions  of  capricious  and 
UDprindpled  landlords,  and  also  to  the  influence  of  circumstanoes 
wldoh  cannot  fail  to  degrade  them.** 

Sometimes  a  second  *^  sub-owner,**  or  agent,  is  in  evidence.  An 
investigating  committee  in  1857  talked  with  one  of  these  men  and 


i 
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learned  some  facts  which  led  them  to  state  in  their  minutes,  after 
reporting  the  talk :  — 

*^  The  foregoing  colloquy  satisfied  the  committee  of  the  evils  of 
the  *  middleman'  system.  The  buildings  under  consideration  (Fol- 
som*s  Barracks)  are  first  built  as  a  speculation  in  the  cheapest  man- 
ner, and  then  the  owner  delegates  his  brother  to  ovensee  them;  the 
brother  again  gives  them  in  charge  to  a  third  party,  who,  he  says,  can 
*  do  better  with  them  than  he  can.'  Here  we  have  two  agents  between 
landlord  and  tenant,  both,  of  course,  drawing  substance  from  the 
miserable  people  inhabiting  these  filthy  houses." 

This  system  of  course  raised  rents  very  materially,  as  each 
*^  middleman  "  had  to  have  his  profit  The  increase  was  stated  to  be 
anywhere  from  12  to  25  per  cent,  upon  a  total  rental  value  already 
enormous. 

That  the  sub-landlord  was,  more  often  than  not,  originally  an 
immig^nt  himself,  is  an  interesting  feature  in  the  situation.  It  is 
one  of  the  difficulties  the  sympathizer  with  struggling  humanity  is 
baffled  with,  that  the  man  who  has  just  succeeded  in  climbing  one 
round  of  the  ladder  is  the  first  to  kick  down,  if  he  can,  the  man  just 
below  him.  And  so  these  Irish  and  German  sub-landlords  were  among 
the  hardest  and  most  unprincipled  of  those  who  dealt  with  the  newly 
arriving  immigrant.  They  were,  usually,  keepers  of  groggeries  or 
«« groceries  "  (which  latter  seem  to  have  been  almost  the  equivalent 
of  the  former  at  that  period),  and  so  added  the  enticements  of  vice 
to  the  other  evils  they  pressed  upon  the  poor  tenants. 

From  1842  on  immigration  increased  and  the  tenement  house 
system  grew.  Immigration  rose  rapidly  after  1844,  and  this  rise  was 
again  followed  by  complaints  about  housing.  The  Association  for 
Improving  the  Condition  of  the  Poor  began  a  movement  for  the 
bettering  of  housing  conditions  in  1846,  and  in  1858,  in  which  year 
immigration  amounted  to  nearly  400,000  arrivals,  presented  its  First 
Report  of  a  Committee  on  the  Sanitary  Condition  of  the  Laboring 
Classes. 

Immigration  fell  off  during  the  early  years  of  the  iDivil  War,  but 
rose  rapidly  again  in  1868  and  1864.  In  the  latter  year  the  Council 
of  Hygiene  presented  its  classical  report  on  sanitary  conditions  in 
New  York,  showing  most  objectionable  housing  conditions  in  the 
city. 

All  descriptions  and  statistics  of  the  period  show  that  a  large  pro- 
portion of  our  foreign  immigrants  found  their  homes  in  tenement 
bouses ;  and  that  practically  all  the  tenement  house  population  was 
made  up  of  foreigners,  of  either  the  finst  or  second  generation. 

No  account  of  housing  conditions  in  New  York  as  affected  by 
immigration  would  be  complete  without  some  mention  of  the  ^^  squat- 
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ter**  or  ^^slianty'*  population.  TIioso  people,  pressing  through  the 
thickly  settled  prosperous  districts  of  the  city  to  the  unused  land 
beyond,  oovered  large  tracts  with  their  little  cabins,  made  of  waste 
lumber,  etc.,  and  planted  upon  land  for  which  no  rent  was  paid.  Such 
squatters  were  found  in  the  twentieth  ward  at  a  very  early  date. 
Many  were  Germans,  of  the  rag-picking  fraternity  ;  but  many  Irish 
also  lived  in  this  way. 

The  results  of  this  combination  —  the  immigrant  and  the  tenement  ^^^ 
house  —  were  notoriously  bad;  the  question  naturally  arises.  Did  the 
immigrant  cause  the  evils  of  the  tenement  house,  or  did  the  tenement 
house  corrupt  the  immigrant?  %^ 

Contemporary  observers  laid  a  good  share  of  the  blame  for  the  evil 
conditions  that  had  arisen  upon  the  landlords,  and  upon  the  city  gov-     \ 
emment  which  allowed  these  landlords  to  work  their  will  unchecked. 
It  is  obvious  that  the  newly  anived  immigrant  had  no  way  of  express- 
ing his  own  ideas  as  to  what  was  proper  and  decent  in  the  way  of 
housing  accommodations ;  he  had  to  take  what  was  provided  for  him. 
Needing  a  habitation  at  once,  and  without  capital  to  build  it,  he 
was  ofaUged  to  look  for  one  already  built ;   and  being  new  to  the       I 
ooontry,  he  could  not  go  far  in  that  search ;  he  was  practically  forced        I 
into  accepting  whatever  was  offered  him.     A  candid  consideration  of  j      \ 
the  facts  seems  to  show  plainly  that  the  desire  of  excessive  profit  on  I  v y 
the  part  of  landlords  was  the  primary  cause  of  the  tenement  house  |/ 
e?U. 

The  original  character  of  the  tenants,  however,  has  to  be  taken  , 
somewhat  into  account.  Immigration  until  after  the  war,  at  least  as 
hr  as  it  affected  the  tenement  house  population,  was  predominantly 
Irish  and  Oerman — before  1827  it  was  predominantly  Irish.  All  of 
these  people  were  poor ;  but  the  Irish  showed  decided  traits  of  out- 
and-out  pauperism.  Reports  of  the  Association  for  Improving  the 
Condition  of  the  Poor  year  after  year  speak  of  the  special  call  upon 
their  resources  by  the  pauper  class  of  ^^  emigrants/*  whom  tliey  do  not 
tlwaya  distinguish  racially,  but  whom  we  know  to  have  been  largely 
Irish.  It  is  not  to  be  supposed  that  all  Irish  were  paupers ;  but,  as 
the  Association  for  Improving  the  Condition  of  the  Poor  reports  point 
out|  a  special  winnowing  process  was  all  the  time  going  on  to  draw 
off  the  enterprising  and  industrious  from  the  cities  to  the  railroads 
iod  farms  of  the  West,  leaving  behind  the  paupers  and  vagrants,  who 
werCf  even  before  the  elements  were  thus  separated,  an  unduly  large 
proportion  of  the  Irish  population.  Intemperance  and  violence  were 
other  noteworthy  Irish  characteristics.  The  German  immigrant,  like 
the  Irishman^  was  poor,  was  dirty  in  his  personal  habits ;  but  he  was  "^ 
not  criminal,  not  violent,  not  notably  intemperate,  not  so  great  a 
pauper. 
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The  Annual  Report  of  the  Association  for  Improving  the  Con- 
dition of  the  Poor,  1860,  shows  the  following  average  percentage  of 
relief  at  the  almshouse  for  the  years  1854-1860 :  — 

NaUTeB  of  the  United  States 14.2% 

NaUTee  of  Ireland 09    % 

Nativee  of  England  and  Scotland 4.5% 

Nativee  of  Gennany 10.8% 

Nativee  of  aU  other  ooontriee 1.6% 

100.0% 

/  That  is,  nearly  7  Irish  were  relieved  to  1  Oerman.    The  Irish 

population  at  this  time,  however,  being  nearly  twice  that  of  the 
German,  the  actual  ratio  is  about  i^  Irish  to  1  German,  and  5  Irish 
to  1  American. 

But  although  so  many  of  the  laboring  population  were  drawn  out 

of  the  city,  it  was  not  simply  the  paupers  who  remained  behind.    The 

city  itself  called  for  and  kept  within  its  limits  a  considerable  working 

population;  and  down  to  the  close  of  the  war  it  was  found  that, 

except  temporarily,  in  times  of  special  commercial  depression,  there 

I  was  work  enough  for  every  able-bodied  man  who  chose  to  take  it. 

'  Some  such  conditions  may  be  said,  with  certain  reservations  and 

j    modifications,  to  exist  to  this  day.     The  commercial  importance  of 

j    the  city  has  to  some  extent  overshadowed  its  importance  as  one  of 

the  great  manufacturing  centres  of  the  country;   but  such  it  has 

t    grown  to  be,  and  as  such  it  needs  an  army  of  workers  within  its  own 

immediate  limits  to  carry  on  its  industries.     Add  to  this  the  constant 

call  for  unskilled  labor  in  the  never  ending  course  of  city  improve- 

I  ment,  —  in  road  making  and  mending,  laying  and  relaying  of  tracks, 

I  cutting  tunnels  and  so  forth, — and  it  is  easily  seen  why  the  immig^nt 

I  remains  so  persistently  in  the  busy  city  that  he  knows,  rather  than 

strike  out  for  a  remote  agricultural   district,  the  opportunities  of 

which  he  does  not  know. 

As  to  the  industrious  classes,  the  report  of  the  Association 
for  Improving  the  Condition  of  the  Poor  for  1852  states,  ^^  A  con- 
siderable part  of  our  bakers,  carpenters,  cabinetmakers,  shoemakers, 
tailors,  etc.,  are  Germans ;  many  of  the  stonecutters,  masons,  pavers, 
cartmen,  hackmen,  etc.,  are  Irish."  But  the  largest  class  of  workers 
among  the  Irish  were  unskilled  day  laborers;  among  the  Germans 
what  is  regarded  as  a  curious  new  industry  was  carried  on.  This 
was  ^^rag-picking,"  and  Dr.  Griscom  speaks  of  this  new  class  of 
*^  chiffonniers  "  as  ^*  most  filthy  and  degraded  *'  in  person  and  habits. 
He  seems  to  think  that  they  were  direct  importations  from  Paris, 
London,  and  other  cities,  but  there  is  no  evidence  to  support  this. 
These  *^  chiffonniers  *'  were  largely  German  by  race,  presumably  from 
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countiy  dintricts  at  bome,  taking  to  this  occupatiou  through  their 
frogal  habit  of  saving  everything  savaUe,  and  finding  occasion  for 
carrying  it  on  in  the  general  prodigality  of  dumping  all  sorts  of  refuse 
m  all  parts  of  the  city.  The  investigating  committee  of  the  New 
Tork  State  Assembly,  reporting  in  1857,  gives  a  vivid  picture  of  a 
colony  of  such  workers  on  the  East  Side.  This  was  at  No.  88  Sheriff 
Street,  a  rambling  row  of  wooden  tenements  which  was  known  as 
**Rag-picker*s  Paradise,"  and  was  ^'inhabited  by  Germans,  who  dwell 
in  small  rooms,  in  almost  fabulous  gregariousness,  surrounded  by 
scores  of  dogs,  and  canopied  by  myriads  of  rags  fluttering  from  lines 
crossing  their  filthy  yards,  where  bones  of  dead  animals  and  noisome 
collections  of  every  kind  were  reeking  with  pestiferous  smells.  One 
establishment  .  .  .  contains  more  than  fifty  families." 

The  report  notes,  however,  with  regard  to  these  apparently  so 
degraded  beings,  that  they  were  really  on  the  upward  road.. 

^It  is  said  that  habits  of  economy  and  constant  application  to 
their  wretched  business  enable  nearly  all,  sooner  or  later,  to  accumu- 
late sufficient  funds  to  enable  them  to  migrate  to  the  West.  We  were 
told  of  a  colony  of  three  hundred  of  these  people,  who  occupied  a 
nngle  basement,^  living  on  offal  and  scraps,  and  who  saved  money 
enough  to  purchase  a  township  on  one  of  the  Western  prairies." 
However,  the  reiK)rt  addfl,  this  means  of  livelihood  is  precarious, 
and  in  dull  seasons  the  children  are  sent  out  to  sweep  crossings 
or  beg. 

Without  doubt,  people  of  dirty  habits  would  be  likely  to  have 
dirty  habitations ;  and  a  pauperized,  intemperate,  and  violent  people 
would  not  only  destroy  the  property  they  lived  in,  but  would  make 
it  the  centre  of  all  sorts  of  vice  and  crime.  Hut  it  is  easy  to  see  that 
the  tenement  house  was  admirably  calculated  to  foster  the  most  un- 
desiraUe  characteristics  of  these  immigrant  people,  and  to  choke  out 
to  a  very  decided  degree  the  good  characteristics  they  might  develop. 
It  was  not  merely  easy  to  be  dirty  in  the  wretclied,  crazy,  crowded 
dwellings ;  it  was  almost  impossible  to  be  anything  else. 

Croton  water  was  not  introduced  until  1842,  sewerage  not  until 
kler.  In  1844  sewers  were  laid  in  a  few  streets,  but  no  lateral 
drains  had  been  made  from  houses,  and  people  were  gravely  discuss- 
ing whether  a  sewer  was  a  proper  means  of  carrying  off  house 
drainage  of  various  kinds.  The  great  number  of  tenement  houses 
constructed  during  this  period  were,  of  course,  without  the  sanitary 
eooveniences  now  thought  essential  for  decency  in  living ;  and  many  of 
these  tenements  exist  to  this  day,  without  sewer  connections,  running 
water,  or  gas.  There  was  a  general  negligence  as  to  filth  in  the  city  at 
laige,  throughout  all  of  this  earlier  i)crio(I  of  growth,  which  added  to 

>  lliis  iccinB  Incredible. 
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the  evil  effect  of  the  tenement  bouse.  Especially  prominent  in 
sanitary  reiK)rta  between  1840  and  1805  ai*o  the  undrained,  uneven, 
and  filthy  streets,  the  pigsties  and  stables  everywhere  allowed,  the 
manure  heaps  piled  up  for  sale  in  many  quarters  of  the  city,  the 
bone-boiling,  fat-rendering,  and  soap-making  establishments,  the  match 
factories,  glue  and  varnish  works,  etc.,  and  above  all,  the  slaughter- 
houses, found  in  every  part  of  the  city.  It  was  the  general  filthiness 
of  the  streets,  the  careless  disposal  of  all  sorts  of  refuse  in  gutters, 
ash-barrels,  and  vacant  lots,  that  enabled  the  ^^  chiffonnier  "  to  pursue 
his  filthy  calling.  Dr.  Griscom,  as  early  as  1842,  says  that  the  i*emedy 
for  the  evils  brought  about  by  the  dirty  ways  of  ^^  these  wretched, 
unwashed  exotics,**  the  ^^chiffonniers,'*  is  clean  streets;  a  remedy 
which,  simple  as  it  was,  had  to  wait  half  a  century  for  its  trial,  to  the 
complete  success  of  the  prediction. 

The  slaughter-houses  were  notorious  evils.  The  terrible  stench 
they  generated,  the  droves  of  swine,  which,  allowed  to  run  in  the 
slaughter-house  yards  as  scavengers,  wei*e  also  allowed  freely  to  roam 
the  streets,  made  them  centres  of  filth  and  offence ;  and  the  cruelty, 
brutality,  and  roughness, — for  the  men  employed  in  them  were  of 
the  most  hardened  and  intemperate  class,  —  exposed  freely  to  the 
view  of  all  who  chose  to  come  and  look  on,  as  it  was  a  favorite 
neighborhood  amusement  of  the  children  to  do,  made  them  ^*no 
ordinary  schools  of  vice.'* 

As  late  as  1864  there  were  six  of  these  establishments  in  the 
fourteenth  ward  alone,  a  quarter  that  had  been  for  a  long  time 
thickly  built  up,  and  was  in  the  central  part  of  the  city. 

In  the  eleventh  ward,  also  thickly  populated,  the  inspector  re- 
porting to  the  Council  of  Hygiene  found  nineteen  slaughter- 
houses. He  says :  ^^  In  most  instances  the  condition  of  these  places 
is  excessively  filthy,  and  utterly  reckless  of  any  regard  to  sanitary, 
regulations  or  the  laws  of  decency.  The  worst  class  of  these 
slaughter-pens  is  found  in  rear  buildings  amidst  the  most  densely 
packed  tenant  houses.  A  written  description  can  convey  no  adequate 
idea  of  the  shameless  and  brutal  scenes  that  are  daily  witnessed  in 
and  about  these  butcheries." 

The  tenement  house  bred,  not  only  filth,  but  disease.  We  cannot 
ascribe  altogether  to  constitutions  enfeebled  in  their  native  land,  to 
poverty,  to  natural  uncleanliness,  the  high  death-rate  of  the  foreign- 
born  in  New  York  before  1864.  Dr.  Griscom  gave  it  as  his  opinion 
in  1842  that  the  first  cause  of  bad  health  in  New  York  was  ^Hhe 
crowded  condition  with  insufficient  ventilation  of  a  great  number  of 
dwellings  in  this  city.'* 

And  as  to  morals,  it  is  plain  that  the  uncomfortable,  crowded 
barracks,  with  their  unwholesome  conditions,  increased  the  induce- 
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mentB  to   intemperance,  and    the  opportunities   for  violence    and 
immorality. 

It  was  felt  during  this  early  period,  by  those  especially  interested*!  y. 
in  the  question,  that  the  bad  housing  provided  for  the  immigrants    ^ 
was  the  main  cause  of  the  greatest  evils  arising  from  their  coming ; 
and  that  improved  housing  would  work  a  most  satisfactory  cliange  in 
the  immigrant's  character.     An  instance  given  of  improved  housing 
in  Boston  at  this  eai*ly  time  shows  the  soundness  of  this  expectation :  — 

^The  tenants  were  chiefly  Irish,  taken  as  they  offered  themselves, 
rejecting  only  those  of  known  bad  habits.  Many  of  them  at  tlie  time 
were  out  of  employment,  and  with  very  slender  resources.  But  the 
rents  were  paid  with  great  punctuality,  •  .  .  and  no  repairs  were 
ibimd  necessary,  excepting  a  few  lights  in  the  cellar  windows." 

And  Dr.  Griscom  says,  confidently :  '^  Examples  almost  without 
number  might  be  adduced  of  the  happy  influence  upon  the  appear- 
ance, actual  comforts,  and  health  of  poor  tenants,  of  kindness  and 
judicious  indulgence  on  the  part  of  the  landlord.*' 

But  what  had  been  done  was,  in  general,  exactly  the  reverse. 
Instead  of  providing  properly  for  the  accommodation  of  the  hosts  of 
foreigners  who  were  seen  to  be  coming  in  ever  increasing  numbers, 
year  after  year,  we  had,  as  the  Assembly  Committee  of  1857  reproves 
US  with  doing,  placed  at  their  disposiU  *^  districts,  localities,  neigh- 
borhoods, and  dwellings,  specially,  as  it  were,  adapted  to  the  habits 
and  associations  of  the  most  degraded  of  foreign  paupers,  enabling 
them  at  once  to  renew  their  familiarity  with  squalor,  misery,  and 
vicioos  practices."  "Is  it  thus,"  the  committee  pertinently  asks, 
**aud  with  such  incentives  to  the  continuance  and  perpetuation  of 
their  customary  filthiness  and  improvidence  that  we  are  to  render 
these  immigrants  good  and  useful  citizens?" 

After  the  war,  the  tide  of  immigration  rose  rapidly  until  1873, 
when  there  were  459,803  arrivals,  after  which,  owing  to  disturbed' 
industrial  conditions,  it  suddenly  fell,  and  continued  to  fall  until 
1878,  there  being  less  than  150,000  arrivals,  when  it  began  to  rise 
again,  with  unexampled  rapidity,  reaching  in  1882  a  height  never 
attained  before  or  since,  with  a  total  of  788,992  arriv«als.     Again  the 
tide  fell,  owing  to  industrial  depression.      It  rose  again  to  a  high 
point  in  1888,  with  546,889  arrivals,  and  in  1892,  with  579,663  arri- 
vals, and  the  year  ending  June  30,  1900,  has  given  us  the  highest        J 
number  since  1892,  448,572  arrivals,  an  increase  of  over  a  hundred       ^ 
thousand  from  the  preceding  year. 

And  again,  as  in  the  earlier  period,  protests  against  housing  condi- 
tioDS  are  seen  to  follow  closely  upon  times  of  heavy  immigration. 
In  1867  the  first  special  law  in  reference  to  tenement  houses  in  New 
Tork  was  passed.    There  were  at  that  time  about  15,000  tenement 
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booses  in  the  city.  In  1877  there  were  said  to  be  abont  25,000  tene- 
ment houses,  probably  an  overestimate.  The  tenement  house  law  of 
1879  is  an  exception  to  the  generally  observed  order  of  things,  as 
it  was  agitated  and  passed  in  a  period  of  light  immigration.  By 
1881  there  were  said  (by  a  more  accurate  calculation,  probably,  than 
that  of  1877)  to  be  22,000  tenement  houses  in  the  city,  containing  a 
population  of  about  half  a  million.  The  State  Tenement  House 
Commission  of  1884  followed  the  enormous  influx  of  immigrants 
in  1882.  In  1887  there  were  80,055  tenement  houses,  and  89,128  in 
1898. 

In  1894  another  Tenement  House  Commission  followed  at  a  short 

interval  another  period  of  heavy  immigrration ;  and  the  past  two  years, 

during  which  the  tide  has  been  rising  again,  have  seen  still  another 

agitation,  taking  shape  in  a  commission  against  tenement  house 

^ — ^vils. 

^  p        The  features  of  especial  interest  to'  be  noted  in  the  period  since 
\     I     the  war,  especially  the  period  since  1880,  with  regard  to  the  relation 
\  V    between  the  foreign  element  and  the  tenement  house  are,  the  results 
\        of  their  life  in  the  tenement  houses  as  seen  in  the  second  genera- 
tion, the  change  in  relative  numerical  proportion  of  different  race 
elements  coming  in,  the  change  in  the  social  character  of  immigra- 
tion thus  indicated,  and  the  effects  of  the  mingling  of  these  different 
elements  one  with  another,  and  with  immigrants  of  a  former  genera- 
tion. 

As  to  the  first  point,  the  actual  deterioration  of  immigrants  in  the 

second  generation,  through  the  influence  of  the  tenement  house,  it  is 

difficult  to  adduce  direct  statistical  evidence,  such  as  increase  in 

crime-rate,  death-rate,  or  rate  of  pauperism,  since  so  many  other  ele- 

!      ments  besides  that  of  race  have  to  be  taken  into  account. 

!  But  common  observation  gives  a  moral  certainty  of  the  broad 

!>^  fact  that  in  tenement  house  life  the  immigrant  has  degenerated  to  a 

greater  or  less  degree. 

A  sort  of  selective  process,  always  going  on,  forces  out  or  kills 
ij      off  those  of  the  immigrant  population  who  are  not  satisfied  with  or 
',      not  able  to  endure  tenement  conditions,  leaving  behind  a  peculiar 
^^  type,"  that  is  the  despair  of  those  who  are  working  for  social  better- 
ment to-day. 

This  is  especially  noticeable  among  the  Irish  of  the  second  or  third 
generation,  this  people  having  lingered  the  most  persistently  in  the 
tenement  house. 

Take  the  children,  for  instance.  One  who  visits  the  public  schools 
in  poor  neighborhoods  will  notice  in  almost  every  class  room  certain 
pupils  too  old  and  too  large  for  the  grade  they  are  in,  anaemic  looking, 
lethargic  in   manner.     On  inquiry  about  one   case  after  another, 


T 


I 
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one  iA  apt  to  bear  each  time  that  the  child  is  American-bom  of  Irish 
parentage. 

At  a  little  later  age  this  type  is  found  as  a  comer  loafer,  a  mem- 
ber  of  a  **gang/*  a  recruit  for  the  criminal  population  in  which  the 
^  native-bora  of  foreign  parentage  *'  hold  so  liigh  a  proportion. 

Example  after  example  might  be  given  of  tenement  house  families 
in  which  the  parents — industrious  peasant  laborers  —  have  found 
themselves  disgraced  by  idle  and  vicious  grown  sons  and  daughters. 
Cases  taken  from  the  records  of  charitable  societies  almost  at  random 
show  these  facts  again  and  again.  This  case,  for  instance,  chosen 
quite  at  haphazard,  is  highly  typical :  — 

A  decent,  industrious  Irishwoman,  now  a  widow,  who  came  over 
in  the  sixties  or  early  seventies,  has  three  sons.  One  of  the^e  is  to- 
day an  absolutely  worthless  drunkard;  one  works  intermittently; 
one  is  consumptive.  She  is  now  obliged  to  depend  on  charitable  aid. 
Here  in  this  one  case  are  shown  the  various  ways  in  whicli  degrada- 
tion can  work  —  toward  actual  vice,  toward  relaxation  of  moral  fibre, 
and  toward  physical  disease. 

An  old-age  *^  type  '*  of  the  Irish  tenement  neighborhood  to-day  is 
the  ancient  harpy — half  beggar,  half  rowdy  —  who  infests  the  free-and- 
easy  *^  furnished  room  houses  **  —  the  last  stage  of  degeneracy  to  which 
the  old  family  residence  has  come.  Half  of  her  time  is  spent  on  ^  the 
Island '' ;  tlie  other  half  in  the  streets  and  lodging  houses,  begging, 
drinking,  cursing,  reviling  passers-by,  until  she  is  again  borne  away  in 
the  patrol  wagon. 

Such  types  are  seen  especially  in  the  upper  West  Side,  in  the  six- 
teenth,  twentieth,  and  twenty-second  wards,  where  the  Irish  ele- 
ment was  pushed  in  the  second  generation  by  the  incoming  of  other 
races  at  the  lower  end  of  the  city.  Of  especially  evil  association 
are  the  names  of  ''Battle  Row,**  The  DeviFs  Kitchen,**  and  ''Bull- 
Dog  Alley." 

"  Battle  Row  **  was  a  notable  locality.  The  houses  were  out  of 
repair  and  very  dirty ;  the  walls  trickled  with  moisture ;  the  stairs 
and  halls  were  dark.  A  woman  living  there  was  asked  why  she  could 
not  keep  her  rooms  and  her  children  a  little  cleaner ;  **  Oh  I  **  said 
she,  "  what*s  the  use ;  my  old  man  is  drank  now,  and  my  boy  and 
girl  that  should  be  supporting  me  are  gone  away  to  the  bad  ;  *tis  the 
dirty  thieving  loafers  around  here  did  it  all.     What*s  the  use?  *' 

In  the  older  parts  of  the  city  similar  effects  were  seen.  In  the 
fourth  ward  conditions  were  notorious.  The  following  are  soenes 
in  a  typical  rookery  in  Catherine  Street  described  in  1879 :  — 

"Here,  in  one  room  is  a  lodger,  evidently  a  saloon  girl,  asleep  on 
a  lounge,  her  features  bloated  and  her  temples  gashed;  the  three 
children  in  the  room  evidently  do  not  regard  the  sight  as  a  novelty. 
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AoroBS  the  yard,  another  woman,  elderly  and  comfortably  dressed, 
apparently  a  lodger  also,  has  a  frightful  black  eye,  which  she  tries  to 
hide ;  there  are  young  children  here  also.  .  •  .  Behind  a  cart  in 
the  yard  four  sturdy  young  fellows  were  stretched  playing  cards  at 
2  P.M."  Basements,  cellars,  and  hallways  of  tenement  houses  were 
infested  by  the  criminal  and  vicious  of  both  sexes,  —  products  of  the 
tenements,  —  who  made  these  their  Qommon  carousing  g^round  and 
means  of  escape  from  the  police;  ami,  incidentally,  carried  on  the 
influences  of  corruption  by  their  enforced  contact  with  decent  families 
living  upstairs  in  the  same  dwellings.  ^^ 

While  this  second  generation  of  ia  earlier  population  has  been 
growing  up,  the  racial  composition  of  the  foreign  element  in  the  city 
has  been  undergoing  important  changes  which  are  of  interest  in  con- 
nection with  the  housing  problem. 

Immigration  before  the  war  was  almost  exclusively  Irish,  British, 
and  German.  Scandinavians  began  to  come  after  the  war  in  notice- 
able numbers,  reaching  their  largest  proi)ortion  in  the  decade  1881- 
1890,  when  they  made  up  10  per  cent  of  the  total  immigration. 

Since  the  war  the  proportion  of  Irish  to  the  total  immigration  has 
steadily  decreased  in  each  decade,  while  the  proportion  of  Germans, 
87  per  cent  in  the  decade  1851-1860|  has  remained  large  until  the 
past  decade,  when  it  dropped  from  28  per  cent  in  1881-1890  (con- 
taining the  record  year,  1882,  of  German  arrivals)  to  14  per  cent 
in  1891.  • 

Between  1871  and  1880,  for  the  first  time,  immigrants  from  Italy, 
Austria-Hungary,  Russia,  and  Poland  appeared  as  a  noticeable  ele- 
ment in  immigration,  all  three  groups  together,  however,  making  up 
only  6^  per  cent  of  the  whole.  From  1881  to  1890  they  were  18  per 
cent  of  all  arrivals  —  nearly  one-fifth ;  and  between  1890  and  1900 
were  almost  one-half  —  48  per  cent  to  be  exact  —  while  Irish,  British, 
Germans,  and  Scandinavians  together  made  up  42  per  cent. 


FERCENTAGB  OF  IMMIGRATION  OF  CERTAIN  NATIONALITIES  TO 
TOTAL  IMMIGUATION  FOB  SUCCESSIVE  PERIODS 
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Tliia  change  in  the  racial  character  of  immigration  ia  seen  even 
more  strikingly  when  the  last  two  years  of  the  decade  are  taken 
singly. 

In  1898-1899  immigrants  from  Italy,  Anstria-Hungary,  and  Russia 
(including  Finland),  were  65  per  cent  of  all  immigrants ;  in  189^-1900 
68|  per  cent;  while  British,  Irish,  Germans,  and  Scandinavians  to-    ^^ 
gether  were  only  27  per  cent  in  the  former  year  and  22  per  cent  in 
the  latter  year. 

The  three  newer  elements  just  named,  Italians,  Austro-Hungarians, 
and  Russians,  not  only  made  their  first  noticeable  appearance  together 
in  approximately  equal  numbers,  but  have  maintained  a  tolerably  equal 
proportion  ever  since,  with  a  tendency  on  the  part  of  the  Italians  to 
outstrip  the  others. 

The  real  race  composition  of  the  newer  immigrants,  however,  is 
more  or  less  concealed  under  the  nomenclature  formerly  used  in  the 
statistics  of  immigration,  and  still  used  in  the  United  States  Census, 
which  shows  country  of  birth  only.  The  terms  "Russian"  and 
^Pole,'*  for  example,  cover  Hebrews  and  Slavs  indiscriminately. 
^Austrian"  and  "  Hungarian**  may  indicate  any  one  of  many  races 
of  the  most  diverse  social  affinities  —  Slavs,  Magyars,  Hebrews,  and 
Germans.  The  classification  now  used  in  statistics  of  immigration 
shows  distinctions  of  race  as  well  as  country  of  birth,  and  thus  gives 
a  clearer  idea  of  the  actual  changes  that  have  taken  place  in  the 
character  of  immigration  in  these  later  years,  and  the  social  effects  to 
be  looked  for. 

According  to  these  figures,  in  the  year  ending  June  80,  1900, 
the  Irish  made  up  only  8  per  cent  of  all  arrivals,  Germans  (including 
a  considerable  proportion  from  Austria  and  Russia)  and  Scandi- 
navians together,  14  per  cent,  while  18|  per  cent  of  the  arrivals  were 
Hebrews,  22}  per  cent  Italians,  and  25  per  cent  of  the  various  Slavic 
^^ 

''These  newer  races  have  been  affecting  housing  conditions  each  in 
its  own  manner.  As  has  already  been  pointed  out,  a  large  proportion 
of  all  of  our  immigrants  enter  the  country  through  the  port  of  New 
York.  The  table  on  page  82  shows  how  high  a  proportion  now 
oome  in  that  way  as  compared  with  earlier  years,  when  immigration 
more  largely  Irish,  British,  and  German. 
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IMMIGRATION  TO  THE  UNITED  STATES  AND  TO  TUB  PORT  OF 

NEW  YORK 


PVBOKVTAOS  OP  TuTAL 

T»A» 

To  Uvirmo  Statm 

To  Poet  or  Niw  Toss 

ImilORANTII  LAXOIKO  AT 

Port  op  Nbw  Yoek 

1878 

188,460 

72,103 

62 

1870 

177,820 

00,224 

60 

1880 

467,267 

203,720 

60 

1881 

000,431 

400,871 

00 

1RB2 

788,002 

602,171 

04 

1883 

003,322 

400,007 

07 

1884 

618,602 

864,702 

08 

1886 

805,340 

287,223 

73 

1880 

334,203 

200,370 

80 

1887 

400,100 

870,006 

77 

1888 

610,880 

418,423 

77 

1889 

444,427 

338,784 

70 

1800 

466,302 

804,080 

80 

1801 

600,310 

448,403 

80 

1802 

023,084 

480,810 

78 

1803 

602,017 

404,337 

80 

1804 

314,407 

263,680 

81 

1805 

270,048 

210,000 

78 

1800 

343,287 

203,700 

80 

1807 

230,832 

180,660 

78 

1808 

220.200 

178,748 

78 

1890 

311,716 

242,673 

78 

1000 

448,672 

341,712 

78 

Immigration  statistics  for  the  year  ending  June  80,  1900,  give 
some  indication  of  the  respective  tendencies  of  the  newer  peoples  to 
remain  in  the  city.  These  show  that  of  the  Austro-Hungarian  group, 
and  the  Slavonic  peoples  comprised  in  the  Russian  group,  about  75 
per  cent  land  at  New  York,  while  only  17  per  cent  gave  New  York 
State  as  their  destination.  These  people  go  in  large  proportion  to 
the  mining  regions  of  the  interior,  and  do  not  at  present  greatly 
affect  housing  conditions  in  the  city;  although  at  one  time  there 
was  a  sufficient  influx  of  Bohemians  to  create  a  crowded  tenement 
quarter  in  the  East  Side  of  the  city,  uptown. 

As  to  the  Hebrews,  78  per  cent  of  all  Hebrew  arrivals  landed  at  the 
port  of  New  York,  and  72  per  cent  of  all  Hebrew  amvals  gave  New 
York  State  as  their  destination.  This  means  that  an  especially  large 
number  of  Hebrew  immigrants  settle  in  New  York  City.  Of  the 
Italians  not  less  than  97  per  cent  of  all  arrivals  in  1900  landed  at 
New  York,  while  only  55  per  cent  gave  New  York  State  as  their 
destination. 

The  Italians  are  regarded  as  more  or  less  a  floating  population  in 
the  city,  both  because  of  their  supposed  habit  of  going  home  to  Italy 
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when  employment  is  hard  to  find  here,  and  because  they  migrate  into 
and  out  of  the  city  in  bands,  as  there  is  call  for  their  work  there  or 
elsewhere.  But  large  numbers  of  them  are  in  New  York  at  all  times, 
in  transit  or  permanently.  Census  statistics  for  the  past  three  dec- 
ades show  just  how  far  this  changing  yolume  of  immigration  has 
been  affecting  the  racial  composition  of  the  city's  population. 


FOREIGN-BORN  POPULATION,  NEW  YORK  CITT 


Hvmsm  or  PiMowt  bobii  iw 

Cmnn  w  1880 

Cwanv  w  ISM 

Csmvt  or  IMO* 

Sncland,  SooUaod  aod  Wales 

OermanT        .... 
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den      
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Italy 

Anatria-Uongary  ^ 
RoBBia  and  Poland 

Total,  Group  11.      . 

All  other  foreign  ooantries    . 

80,270 
108,506 
108,482 

6,188 

400,680 

42,781 
20,403 

48,114 
100,418 
210,728 

10,180 

460,804 

148,014 
87,686 

47,700 
178,880 
180,720 

17,024 

488,420 

867,210 
00,240 

12,223 
10,037 
18,671 

80,061 
47,614 
66,640 

108,706 
107,010 
146,806 

Total  forelgn-bom  . 

478,070 

030,048 

860,882 

It  is  here  seen  that  the  English,  Scotch,  and  Welsh  have  decreased 
slightly  in  the  past  decade,  following  a  fairly  noticeaUe  increase  in 
the  previous  decade ;  that  the  Irish  have  steadily  and  considerably 
decreased  throughout  the  period;  that  the  Germans,  after  a  great 
increase  between  1880  and  1890,  dropped  greatly  between  1890  and 
1900 ;  and  that  the  Scandinavians  are  the  only  members  of  this  gen-  "^ 
eral  group  of  older  immigrants  that  have  increased  throughout. 

Taking  this  group  as  a  whole,  while  there  are  to-day  more  of 
them  in  New  York  than  there  were  in  1880,  there  are  some  thousands 
fewer  than  there  were  in  1890. 

The  newer  peoples,  on  the  contrary,  show  large  increases  in  each 
decade,  which  are  made  sufficiently  plain  in  the  table.  The  group 
as  a  whole,  in  fact,  increased  more  than  threefold  between  1880 
and  1890,  and  much  more  than  doubled  between  1890  and  1900, 
showing  a  population  in  that  year  equal  to  more  than  four-fifths  of 
the  total  of  the  older  group. 

>  Inolndes  Bohemia  and  Austrian  Poland. 

*  New  York  Coonty  only ;  eqolTalent  territory  to  **  New  York  dtj  **  la  Bineoeee 
of  1880  and  1800. 
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As  has  already  been  pointed  out,  the  classification  of  the  census 
does  not  indicate  race.  Thus,  of  the  Austro-IIungarians  in  the  table, 
it  cannot  be  told  how  many  are  Magyars,  Slavs,  Germans,  or  Hebrews. 
From  the  immigration  statistics  and  general  observation,  however,  it 
is  certain  that  a  considerable  propoition  are  Hebrews,  and  in  like 
manner  that  practically  all  of  the  ^^  Russians  "  in  the  city  are  of  the 
Hebrew  race. 

It  will  be  seen,  then,  that  the  main  factors  in  immigration  of 
to-day,  as  affecting  the  housing  problem  in  New  York  City,  are  the 
Italians  and  the  Hebrews. 

Italians  were  noticeable  elements  of  population  in  the  sixth 
ward,  the  quarter  of  the  Five  Points,  as  far  back  as  1864.  The 
early  comers  were  largely  rag-pickers  and  organ-grinders,  and  many 
children  were  brought  here  under  padroni  to  beg,  to  shine  boots  and 
shoes,  and  sell  newspapers,  or  to  go  about  with  the  hand-organ  in  the 
streets. 

Between  1879  and  1885  frequent  mention  is  made  of  Italian 
neighborhoods  in  the  northern  part  of  the  fourteenth  ward,  just  below 
Houston  Street.  A  colony  in  Jersey  Street,  running  from  Crosby 
Street  to  Mulberry,  just  south  of  Houston,  and  now  completely 
occupied  by  business  blocks,  was  especially  noticed.  It  is  thus 
described  in  1884:  — 

**  In  Jersey  Street  exist  two  courtyards,  one  of  which  we  illus- 
trate. Six  three-story  houses  are  in  each.  These  houses  are  old, 
and  long  ago  worn  out.  They  are  packed  with  tenants,  rotten 
with  age  and  decay,  and  so  constructed  as  to  have  made  them  very 
undesirable  for  dwelling  purposes  in  their  earliest  infancy.  The 
Italians  who  chiefly  inhabit  them  are  the  scum  of  New  York  chiffon- 
niers,  and  as  such,  saturated  with  the  filth  inseparable  from  their 
business.  .  .  .  The  courtyard  swarms  with,  in  daytime,  females  in 
the  picturesque  attires  of  Genoa  and  Piedmont,  moving  between  the 
dirty  children.  The  abundant  rags,  paper,  sacks,  barrows,  barrels, 
wash-tubs,  dogs,  and  cats,  are  all  festooned  overliead  by  clothes-lines 
weighted  with  such  garments  as  are  only  known  in  Italy.  Sorting 
is  chiefly  done  indoors,  but  at  times  a  rag-picker  may  be  seen  at  his 
work  in  any  convenient  spot  to  be  had.  ...  In  each  yard  live 
twenty-four  families  (nominally  only,  because  lodgers  here  as  else- 
where are  always  welcome),  paying  rents  of  from  $6  to  $9  monthly 
for  two  rooms,  the  inner  one  being  subdivided  by  a  [xirtitiou  consist- 
ing perhaps  of  a  simple  curtain,  and  measuring,  when  so  arranged, 
about  5x6  feet  each," 

An  earlier  report  of  the  same  society,  made  in  1879,  gives  the 
following  additional  touches  of  description :  — 

**  Here  in  the  yard  of  No.  5  Jersey  Street,  on  lines  strung  across, 
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were  thounancb  of  rags  hung  up  to  dry  ;  on  the  ground,  piled  against 
ihe  board  fences,  rags  mixed  with  bones,  bottles,  and  papers ;  the 
middle  of  the  yard  covered  with  every  imaginable  variety  of  dirt  •  •  • 
We  then  turned  to  go  into  the  cellars,  in  which  was  a  large  and  a 
small  room  (containing  a  cook-stove  and  sleeping-bunks).  There 
was  scarcely  standing  room  for  the  heaps  of  bags  and  rags,  and  right 
opposite  to  them  stood  a  large  pile  of  bones,  mostly  having  meat  on 
them  in  various  stages  of  decomposition.  .  .  .  Notwithstanding  the 
dense  tobacco  smoke,  the  smell  could  be  likened  only  to  that  of  an 
exhumed  body.*' 

As  to  the  character  of  the  people  living  there,  this  earlier  report 
•ays:  — 

^  Jersey  Street  at  first  sight  looks  like  a  pestilence-breeding,  law- 
breaking  colony.  A  more  intimate  acquaintance  with  it,  and  a  few 
words  with  one  or  two  white  and  colored  inhabitants,  confirmed  the 
first  but  not  the  second  impression ;  no  more  peaceable,  thrifty,  orderly 
neighbors  could  be  found  than  these  Italians.  They  do  not  beg,  are 
seldom  or  never  arrested  for  theft,  are  quiet;  though  quick  to  quarrel 
among  themselves,  are  equally  ready  to  forgive.  The  officer  on  duty 
mentioned  that  this  colony,  numbering,  perhaps,  two  hundred  Italian 
families,  cannot  be  matched  by  an}'  similar  number,  of  corresponding 
social  condition,  in  New  York  City,  for  their  law-abiding  qualities. 
He  seemed  quite  proud  of  them.** 

The  description  of  a  house  in  Crosby  Street  in  1879  shows  again, 
as  was  already  shown  in  1842,  how  the  economically  inferior  race  — 
in  this  case  the  newer  immigittnt  —  is  pushed  into  the  rear  tenement ; 
and  shows  also,  incidentally,  how  the  Irish  family  of  the  second 
generation  rivalled  —  we  should  judge  by  the  description,  surpassed 
—  the  Italian  family  of  new  arrival  in  filth,  certainly  in  disorder:  — 

M  j^Q^  —  Crosby  Street,  a  very  low  class  of  tenement  house,  bear- 
ing a  bad  reputation.  The  visitor  for  the  section  stated  that  it  was  the 
worst  house  and  inhabited  by  the  worst  people  he  had  ever  met  with, 
and  that  having  refused  relief  to  some  of  Uie  tenants,  he  was  afraid 
to  enter  it  •  •  .  Four  buildings,  two  front  and  two  rear,  each  six 
stories  high,  stood  separated  by  a  jrard  about  twenty  feet  in  width. 
•  •  .  The  rear  buildings  are  occupied  exclusively  by  Italians,  all  rag> 
pickers,  the  front  by  Irish  and  a  few  Germans.  An  investigation 
of  the  front  house  revealed  a  shocking  amount  of  dirt;  in  some 
instances  the  floors  were  invisible  under  the  refuse  and  garbage. 
OiM  family  represented  the  mother  as  out  at  work,  though  I  after- 
wards learned  she  was  in  her  bedroom  drunk,  while  the  youngest 
daughter,  half  nude,  was  sitting  on  the  floor  fairly  surrounded  by 
dirt,  and  the  eldest,  as  she  answered  my  questions,  held  her  hand 
over  her  nose,  which  I  could  see  was  bruised  and  bleeding.*' 
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It  hardly  needii  to  be  pointed  out  how  closely  these  descriptions 
of  the  early  type  of  Italian  immigrants  parallel  what  was  told  ua  of 
)  the  German  ^^chiffonnier"  population  of  the  forties  and  fifties;  and  yet 
^  to-day  the  German  is  looked  upon  as  so  many  degrees  higher  in  the 
/  scale  than  the  Italian  that  any  likeness  in  original  condition  between 
^       the  two  is  usually  overlooked. 

In  the  Italian  immigration,  following  the  advance  guard  of  rag- 
pickers and  organ-grinders,  came  a  vast  army  of  unskilled  day 
laborers  —  practically  the  same  class  that  the  early  Iiish  immigration 
afforded. 

It  is,  probably,  due  somewhat  to  remembrances  of  the  organ-grind- 
ing period,  that  our  impression  of  the  Italian  is  of  an  idle,  roving 
vagabond.  .  But  tO:day  the  laboring  class  makes  up  the  great  majority 
of  the  Italian  immigrant  population,  and  on  the  streets  and  railroads, 
and  in  construction  work  of  all  kinds,  is  taking  the  place  occupied 
by  the  Irish  forty  years  ago.  The  Italian  laborer  and  his  family 
may  be  said,  indeed,  to  be  more  steady  and  sober,  more  providenti 
more  generally  reliable  than  their  Irish  predecessors.  Untidy  in 
their  habits  they  undoubtedly  are,  although  not  so  much  so  as  the 
rag-pickers  who  preceded  them.  But  landlords  bear  testimony  to 
their  promptness  in  paying  rent,  and  to  their  general  good  care  of 
the  premises  they  occupy  —  that  is,  to  the  absence  of  the  special  grift 
of  destructiveness  that  seemed  to  incite  the  Irish  tenant  to  break 
everything  breakable  about  a  place. 

There  are  not  wanting  indications  to  show  that  the  Italian  immi- 
grant population  will  not  be  the  dead  weight  in  our  tenement  dis- 
tricts that  they  have  been  thought  likely  to  be.  While  the  newly 
^arrived  immigrant  is  a  day  laborer,  or  a  peddler,  his  son  is  likely  to 
want  to  be  something  else.  Italians  are  found  keeping  small  shops 
in  every  quarter  of  the  city,  —  for  fruit,  wine,  groceries,  candy,  ice- 
cream, etc.  They  keep  caf^s  and  restaurants  and  dry-goods  stores ; 
are  shoemakers,  watchmakei*s,  and  barbers.  The  Italian  boot-black 
has  distinctly  elevated  his  occupation,  bringing  to  it  better  appoint- 
ments, a  higher  standard  of  work,  and  a  ceitaiu  pride  in  keeping  up 
to  standards  that  makes  this  almost  an  artistic  profession.  Even  the 
fruit  peddlers  ^* compose'*  their  wares  in  harmonies  of  color  and 
arrangement  that  show  an  instinct  of  order  and  beauty  which  must 
certainly  come  to  something  under  favoring  circumstances. 

The  young  Italians,  boys  and  girls,  are  going  into  factories  like 
the  boys  and  girls  of  any  other  race;  the  boys  are  found  in  business 
offices  in  increasing  numbers;  the  girls  are  going  into  department 
stores,  dressmaking  and  tailoring  establishments,  and  so  on.  Many 
Italian  families  have  moved  out  of  the  city  altogether,  to  suburban 
places,  where  they  buy  property  and  become  prosperous  in  much  the 
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iMhion  of  the  Germans  before  them.     Many  such  families  are  to  be 
found  in  many  Long  IsUnd  and  Westchester  villages. 

The  Hebrew  immigrant,  like  the  Italian,  is  poor,  is  unclean  in  his"7 
personal  habits,  will  submit  to  excessire  overcrowding  when  he  first 
oomes  over ;  but,  like  the  Italian,  he  is  industrious,  saving,  careful  of  f-i 
property.    He  may  in  general  be  counted  on  to  pay  rent,  but  not  so  :l 
certainly,  perhaps,  as  the  Italian. 

The  Italian  immigrants  are,  when  they  come  here,  little  given  to 
drink  or  violence ;  the  Hebrews  even  less  so.    And  the  Hebrew,  like 
the  Italian,  is  distinctly  on  the  upward  road.    It  is  a  common  saying 
among  those  who  are  familiar  with  them  that  in  ten  years  the  Hester'    I    vi 
Street  family  has  moved  up  on  Lexington  Avenue.  -^    I 

Owing  partly  to  accident,  partly  to  differences  in  racial  character, 
the  Italian  and  Hebrew  demands  for  housing  have  been  met  in  a 
■omewhat  different  way.  Italians  have  found  their  way  largely  iutoV 
the  parts  of  the  city  previously  occupied  by  the  Irish  —  the  fourth,  X 
sixth,  eighth,  and  fourteenth  wards,  and  have  established  themselves 
in  the  old  ^^  front  and  rear  *'  tenement  already  abandoned  by  their 
Irish  occupants,  or  about  to  be  abandoned  in  consequence  of  the 
incoming  of  this  new  people.  The  Hebrews,  on  the  other  hand,  are 
especially  associated  with  the  big  ^double-decker"  or  ^dumb-bell'* 
tenement  These  houses  were  erected  in  gp-eat  numbers  on  the  East 
Side,  which  was  not  so  fully  taken  up  with  the  old  type  of  tene- 
ment as  the  wards  entered  by  the  Italians;  and  here  the  Hebrews 
made  their  way,  pushing  out  the  Germans  as  the  Italians  were  push- 
ing out  the  Irish.  In  1892  Vast  numbers  of  Hebrews  landed  here,  in  ^ 
ocmsequence  of  the  persecutions  in  Ru^a ;  and  the  stream  has  con- 
tinned  in  great  volume  ever  since.  And  since  1892  great  numbers  • 
of  the  big  ^*  dumb-bells "  have  been  erected,  replacing  the  smaller 
dwellings,  which  simply  could  not,  by  any  degree  of  crowding,  be 
made  to  hold  the  incoming  thousands.  Colonies  both  of  Italians  and 
Hebrews  have  been  started  in  Harlem,  and  there  the  ^  dumb-beUs  ** 
have  been  erected  for  both  races. 

There  is  a  noticeaUe  demand  on  the  part  of  both  Hebrews  and  ] 
Italians,  however,  for  a  better  class  of  housing,  as  is  shown  by  the  I 
erection  of  more  expensive  tenements  —  almost  **  apartment  houses '*  \ 
in  appearance  —  in  the  fourth  ward  and  elsewhere.     The  standard  of    1 
life  of  both  races  seems  to  rise  duly,  when  opportunity  permits.     An 
investigator  into  economic  conditions  in  tenement  families  testified    . 
before  the  Tenement  House  Commission  of  1894  that,  among  the  results    ! 
of  a  statistical  canvass  of  600  families  on  the  East  Side,  appeared  the 
tuci  that  an  increase  in  wage  marked  a  decrease  in  density  of  over- 
crowding in  every  case. 

One  drawback  to  improving  conditions  in  tenement  house  life  for 
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the  Hebrews  has  been  their  peculiar  devotion  to  the  occupation  of 
tailoring  —  to  the  ^  sweat-shop  system."  This  is  also  growing  among 
the  Italians  —  more  among  deserted  or  widowed  women,  as  a  stop- 
gap occupation,  however,  than  among  the  men  as  a  regular  trade,  as 
^  it  is  seen  among  the  Hebrews.  But  it  is  noticeable  how  few  of  the 
younger  generation  are  going  into  this  occupation.  In  time,  then,  it 
may  be  supposed  tliat  this  particular  form  of  occupation,  with  the 
evil  conditions  depending  on  it,  will  be  outgrown — a  process  which 
may  be  materially  hastened  by  proper  sanitary  laws  and  the  proper 
enforcement  of  tliem. 

Both  Hebrews  and  Italians  show  their  growing  share  in  the 
general  prosperity  by  the  rise  of  many  of  them  to  the  rank  of  sub- 
landlords and  landlords.  Many  if  not  most  of  the  large  tenement 
houses  now  going  up  for  the  accommodation  of  Jewish  immigrants 
are  erected  by  Jewish  speculators  who,  in  many  cases,  themselves 
began  life  in  this  country  in  the  tenements.  And  Italian  tenement 
house  property  is  largely  owned  by  Italians  of  a  similar  class. 

There  can  be  no  possible  doubt  that  the  tenement  house  exerts  a 
positively  harmful  effect  upon  these  newly  arriving  peoples,  who  are, 
in  the  main,  honest,  industrious,  and  temperate. 

In  the  first  place,  it  works  to  break  down  the  fairly  vigorous 
health  that  they  bring  with  them.  Dr.  Griscom,  in  his  *^  RepoH  on 
the  Sanitary  Condition  of  the  Laboring  People  "  in  1845,  set  forth 
very  strongly  the  loss  to  a  state  involved  in  the  debilitation  of  vigor  in 
its  laboring  classes.  As  he  found  it,  so  now,  it  is  impossible  to  show, 
in  a  brief  report,  anything  conclusive  as  to  this  loss  based  upon  death- 
rates.  It  seems  fairly  well  agreed  upon,  however,  that  the  Hebrews 
who  come  here  have  a  remarkable  tenacity  of  life,  but  are  rapidly 
becoming  tubercular  from  their  occupations,  and  life  in  the  tenement 
house  combined ;  that  of  the  Italians,  the  few  coming  here  from  city 
slums  appear  to  stand  the  conditions  well  enough,  but  the  vast  majority, 
who  are  from  the  country,  feel  tlie  effects  of  the  change  very  greatly. 
The  adult  laborer,  with  his  outdoor  occupation,  gets  along  fairly 
well ;  but  the  children  show  a  decided  tendency  to  anadmia  and 
rickets. 

The  most  serious  evil  is  wrought  by  bringing  sober,  decent,  orderly 
people,  as  most  of  the  new  immigrants  are,  in  contact,  in  the  tenement 
house,  with  the  corrupted  remnant  of  an  earlier  generation.  Not  until 
very  lately  have  the  Jews  and  Italians  been  street-walkers  and  rowdies. 
With  everything  arranged  to  favor  their  becoming  so,  it  is  no  wonder 
that  some  fall  into  the  traps  laid  for  them.  In  the  ''Big  Flat"  of 
notoriously  evil  memory  was  to  be  seen  this  mixture  of  races,  this 
mingling  of  good  and  bad. 

In  this  house,  six  stories  high,  on  the  first  floor,  as  described  in 
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1886f  wore  *^  roonui  for  fourioon  families,  and  they  are  mostly  occupied 
by  low  womeu  and  street-walkers.  .  •  •  The  hallways  are  hang-outs 
for  all  the  hoodlums  of  the  neighborhood.  .  .  .  You  will  never  see 
any  of  the  tenants  living  above  the  second  floor  standing  around 
the  lower  floor  or  doors.*'  The  quiet,  respectable  people  referred 
to  as  living  on  the  upper  floors  wera  largely  Polish  Jews.  The  .- 
anything  but  respectable  inhabitants  of  the  lower  floors  were  of 
native  birth,  if  a  i-ecord  of  arrests  made  in  that  building  is  any 
indication. 

A  better  housing  system  —  some  little  forethought  in  providing 
properly  for  the  needs  of  new  immigrants  —  would  do  away  with  many 
of  Uiese  evils;  it  would  prevent  tlie  positive  dragging  down  of  peoples  ^ 
that  have  much  of  promise  in  them  when  they  come.  It  is  probably 
impossible  to  do  away  with  the  tenement  house  altogether.  Large 
numbei-s  of  people  must  live  within  a  comparatively  short  distance 
of  the  heart  of  the  city,  on  account  of  their  occupations.  The  new 
races  coming  in  are,  besides,  distinctly  gregarious  in  their  habits,  as 
it  is  the  normal  tendency  of  mankind  to  be.  The  Anglo-Saxon  race 
is  perhaps  the  only  one  that  has  shown  any  decided  taste  for  personal 
isolation.  The  Scandinavian  shows  some  traces  of  it.  The  German 
can  put  up  with  an  isolated  life  for  a  time,  to  gain  a  special  end,  but 
he  does  not  enjoy  it  especially. 

Many  efforts  have  been  made  to  induce  immigration  from  the  city, 
and  colonization  in  country  places ;  but  these  have  never  succeeded, 
and  probably  never  will  succeed  on  a  large  scale. 

There  is  no  doubt,  however,  that  the  tenement  house  could  be 
vastly  improved  —  could  be  made, perhaps,  fairly  wholesome;  and 
that  the  foreign  immigrant  could  be  made  a  satisfactory  tenant  in  it. 
And  there  is  every  reason  to  suppose,  further,  that  with  proper  sur- 
roundingp  within  and  without  the  tenement,  he  may  be  trained  up 
rapidly  to  be  a  good  citizen,  as  he  is  now  struggling  to  be  through ' 
the  hindrances  laid  in  his  way  by  the  greed  of  landlords  and  the  / 
neglect  of  municipal  governments. 
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THE  PROCEEDINGS  OF  THE  COMMISSION 

The  Tenement  House  Commission,  appointed  under  the  aathoritj  of 
Chapter  279  of  the  Laws  of  1900,  submits  herewith  the  following  sum- 
marized account  of  its  proceedings. 

The  law  under  which  it  was  appointed  is  as  follows :  — 

••CHAPTER  279  OF  TUB   LAWS  OF   1900 

^  Ak  Act  appointing  a  committee  to  examine  into  the  tenement  house  ques- 
tion in  cities  of  the  first  class,  and  to  report  to  the  next  legislature  a 
code  of  tenement  house  laws. 

''  Became  a  law  April  4,  1900,  with  the  approval  of  the  governor. 

••  PMMd,  three-flftbt  being  present. 

*'  7^  People  of  the  StcUe  of  New  Tork,  represented  in  Senate  and 
AuenMyf  do  enact  as  foUowe:  — 

"  Sbotion  1.  The  governor  of  the  state  of  New  York  is  herewith 
authorized  and  empowered  to  appoint  a  commission  to  be  known  as 
the  tenement  house  commission.  Said  commission  shall  elect  a  chair- 
man and  appoint  a  secretary ;  it  may  employ  such  counsel,  assistants 
and  experts  from  time  to  time  as  it  may  deem  necessary.  The  total 
expense  of  the  committee  shall  not  exceed  the  sums  hereinafter  appro- 
priated. It  may  fix  the  number  of  commissioners  necessary  for  a 
Quorum,  make  rules  for  its  government  and  direction  of  its  work,  and 
nil  the  vacancies  in  the  commission  caused  by  death  or  otherwise. 

''  Sbc.  2.  The  duties  of  said  commission  shall  be  to  make  a  careful 
examination  into  the  tenement  houses  in  cities  of  the  first  class;  their 
condition  as  to  the  construction,  health  fulness,  safety,  rentals  and 
the  effect  of  tenement  house  life  on  the  health,  education,  savings 
and  morals  of  those  who  live  in  tenement  houses,  and  all  other  phases 
of  the  so-called  tenement  house  question  in  these  cities  that  can  affect 
the  public  welfare. 

"  Sbc.  3.  The  commission  shall  have  power  to  subpoena  witnesses 
before  it,  with  or  without  papers,  by  a  subpoena  signed  by  the  chair- 
man, to  administer  them  oaths  and  to  compel  their  attendance  by 
attachment  to  be  issued  on  the  order  of  the  commission  and  served 
by  any  policeman  of  said  cities ;  witnesses  shall  be  paid  the  fee  paid 
witnesses  in  courts  of  record. 

<<  Sbc.  4.  The  members  of  the  commission  shall  receive  no  compen- 
sation for  their  services,  but  the  expenses  and  disbursements  ineoned 
by  them  in  the  dischar^  of  their  duties  as  said  commissioners  shall 
be  paid.  The  commission  shall  have  power  to  fix  the  compensation 
of  its  counsel  and  other  employees. 

9S 
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'<  Sso.  6.  Said  commission  shall  make  a  full  report  of  its  work  to 
the  next  legislature  at  its  oi>ening  or  as  soon  thereafter  as  practi- 
cable, with  such  recommendations  as  it  deems  wise  to  enable  the  best 
and  highest  possible  condition  for  tenement  house  life  in  said  cities 
to  be  attained,  and  the  commission  shall  cease  to  exist  when  such 
report  is  made. 

<'  Seo.  6.  The  sum  of  ten  thousand  dollars  is  hereby  appropriated 
out  of  any  moneys  in  the  treasury  not  otherwise  appropriated  for  the 

Surpose  of  carrying  out  the  provisions  of  this  act    The  enenses, 
isbursements,  payment  of  counsel  fees  and  compensation  of  other 
employees  of  the  commission  shall  be  made  on  the  approval  of  the 
chairman  of  the  commission  and  the  audit  of  the  comptroller. 
**  Sso.  7.   This  act  shall  take  effect  immediately.'' 

The  Commission  was  appointed  on  April  16  by  the  governor,  the  follow- 
ing persons  being  named  as  members :  Raymond  F.  Almindl,  Hugh  Bonner, 
Paul  D.  Cravath,  Robert  W.  de  Forest,  William  A.  Douglas,  Otto  H. 
Eidlitz,  George  B.  Fowler,  F.  Norton  Ooddard,  E.  R.  L.  Oould,  Williams 
Lansing,  William  J.  O'Brien,  James  B.  Reynolds,  I.  N.  Phelps  Stokes, 
Myles  Tiemey,  and  Alfred  T.  White.  Dr.  Gould  bein^  unable  to  accept 
the  appointment,  Mr.  Charles  S.  Brown  was  appointed  in  his  place.  The 
Commission  held  its  first  meeting  on  April  20.  At  this  meeting  a  per- 
.  manent  organization  was  effected  by  the  election  of  Mr.  Robert  W.  de  Forest 
as  Chairman  of  the  Commission.  On  April  26  Mr.  Lawrence  Veiller 
was  appointed  Secretary,  and  at  a  later  date  Mr.  Edward  B.  Whitney  was 
appointed  Counsel  and  Mr.  Winthrop  E.  Dwight,  Associate  CounseL  At 
an  early  date  members  of  the  Commission  personally  visited  different  types 
of  tenement  houses,  both  in  this  city  and  in  Buffalo,  so  as  to  acquaint 
themselves  with  the  evils  sought  to  be  remedied. 

The  Commission  at  once  familiarized  itself  with  the  work  done  by 
previous  Commissions,  and  to  this  end  had  prepared  a  history  of  the  entire 
movement  for  tenement  house  reform  from  1834  until  the  present  time. 
It  was  also  important  for  the  Commission  to  know  precisely  what  laws 
had  been  enacted  at  different  times  in  regard  to  this  subject,  and  what 
changes  had  taken  place  in  these  laws.  Accordingly,  a  history  of  all  tene- 
ment house  legislation  in  this  State  from  1852  to  the  present  time  was 
prepared,  showing  the  development  of  tenement  house  regulation,  includ- 
ing all  the  changes  that  had  taken  place  within  that  period  either  by  State 
law  or  municipal  ordinance.  The  Commission  also  had  collected  the  laws 
of  all  the  leading  American  cities  bearing  upon  this  subject,  and  had  pre- 
pared a  special  report  on  housing  conditions  in  twenty-seven  of  the  largest 
cities,  as  well  as  a  comparative  study  of  the  different  tenement  house 
regulations  in  each  of  them.  It  has  also  had  prepared  a  similar  report  on 
housing  conditions  and  tenement  house  regulations  in  leading  European 
cities.  All  of  these  matters  have  been  embodied  in  special  reports  form- 
ing part  of  the  report  of  the  Coininission. 

Early  in  its  work  the  Commission  conferred  with  members  of  previous 
Tenement  House  Commissions,  and  with  others  who  had  given  special 
attention  to  this  subject. 

On  May  14,  1900,  the  following  subcommittees  were  appointed: 
1st  On  Tenement  House  Construction  —  I.  N.  Phelps  Stokes,  Chairman, 
and  Messrs.  Alroindl,  Bonner,  Eidlitz,  Fowler,  Tierney,  and  Brown.  2d.  On 
Moral  and  Social  Influence  of  Tenement  House  Life — James  B.  Reynolds, 
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Chairman,  and  Meears.  Gk>ddard,  Alroiralli  and  Fowler,  dd.  On  Tene- 
ment House  Labor — James  B.  Bevnolds,  Chairman^  and  Messrs.  God- 
daid,  (VBrien,  and  Stokes.  4th.'  On  Housing  Conditions  in  Buffalo  — 
Messrs.  William  A.  Douglas  and  Williams  Lansing.  5th.  Ezeoutire  Com- 
mittee—  The  Chairman  and  Vice-Chairman,  also  Messrs.  Bonner,  Bqr- 
nolds,  Tiemej,  White,  and  Stokes. 

At  an  early  date  the  Commission  sought  and  obtained  from  the  differ- 
ent city  officials  charged  with  the  enforcement  of  the  tenement  house  laws 
a  frank  expression  of  their  views  upon  this  important  subject,  and  on 
June  20  a  conference  was  had  with  the  heads  of  these  aepartments. 
There  were  present  at  this  conference  Messrs.  Thomas  J.  Brady,  John 
•  ^  Ouilfoyle,  and  Daniel  Campbell,  Commissioners  of  Buildings  for  the 
Boroughs  of  Manhattan  and  the  Bronx,  Brooklyn,  Queens  and  Richmond 
respeotiTely ;  also.  Dr.  Charles  F.  Roberts,  Sanitary  Superintendent  of 
the  Department  of  Health,  Fire  Chief  Edward  F.  Croker,  and  Mr.  Augus- 
tas Docharty,  Secretary  of  the  Fire  Department 

The  Commission  came  to  the  conclusion  at  an  early  period  that  it  was 
out  of  the  question  to  investigate  all  the  tenement  houses  in  the  city,  as 
there  were  over  82,000  of  such  buildings.  It  was  deemed,  however,  very 
desirable  to  ascertain  to  what  extent  tenement  house  evils  were  due  to 
y  defect  of  law,  and  to  what  extent  to  its  non-enforcement  It  was  there- 
fore decided  to  inspect  practically  all  the  new  tenement  houses  in  course 
of  construction  in  the  city.  Such  an  inspection  was  made,  and  the  results 
of  this  inspection  have  been  embodied  in  a  special  re^rt  appended  to  the 
report  of  the  Commission ;  1046  buildings  were  thus  mspected. 

In  regard  to  the  existing  tenement  houses,  the  evils  were  so  generally 
well  known  that  it  was  not  deemed  advisable  or  necessary  to  enter  into  a 
very  detailed  examination  of  these  buildings.  Accordinglv,  therefore,  the 
Commission  decided  that  with  the  means  and  time  at  their  disposal  it 
would  be  wise  to  confine  such  an  investigation  to  a  few  typical  blocks  in 
different  (quarters  of  the  city,  and  to  ascertain  whether  the  laws  in  refer- 
ence to  existing  buildings  were  being  enforced  in  the  more  imix>rtant  par- 
ticulars. Eight  blocks,  comprising  327  buildings,  located  in  distinctively 
tenement  districts,  and  in  different  quarters  of  the  city,  were  selected.  In 
•electinff  these  blocks,  attention  was  given  to  the  fact  that  they  contained 
nearly  ul  the  different  types  of  tenement  houses  erected  at  different  times 
in  this  city.  Similar  investigations  of  155  typical  tenement  houses  were 
made  in  different  parts  of  Brooklyn,  Queens,  and  Richmond. 

It  was  also  decided  to  have  a  special  examination  made  of  the  rear 
tenement  houses,  esi^ecially  the  so-called  **  back  to  back  "  rear  tenements. 
These  buildings  had  been  given  special  attention  by  the  Committee  of 
1894,  and  had  been  severely  condemned.  As  a  result  of  this  condemna- 
tion, the  Ikmrd  of  Health,  in  1806,  condemned  or  had  permanent!  v  vacated 
about  a  hundred  of  such  buildings.  The  Commission  therefore  decided  to 
ascertain  whether  there  were  any  more  buildings  of  this  kind  in  the  city, 
and  with  this  end  in  view,  all  such  buildings  were  examined ;  438  inspeo- 
tions  of  such  houses  were  made,  involving  644  tenement  houses. 

It  was  also  deemed  desirable  to  have  an  inspection  made  of  the  tene- 
ment houses  in  the  Boroughs  of  Manhattan  and  Brooklyn,  and  also  in 
Qneens  and  Richmond,  in  regard  to  the  question  of  fire-escapes,  so  as  to 
determine  whether  such  buildings  were  properly  equipped,  and  whether 
the  fire-escapes  were  badly  encumbered  or  not 
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In  Manhattan  the  entire  seventeenth  ward  was  examined^  and  a  poi^ 
tion  of  the  seventeenth  ward  in  Brooklyn  was  similarly  examined,  as  well 
as  parts  of  Queens  and  Richmond.  In  sul,  1726  houses  were  thus  inspected. 
The  results  of  these  examinations  have  been  presented  in  the  form  of  a 
special  report. 

A  sanitary  inspection  of  typical  tenement  houses  in  the  Boroughs  of 
Manhattan  and  the  Bronx,  as  well  as  Brooklyn,  was  also  made,  and  these 
results  have  been  set  forth  in  a  special  paper.  Over  100  actual  inspec- 
tions of  tenement  houses  were  thus  made,  affecting  337  buildings. 

In  order  to  determine  how  tenement  houses  should  be  constructed  iu 
regard  to  safety  from  fire,  it  became  uecessarv  to  ascertain  how  fires  ordi- 
narily spread  through  tenement  houses,  aud  also  to  know  a  number  of 
other  facts  having  a  bearing  upon  this  subject.  To  determine  these 
facts  it  was  found  necessary  to  examine  over  60,000  records  of  tiie  Fire 
Department. 

The  Commission  has  also  had  tabulated  very  complete  and  full  statis- 
tics in  reference  to  the  42,700  tenement  houses  in  the  Borough  of  Manhat- 
tan, which  has  involved  the  counting  and  tabulation  of  427,(K)0  records. 

The  Commission  also,  in  addition  to  its  investigation  of  tenement 
house  fires,  has  caused  an  investigation  to  be  made  to  ascertain  the  num- 
ber of  wooden  air  shafts  in  the  tenement  houses  in  the  city.  This  investi- 
gation has  affected  about  2600  tenement  houses. 

Early  in  June  a  printed  list  of  forty-seven  different  questions  was  pre- 
pared by  the  Commission.  These  questions  dealt  with  practically  all  of 
the  more  important  points  of  tenement  house  construction  in  regard  to 
which  change  in  the  law  might  be  desirable. 

About  1600  circulars  were  sent  out  to  every  person  known  to  have  any 
special  interest  in  the  subject  of  tenement  house  reform,  and  also  to  archi- 
tects, builders,  owners  of  tenements,  aud  especially  to  the  owners  of  every 
tenement  house  for  which  plans  had  been  filed  in  the  Department  of  Build- 
ings since  January  1, 1900 ;  also  to  real  estate  agents,  insurance  agents,  physi- 
cians, dwellers  in  tenements,  settlement  workers  living  in  tenement  districts, 
and  charitable  societies,  as  well  as  to  the  different  labor  organizations. 
Accompanying  these  circulars  was  a  letter  requesting  an  expression  of 
opinion,  not  only  upon  the  special  points  involved  in  the  list  of  questions, 
but  also  requesting  general  recommendations  to  the  Commission.  A  copy 
of  this  circular  will  be  found  in  Appendix  X.  This  circular  was  made  pub- 
lic in  the  press,  and  was  given  widespread  attention  throughout  the  coun- 
try. Over  a  hundred  different  persons  sent  written  replies,  involving  over 
4700  definite  answers.  The  suggestions  made  in  this  manner  to  the  Com- 
mission were  of  great  value  in  helping  them  to  determine  what  was  the 
public  sentiment  in  regard  to  the  different  questions  involved,  and  also 
were  of  great  assistance  in  enabling  them  to  make  definite  recommenda- 
tions.   All  these  suggestions  have  been  carefully  considered. 

Foremost  among  these  was  a  suggestion  made  at  the  very  beginning  of 
the  Commission's  work  by  Mr.  R.  Fulton  Cutting,  in  reference  to  encour- 
aging the  building  of  better  tenements  by  exempting  from  taxation  build- 
ings properly  constructed. 

A  suggestion  along  very  similar  lines  was  also  made  to  the  Commission 
bv  Dr.  £.  B.  L.  Gould,  the  President  of  the  City  and  Suburban  Homes 
Ciompany,  in  his  testimony  to  the  effect  that  the  present  tax  laws  unjustly 
discriminated  against  corporations  whose  capital  was  invested  in  improved 


98  APPENDIX  I 

in  all  new  tenement  houses.  In  regard  to  bathing  facilitiesi  there  was  a 
great  variety  of  recommendationSi  varying  from  requiring  a  private  bath 
for  each  family  to  requiring  a  series  of  common  baths  in  the  basement. 
Other  suggestions  along  these  lines  were :  Making  it  compulsory  to  have  a 
movable  partition  between  the  wash-tubs ;  that  the  wasn-tubs  should  be 
made  at  least  four  feet  long,  so  that  thev  could  be  used  as  a  bath,  and  that 
no  water  tax  should  be  placed  upon  such  tub,  or  tubs  with  movable  parti* 
tions.  Another  person  urged  that  it  should  be  compulsory  for  the  land- 
lord to  furnish  hot  water  for  bathing  purposes.  Other  recommendations 
of  equidly  wide  range  and  varying  degrees  of  usefulness  have  been  made 
to  the  Commission. 

The  Commission  has  held  eight  public  hearings,  the  testimony  taken 
at  these  hearings  amounting  to  about  1000  pages.  One  of  these  hearings 
was  held  in  Buffalo  and  the  other  seven  in  ^ew  York. 

The  hearing  in  Buffalo  was  held  at  the  Hotel  Iroquois  on  October  27, 
at  11  A.M.,  and  the  following  persons  were  present,  most  of  whom  testified 
before  the  Commission:  Dr.  D.  J.  Constantine,  the  Tenement  House 
Inspector  of  the  Board  of  Health ;  Dr.  Ernest  Weude,  President  of  tiie 
Bosird  of  Health ;  Captain  John  W.  Byan,  of  the  eighth  precinct  of  polioe : 
Fire  Chief  McConuell ;  Miss  Mary  E.  Kemington,  manager  of  an  improvea 
tenement  house ;  Mrs.  Bernard  Bartow  and  Miss  Viola  Bryant,  of  the 
State  Charities  Aid  Association ;  Mr.  T.  Guilford  Smith,  President  of  the 
Buffalo  Charity  Organization  Society ;  Mr.  Frederick  Almy,  Secretary,  and 
Miss  Marion  I.  Moore,  Assistant  Secretarv  of  the  Buffalo  Chai-ity  Organiza- 
tion Society ;  Mrs.  James  B.  Parke,  of  the  Women's  Union ;  Miss  Emily 
S.  Holmes,  head-worker  of  the  Westminster  House  Settlement ;  Ins^tors 
Edward  O.  Burns  and  Adam  Meister,  of  the  Buffalo  Charity  Organization 
Society ;  Miss  Louise  Montgomery  and  Miss  Florence  L.  Pease,  of  Wel- 
come Hall  Settlement;  Dr.  John  H.  Pryor,  Mr.  Martin  F.  Murphy, 
President  of  the  State  Federation  of  Labor ;  Mr.V.  Altman,  business  agent 
of  the  Garment  Workers ;  and  a  number  of  other  representatives  of  labor 
organizations,  and  many  other  citizens. 

.  Many  of  those  testifying  urged  that  a  number  of  old  buildings  in  the 
lower  part  of  the  city  should  be  condemned  as  not  fit  for  habitation,  and 
that  others  should  be  provided  with  adequate  fire-escapes.  Several 
witnesses  testified  that  in  the  Polish  section  of  the  city  there  was  over- 
crowding in  certain  cases,  but  that,  as  a  rule,  the  great  majority  of  the 
Poles  lived  in  small  oiio  story  and  one  and  ono-half  story  wooden  cottages 
containing  but  one  family,  and  that,  in  many  cases,  the  houses  were  owned 
by  the  occupants. 

A  number  of  witnesses  expressed  the  opinion  that  a  tenement  house 
svstem  was  not  necessary  in  the  city  of  Buffalo,  and  that  such  a  system 
should  be  discouraged ;  that  it  was  essential  to  a  right  state  of  civilization 
that  people  should  live  in  separate  houses  and  have  their  own  homes,  and 
that  the  great  majority^  of  people  in  Buffalo  did  so. 

The  first  hearing  m  New  York  was  held  on  November  16,  and  was 
devoted  entirely  to  the  subject  of  the  Tenements  and  Tuberculosis,  and 
upon  that  occasion  the  following  witnesses  testified :  Dr.  John  H.  Pryor,  of 
Buffalo,^  Dr.  Herman  M.  Biggs,  of  the  Department  of  Health;  Dr.  Alfred 
Meyer;  Mr.  Lee  K.  Frankel,  Manager  of  the  United  Hebrew  Charities: 
Dr.  S.  A.  Knopf;  Dr.  Alfred  B.  Ouerard;  and  Mr.  Frank  Tucker,  Gtonexal 
Manager  of  the  Association  for  Improving  the  Condition  of  the  Poor. 


APPENDIX  I  99 

The  second  hearing  was  held  on  November  24,  and  was  deroied  to 
the  subject  of  the  General  Evils  of  the  Tenement  House  System.  Among 
the  witnesses  who  testified  before  the  Commission  at  this  hearing  were  the 
following:  Dr.  Elgin  R.  L.  (}ould,  President  of  the  City  and  Suburban 
Homes  Company;  Bir.  Jacob  A.  Riis,  author  of  ''How  the  Other  Half 
liiveB/*  and  other  books  on  this  subject;  Miss  Lillian  D.  Wald,  head- 
worker  of  the  Nurses'  Settlement;  Mr.  Ernest  Flaffg,  Architect,  and 
author  of  <<  The  Tenement  House  Evil  and  Its  Cure  " ;  Mrs.  V.  G.  Simkho- 
witch,  head-worker  of  Friendly  Aid  Settlement;  Rev.  W.  T.  Elsing,  of  the 
De  Witt  Memorial  Church ;  Miss  M.  M.  Brown,  of  the  Nurses'  Settlement ; 
Miss  Elizabeth  S.  Williams,  head-worker  of  the  College  Settlement;  Dr. 
L.  Neuhof,  physician  of  the  Good  Samaritan  Dispensary. 

At  the  third  hearing,  held  on  November  26,  the  subject  of  the 
(General  Evils  of  the  Tenement  House  System  was  continued.  Among 
the  persons  who  testified  were  the  following ;  Miss  Agnes  Daley,  formerly 
of  the  College  Settlement  and  a  resident  in  a  new  tenement  house  for 
nine  months;  Mr.  Henry  Moscowitz,  a  tenement  house  dweller j  Rev. 
Gaylord  S.  White,  pastor  of  a  church  in  one  of  the  tenement  house  districts 
in  Brooklyn ;  Mr.  Frank  Tucker,  of  the  Association  for  Improving  the 
Condition  of  the  Poor ;  Mrs.  J.  A.  Miller,  a  tenement  house  dweller  for 
twelve  years ;  Mr.  A.  A.  Hill,  head-worker  of  a  settlement  on  the  West  Side 
of  the  city ;  Mr.  Edward  T.  Devine,  General  Secretary  of  Uie  Charity 
Organization  Society;  Mrs.  Florence  Kelly,  Secretary  of  the  Nationiu 
Consumers'  League,  and  formerly  chief  factory  inspector  of  the  State  of 
Illinois. 

The  fourth  public  hearing  of  the  Tenement  House  Commission  was  held 
on  November  29,  and  was  devoted  to  the  special  subject  of  Vice  in 
Tenement  Districts.  Among  the  persons  who  testified  at  this  hearing 
were  the  following:  Mr.  Emil  Fuchs,  a  tenement  house  dweller;  Dr. 
Pierre  Siegelstein,  a  physician  living  in  tenement  house  districts ;  Rev. 
Robert  L.  Paddock,  of  the  Pro^athedral  Church  ;  Miss  Ruth  Price,  of  the 
Rescue  Army ;  Professor  Felix  Adler ;  Mrs.  Charles  R.  Lowell ;  Mr.  Henry 
Moscowitz,  a  tenement  house  dweller  ;  Mr.  Orrin  B.  Booth,  of  the  Rescue 
Army ;  Rev.  Francis  J.  Clay  Moran  of  the  Church  Association  for  the 
Advancement  of  the  Interests  of  Labor ;  Mr.  George  W.  Morgan,  Secre- 
tary of  the  Committee  on  Public  Morality. 

The  fifth  public  hearing  of  the  Tenement  House  Commission  was  held 
on  November  M,  and  was  devoted  to  the  special  subject  of  Tenement 
House  Labor.  Among  the  persons  who  testified  were  the  following :  Mrs. 
Frederick  Nathan,  President  of  the  Consumers'  League ;  Mr.  Henry  White, 
Secretary  of  the  National  Garment  Workers  of  America ;  Rev.  Francis  J. 
Moran ;  Mr.  Meyer  Schoenfeld,  formerly  of  the  Garment  Mskers'  Union  ; 
Mr.  H.  Grossman,  nusinoss  Agent  of  the  Cloak  Makers'  Union  ;  Mr.  Moses 
de  Costa,  of  the  Cigar  Makers'  Union;  Mr.  Daniel  S.  Jacobs,  of  the  Cigar 
Makers'. 

The  sixth  public  hearing  of  the  Tenement  House  Commission  was  held 
on  December  10.  The  hearing  was  devoted  to  the  subject  of  the  Enforce- 
ment of  the  Law  in  Rej^d  to  the  Construction  of  New  Buildings.  Among 
the  persons  who  testified  were  the  following:  Mr.  Thomas  J.  Bradv, 
Commissioner  of  Buildings  for  Manhattan  and  the  Bronx :  Mr.  John  A. 
Dooner,  Superintendent  of  Buildings  for  the  Boroughs  of  Mannattan  and  the 
Bronx ;  Mr.  John  Guilf oyle,  Commissioner  of  Buildings  for  the  Borough 
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of  Brooklyn ;  Mr.  Daniel  Campbell,  Commissioner  of  Buildings  for  the 
Boroughs  of  Queens  and  Bichmond. 

The  seventh  public  hearing  of  the  Tenement  House  Commission  was 
held  on  December  11,  and  the  hearing  was  devoted  to  the  question  of  the 
Enforcement  of  the  Tenement  House  Laws  by  the  Building  and  Health 
Departments.  Among  the  witnesses  who  testified  were  the  following: 
Mr.  Michael  C.  Murphy,  President  of  the  Department  of  Health;  Mr. 
Eugene  Otterbourg,  Assistant  Corporation  Counsel,  assigned  to  the  Depart- 
ment of  Buildings ;  Dr.  Charles  F.  Roberts,  Sanitaiy  Superintendent  of 
the  Department  of  Health;  Dr.  Frederick  H.  Dillingham,  Assistant 
Sanitary  Superintendent  of  the  Department  of  Health  for  the  Borough  of 
MaiihatUui ;  Dr.  Kobert  A.  lUack,  Assistant  SuniUiry  Sui)erintendent  of 
the  Department  of  Health  for  the  Borough  of  Brooklyn ;  Dr.  J.  L.  Feeny, 
Assistant  Sanitary  Superintendent  of  the  Department  of  Health  for  the 
Borough  of  Richmond. 

The  Commission  has  at  all  times  sought  to  place  itself  in  an  attitude  of 
cooperation  with  all  societies  and  individuals  and  has  had  frequent  con- 
ferences with  different  bodies  as  to  matters  affected  by  the  tenement  house 
question. 

The  Commission  is  under  great  obligation  to  the  following-named  per- 
sons, who  have  conducted  special  examinations  at  its  request,  viz. :  Dr. 
Hermann  M.  Biggs,  Mr.  H.  L.  Cargill,  Miss  Kate  Holladay  Claghom,  Dr. 
Elgin  R.  L.  Gould,  Dr.  Arthur  B.  Guerard,  Mr.  John  Todd,  Mr.  Frank 
Tucker,  and  Mr.  Albert  L.  Webster. 

The  Secretary,  as  well  as  the  Counsel  and  Associate  Counsel,  have  taken 
part  in  almost  all  its  deliberations,  and  have  had  quite  as  much  part  in 
making  and  framing  its  conclusions  as  if  each  of  them  had  been  entitled 
to  a  personal  vote.  It  would  belittle  their  services  to  make  them  the 
subject  of  any  special  commendation. 

The  Commission  also  wishes  to  express  its  indebtedness  to  those 
employees  who,  by  their  faithful,  careful,  efficient,  and  conscientious  work, 
have  helped  to  make  the  labors  of  the  Commission  successful,  and  to  this 
end  desires  to  mention  for  special  commendation  the  following  persons : 
Miss  M.  L.  Acton,  Mr.  William  J.  Crawford,  Miss  Helen  Herold,  Mr. 
George  E.  Jennings,  Jr.,  Miss  L.  J.  Moulton,  Mr.  Charles  Mohr,  and  Mr. 
W.  A.  Robertson. 
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THE  PROPOSED  CODE  OF  TENEMENT  HOUSE  LAWS» 


Ik  prej^Qg  this  Code  the  Gommiseion  haa  sought  to  arrange  and 
classify  it  in  such  way  as  to  make  it  perfectly  clear  to  eyerr  person  who 
may  have  occasion  to  use  it,  and  to  this  end  has  divided  toe  Code  into 
chapters,  grouping  the  different  parts  in  such  divisions  as  fire  proTisions, 
light  and  ventilation  provisions,  sanitary  provisions,  remedies,  etc.  Under 
each  chapter  it  has  been  sought  to  separate  the  provisions  relating  entirely 
to  new  buildings  from  those  which  relate  to  existing  tenement  houses. 
Following  each  section  in  which  important  changes  have  been  made  will  be 
found  a  statement  calling  attention  to  these  changes  and  pointing  out  some 
of  the  chief  reasons  for  theuL 

**  Ak  Act  in  relation  to  Tenement  Houses  in  the  City  of  New  York. 

"  I7k€  People  of  the  StaU  of  New  York  repn9efUed  in  SenaU  and  AuewMy 
do  enad  as  foUowe : 

••CHAPTBB  L    DSFDHTIONS 

**  Ssonoir  1.  Application.  All  the  provisions  of  this  act  hare  reference 
only  to  the  dty  of  N^ew  York.* 

«  Sbc.  2.  D^itione.  Certain  words  used  in  this  act  are  defined  for  the 
purposes  thereof  as  follows : 

**  (1.)  A  tenement  house  is  any  house  or  building,  or  portion  thereof, 
which  is  rented,  leased,  let  or  hired  out,  to  be  occupied,  or  is  occupied  as 
the  home  or  residence  of  three  families  or  more  living  independently  of 
each  other,  and  doing  their  cooking  upon  the  premises,  or  by  more  than 
two  families  upon  any  floor,  so  living  and  cooking,  but  having  a  common 
right  in  the  halls,  stairways,  yards,  water-closets  or  privies,  or  some  of 
them." 

This  is  the  definition  in  the  Charter.  This  is  also,  in  principle,  the 
definition  in  Chicago,  Philadelphia,  St  Louis,  Boston^  Baltimore, 
Buffalo,  San  Francisco,  Milwaukee,  Washington,  Minneapolis, 
Providence,  Kansas  City,  Mo.,  Denver,  and  Syracuse,  with  alight 
differences  in  some  of  the  cities  as  to  the  number  of  famibes, 
which  varies  between  three  and  five. 

''  (2.)  A  yard  is  an  open  unoccupied  space  on  the  same  lot  with  a  tene- 
ment house,  between  the  extreme  rear  line  of  the  house  and  the  rear  line 
of  the  lot 

1  This  code  as  tdopled  hj  the  LMialatnre  is  to  be  foand  in  Chapter  884  of  the  laws 
of  1901  of  the  State  of  New  York.  Farther  amendments  to  it  are  to  be  found  In  Chap- 
ter 66S  of  the  lawa  of  1901,  Chapter  868  of  the  laws  of  1908,  and  Chapter  179  of  the  lawe 
of  1908. 

•  As  finally  sabmitied  bv  the  Commiadon  and  enaoted,  it  applied  to  dties  of  the 
fini  olaas,  and  not  to  New  York  alone. 
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*'  (3.)  A  court  is  an  open  unoccupied  space,  other  than  a  yard,  on  the 
same  lot  with  a  tenement  house.  A  court  not  extending  to  the  street  or 
yard  is  an  inner  court.  A  court  extending  to  the  street  or  yard  is  an  outer 
court.  If  it  extends  to  the  street  it  is  a  street  court  If  it  extends  to 
the  yard  it  is  a  yard  court. 

<<(4.)  A  shaft  includes  exterior  and  interior  shafts,  whether  for  air, 
light,  elevator,  dumbwaiter,  or  any  other  purpose.  A  vent  shaft  is  one 
used  solely  to  ventilate  or  light  a  water-closet  compartment  or  bathroom. 

<<  (6.)  A  public  hall  is  a  hall,  corridor  or  passageway  not  within  an 
apartment. 

<<  (6.)  A  stair  hall  includes  the  stairs,  stair  landings  and  those  portions 
of  the  public  halls  through  which  it  is  necessary  to  pass  in  going  between 
the  entrance  floor  and  the  roof. 

''(7.)  A  basement  is  a  story  partly  but  not  more  than  one-half  below 
the  level  of  the  curb. 

<<  ^8.^  A  cellar  is  a  story  more  than  one-half  below  the  level  of  the  curb. 

''(9.)  A  fireproof  tenement  house  is  one  the  walls  of  which  are  con- 
structed of  brick,  stone,  iron  or  other  hard  incombustible  material,  and  in 
which  there  are  no  wood  beams  or  lintels,  and  in  which  the  floors,  roofs, 
stair  halls  and  j^ublic  halls  are  built  entirely  of  brick,  stone,  iron  or  other 
hard  incombustible  material,  and  in  which  no  woodwork  or  other  inflam- 
mable material  is  used  in  any  of  the  partitions,  f  urrings  or  ceilings.  But 
this  definition  shall  not  be  construed  as  prohibiting,  elsewhere  than  in  the 
stair  halls  or  entrance  halls,  the  use  6f  wooden  flooring  on  top  of  the  fire- 
proof floors  or  the  use  of  wooden  sleepers,  nor  as  prohibiting  wooden  hand- 
rails and  hardwood  treads  such  as  described  in  Section  18  of  this  act. 

<<(10.^  The  word  shall  is  always  mandatory,  and  not  directory,  and 
denotes  tnat  the  house  shall  be  maintained  in  all  respects  according  to  the 
mandate,  as  long  as  it  continues  to  be  a  tenement  house. 

<<  Sbo.  3.  Buildings  converted  or  altered.  A  building  not  erected  for  use 
as  a  tenement  house,  if  hereafter  converted  or  altered  to  such  use,  shall 
thereupon  become  subject  to  all  the  provisions  of  this  act  affecting  tenement 
houses  hereafter  erected. 

**  Sbo.  4.  Buildings  in  process  of  erection,  A  tenement  house  not  now 
completed,  but  upon  which  work  has  been  actually  commenced,  after 
approval  of  the  plans  therefor  by  the  Department  of  Buildings,  shall  be 
subject  only  to  the  provisions  of  this  act  affecting  now  existing  tenement 
houses. 

'<  Sso.  5.  Comer  lots.  When  a  lot  is  situated  at  a  corner  of  two  streets, 
if  it  has  more  frontage  upon  one  street  than  the  other,  the  lesser  frontage 
shall  be  deemed  the  width  and  the  greater  frontage  the  depth  of  the  lot 
within  the  meaning  of  this  act ;  and  when  the  width  is  greater  than  twenty- 
five  feet,  the  excess  over  said  twenty-five  feet  shall  not  be  deemed  part  of  a 
comer  lot,  but  shall  be  subject  to  the  provisions  of  this  act  in  relation  to 
lots  other  than  corner  lots. 

••CHAPTER  XL    PROTECTION  PROM  PIRB 

^' Title  1.  Provisions  applicable  only  to  tenement  houses  hereafter  erected 

''Sbo.  11.  Fireproof  tenementSf  when  reqtiired.  Every  tenement  house 
hereafter  erected  exceeding  fifty-seven  feet,  or  exceeding  nve  stories  or  part 
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of  stories,  in  height  abore  the  curb  level,  shall  be  a  fireproof  tenement  hoose, 
nor  shall  any  tenement  house  be  altered  so  as  to  exceed  such  height  with- 
out being  made  a  fireproof  tenement  house ;  provided,  that  this  section 
shall  not  apply  to  a  building  of  a  height  not  exceeding  sixty-seven  feet,  and 
not  exceeding  six  stories  or  parts  of  stories  in  height  above  the  curb  level 
if  such  building  shall  have  a  frontage  exceeding  forty  feet  A  cellar  is  not 
a  story  within  the  meaning  of  this  section." 

The  law  in  1885  limited  the  height  of  all  tenement  houses,  whether 
fireproof  or  non-fireproof,  to  70  feet  on  streets  of  60  feet  or  less  in 
width  and  to  80  feet  on  broader  streets,  and  this  remained  the  law 
until  1897.  The  law  in  Philadelphia  requires  all  tenement  houses 
over  four  stories  high  to  be  fireproof ;  and  the  Boston  law  limits 
the  height  of  nou-fireproof  tenements  to  65  feet ;  in  Washington 
the  height  of  such  buildings  must  not  exceed  five  stories. 

**  Sbo.  12.  Fire  emxipes.  Every  non-fireproof  tenement  house  hereafter 
erected,  unless  provided  with  fireproof  outside  stairways  directly  accessible 
to  each  apartment,  shall  have  fire  escapes  located  and  constructed  as  in 
this  section  reouired. 

**  (1.^  The  nre  escapes  shall  be  located  both  on  the  front  and  rear  of 
the  building  at  each  story  above  the  ground  floor,  and  where  there  is  an 
apartment  not  containing  any  room  fronting  on  either  the  street  or  yard, 
an  additional  fire  escape  shall  be  provided  for  such  apartment  Wnere, 
however,  there  are  not  more  than  four  rooms  in  a  line  comprisinff  part  of 
one  apartment,  and  the  apartment  extends  from  the  street  to  tne  yard, 
the  rear  fire  escape  may  oe  omitted.  Fire  escapes  may  project  into  the 
public  highway  to  a  distance  not  greater  than  four  feet  beyond  the 
building  line. 

**  (2.)  The  fire  escapes  shall  consist  of  outside  open  iron  balconies  and 
stairways.  The  stairways  shall  be  placed  at  an  angle  of  not  more  than 
sixty  degrees,  with  steps  not  less  than  six  inches  in  width  and  twenty 
inches  in  length,  and  with  a  rise  of  not  more  than  nine  inches.  The  bal- 
cony on  the  top  floor,  except  in  the  case  of  a  front  fire  escape,  shall  be 
provided  with  a  goose-neck  ladder  leading  from  said  balcony  to  and  above 
the  roof. 

''(3.)  Bcdconie$.  The  balconies  shall  not  be  less  than  three  feet  in 
width,  taking  in  at  least  one  window  of  each  apartment  at  each  story 
above  the  ground  fioor.  They  shall  be  below  and  not  more  than  one  foot 
below  the  window  sills  and  extend  in  front  of  and  not  less  than  nine  inches 
beyond  each  window.  There  shall  be  a  landing  not  less  than  twenty- 
four  inches  square  at  the  head  and  foot  of  each  stairway.  The  stairway 
opening  on  each  platform  shall  be  of  a  size  sufficient  to  provide  dear 
headway. 

**  (4.)  Floors  of  balconies.  The  floors  of  balconies  shall  be  of  wrought 
iron  or  steel  slats  not  less  than  one  and  a  half  inches  by  three^ighths  of 
an  inch,  placed  not  more  than  one  and  one-quarter  inches  apart,  and  well 
secured  and  riveted  to  iron  battens  one  and  a  half  inches  by  three-eighths 
of  an  inch,  not  over  three  feet  apart  and  riveted  at  the  intersection.  The 
openings  for  stairways  in  all  buildings  shall  not  be  less  than  twenty-one 
inches  wide  and  thirty-six  inches  long,  and  such  openings  shall  have  no 
oovers  of  any  kind.    The  platforms  or  balconies  shall  be  eonstmeted  and 
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erected  to  safely  BUBtain  in  all  their  parts  a  safe  load  at  a  ratio  of  four  to 
one,  of  not  less  than  eighty  pounds  x>er  square  foot  of  surface. 

**  (5.)  Bailings.  The  outside  top  rail  shall  extend  around  the  entire 
length  of  the  platform  and  in  all  cases  shall  go  through  the  wall  at  each 
en^  and  be  properly  secured  by  nuts  and  four-inch  square  washers  at 
least  three-eightiis  of  an  inch  thick,  and  no  top  rail  shall  be  connected  at 
angles  by  cast  iron.  The  top  rail  of  balconies  shall  be  one  and  three- 
quarter  inches  by  one-half  inch  of  wrought  iron,  or  one  and  a  half  inch 
anffle  iron  one^uarter  inch  thick.  The  bottom  rails  shall  be  one  and  one- 
half  inches  by  three-eighths  of  an  inch  wrought  iron,  or  one  and  a  half 
inch  ansle  iron,  one-quarter  inch  thick,  well  leaded  into  the  wall.  The 
standards  or  fiUing-in  bars  shall  not  be  less  than  one-half  inch  round  or 
square  wrought  iron,  well  riveted  to  the  top  and  bottom  rails  and  platform 
frame.  Such  standards  or  filling-in  bars  shall  be  securely  braced  by  out- 
side brackets  at  suitable  intervals,  and  shall  be  placed  not  more  thaa  six 
inches  from  centres ;  the  height  of  railings  shall  in  no  case  be  less  than 
two  feet  nine  inches. 

<<  (6.)  Stairways,  The  stairways  shall  be  constructed  and  erected  to 
fully  sustain  in  all  their  parts  a  safe  load  at  a  ratio  of  four  to  one  of  not 
less  than  one  hundred  pounds  per  step,  with  the  exception  of  the  tread 
which  must  safely  sustain  at  said  ratio  a  load  of  two  hundred  pounds. 
The  treads  shall  be  flat  open  treads  not  less  than  six  inches  wide  and 
with  a  rise  of  not  more  than  nine  inches.  The  stairs  shall  be  not  less 
than  twenty  inches  wide.  The  strings  shall  be  not  less  than  tliree  inch 
channels  of  iron  or  steel,  or  other  shape  equally  strong,  and  shall  rest 
upon  and  be  fastened  to  a  bracket,  which  shall  be  fastened  through  the 
wall  as  hereinafter  provided.  The  strings  shall  be  securely  fastened  to 
the  balcony  at  the  top,  and  the  steps  in  all  cases  shall  be  double-riveted  or 
bolted  to  the  strings.  The  stairs  shall  have  three-quarter  inch  handrails 
of  wrought  iron,  well  braced. 

<<  (7.)  Brackets,  The  brackets  shall  not  be  less  than  one-half  inch  by 
one  and  three-<}uarters  inches  wrought  iron  placed  edge-wise,  or  one  and 
three-quarters  inch  angle  iron,  one-quarter  inch  thick,  well  braced ;  they 
shall  not  be  more  than  four  feet  apart,  and  shall  be  braced  by  means  of 
not  less  than  three-quarters  of  an  inch  square  wrought  iron,  and  shall 
extend  two-thirds  of  the  width  of  the  respective  balconies  or  brackets. 
The  brackets  shall  go  through  the  wall  and  be  turned  down  three  inches, 
or  be  properly  secured  by  nuts  and  four  inch  square  washers  at  least 
three-eighths  of  an  inch  thick.  On  new  buildings  the  brackets  shall  be 
set  as  the  walls  are  being  built  When  brackets  are  put  on  tenement 
houses  already  erected  the  part  going  through  the  wall  shall  not  be  less 
than  one  inch  in  diameter  with  screw  nuts  and  washers  not  less  than  five 
inches  square  and  one-half  an  inch  thick. 

''  (8.)  Drop-ladders.  No  drop-ladder  shall  be  required  from  the  lower 
balcony  when  the  floor  of  such  balcony  is  not  more  than  fourteen  feet 
above  the  sidewalk  or  ground. 

<<  (9.)  Painting.  All  the  parts  of  such  fire  escapes  shall  receive  not  less 
than  two  coats  of  paint,  one  in  the  shop,  and  one  after  erection.  All  fire 
escape  balconies  shall  contain  a  plate  nrmly  fastened  to  the  standards  or 
filling-in  bars  near  the  top  railing  in  front  of  each  window,  such  plate  to 
contain  in  plain,  large,  prominent,  raised  letters,  each  letter  to  be  not  less 
than  one-half  an  inch  in  length,  the  following  words:  'Any  one  placing 
any  encumbrance  on  this  balcony  will  be  fined  910.'" 
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The  present  law'  leaves  the  location  and  manner  of  construction  of 
all  fire  escapes  entirely  in  the  discretion  of  the  Commissioner  of 
Buildings.  The  Commissioner  has  adopted  printed  regulations  on 
this  subject  prescribing  the  method  of  construction.  &>  important 
a  subiect  as  this  should  be  embodied  in  the  statute,  and  should  not 
be  subject  to  change  at  the  pleasure  of  any  official.  In  Chicago, 
Philadelphia,  San  Francisco,  Jersey  City^  Minneapolis,  Rochester, 
and  in  other  cities,  these  details  are  specified  in  the  statute.  The 
above  provisions  of  Section  12  are  the  present  regulations  of  the 
Department  of  Buildings,  with  such  changes  as  have  been  deemed 
necessary.  Where  the  present  reffulations  have  been  departed 
from  the  provisions  of  the  Philadelphia  law  have  generally  been 
followed.  It  will  be  noted  that  these  fire  escape  provisions  apply 
only  to  non-fireproof  buildings.  Under  the  provisions  of  this  sec- 
tion, vertical  ladders  will  no  longer  be  permitted  upon  new  fire 
escapes,  but  iron  stairs,  with  a  hAnd-rail,  such  as  are  now  being 
placed  on  many  of  the  more  substantial  building  must  be  pro- 
vided. The  present  regulations  of  the  Building  Department 
require  this,  but  the  requirement  is  f reauently  **  waivea.^  The 
Special  Report  on  this  subject  shows  tnat  vertical  ladders  are 
almost  never  used  by  the  tenants,  and  that  in  nearly  every  case 
the  tenants  have  to  be  rtdcued  fnym  ih%  Jirt  e9cap€$  by  firemen  and 
policemen.  It  is  obvious  that  women,  children,  and  aged  people 
cannot  without  risk  use  such  ladders.  At  the  request  of  the  rire 
Department  a  provision  has  been  added  that  the  top  fire  escape 
shall  have  a  ladder  leading  to  the  roof,  so  as  to  assist  the  firemen 
in  their  work.  In  reganl  to  the  location  of  fire  escapes,  the  gen- 
eral practice  at  present  is  to  place  the  balconies  on  the  rear  of  the 
building  only,  and  not  on  the  front  The  value  of  a  fire  escape 
is  not  only  as  a  place  of  refuge  for  the  tenants,  but  also  as  a  means 
of  enabling  the  nremen  to  quickly  reach  the  fire  within  the  build- 
ing, and  to  rescue  any  persons  in  danger.  It  is  apparent,  there- 
fore, that  such  escapes  should  be  located  on  the  front  of  the 
building  as  well  as  on  the  rear.  Moreover,  it  is  the  natural 
impulse  of  persons  in  a  fire  to  rush  to  the  fhmi  windows  where 
the  street  is  located,  where  the  fire  engines  are  to  be  found,  and 
where  help  may  be  expected.  Furthermore,  the  kitchens  of  flats 
and  apartments  are  generally  at  the  rear,  and  it  is  in  the  kitchens 
that  most  of  the  fires  originate,  so  that  escape  by  the  rear  fire 
escapes  is  generally  cut  off.  The  stairs  and  halls  of  the  build- 
ings are  seldom  of  much  value  as  a  means  of  escape,  because  they 
immediately  become  filled  with  smoke.  From  every  consideration, 
therefore,  it  seems  desirable  that  the  fire  escapes  shall  be  on  the 
front  of  the  building,  when  it  is  not  fireproof.  The  Commission 
strongly  condemns  the  present  practice  of  placing  gratings  without 
ladders  or  stairs,  in  the  air  shafts  between  the  windows  of  adjoin- 
ing houses,  to  serve  in  lieu  of  fire  escapes  on  the  front  of  the 
buildings.  The  special  report  on  tenement  house  fires  shows  that 
over  one-fourth  of  the  fires  spread  through  the  air  shafts.  This 
practice  seems  to  have  arisen  only  within  the  last  two  or  three 
years.    It  saves  only  a  few  dollars  to  the  builder.    The  Commie* 

>  Wkiffever  the  words  •*  the  present  law  **  oeeur  in  this  report  it  ■sans  tlie  laws  ia 
foraslnlOOO. 


108  APPENDIX  n 

sion  haa  recommended  that  the  present  drop-ladder,  now  required 
at  the  first  balcony,  be  no  longer  required,  for  the  reason  that  these 
ladders  are  seldom  used ;  because  of  their  weight  and  size,  they 
are  usually  hung  to  the  balcony  above  and  in  case  of  fire  are  more 
of  a  hindrance  than  a  help. 

*'  Sbo.  13.  Bulkheads.  Every  tenement  house  hereafter  erected  shall 
have  in  the  roof  a  fireproof  bulkhead  with  a  fireproof  door  to  the  same, 
and  shall  have  fireproof  stairs  with  a  guide  or  nandrail  leading  to  the 
roof,  and  such  stairs  shall  be  kept  free  from  encumbrance  at  all  times. 
No  bulkhead  door  shall  at  any  time  be  locked  with  a  key,  but  it  may  be 
fastened  on  the  inside  by  movable  bolts  or  hooks." 

This  has  practically  been  the  law  in  Brooklyn  since  1852  and 
in  Manhattan  since  1862. 

**  Sbo.  14.  Stairs  and  public  halls.  Every  tenement  house  hereafter 
erected  shall  have  at  least  one  flight  of  stairs  extending  from  the  entrance 
floor  to  the  roof,  and  the  stairs  and  public  halls  therein  shall  each  be  at 
least  three  feet  wide  in  the  clear." 

The  present  law  does  not  specify  a  minimum  width  for  public  halls 
and  stairs.  It  has  become  necessary,  however,  to  prescribe  such 
a  width,  as  the  present  halls  are  so  narrow  that  it  is  difficult  for 
people  to  pass  each  other  in  them.  The  narrow  halls  also  greatly 
increase  the  danger  in  case  of  fire. 

In  Chicago  the  law  requires  that  the  halls  shall  be  at  least  3  feet 
wide  for  every  2000  square  feet  of  ground  covered  by  the  building, 
and  shall  increase  6  inches  in  width  for  every  500  additional 
square  feet.  In  Philadelphia  the  halls  must  be  at  least  3  feet 
wide  in  houses  containing  less  than  fifteen  rooms;  where  there 
are  more  than  fifteen  rooms,  they  must  be  3  feet  G  inches  wide, 
and  in  houses  where  there  are  over  twenty-five  rooms  the  halls 
must  be  4  feet  wide.  There  are  similar  requirements  in  the  laws 
of  other  cities. 

*'  Sbo.  15.  Stairvoays  in  nonrfireproof  buildings.  Every  non-fireproof 
tenement  house  hereafter  erected  containing  over  eightnr  rooms  shall  also 
have  an  additional  flight  of  stairs  for  every  additional  eighty  rooms  or 
fraction  thereof ;  if  said  house  contains  not  more  than  one  hundred  and 
twenty  rooms,  in  lieu  of  an  additional  stairway,  the  stairs  and  public  halls 
throughout  the  entire  building  may  each  be  at  least  one-half  wider  than  is 
specified  in  sections  fourteen  and  twenty  of  this  act." 

The  Building  Code  in  relation  to  certain  classes  of  buildings  pro- 
vides that  there  shall  be  an  increased  number  of  stairs  propor- 
tionate to  the  width  of  the  building.  It  is  apparent  that  this 
method  of  determining  the  number  of  stairs  is  not  so  logical  as 
making  it  depend  on  the  number  of  persons  using  the  stairs,  which 
is  best  measured  by  the  number  of  rooms. 

^'Sbo.  16.  Stairways  in  fireproof  buildings.  Every  fireproof  tenement 
house  hereafter  erected  containing  over  one  hundred  ana  twenty  rooms 
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shall  also  haye  an  additional  flight  of  stairs  for  ever^  additional  one 
hundred  and  twenty  rooms  or  fraction  thereof ;  but  if  said  hoose  contains 
not  more  than  one  handred  and  eighty  rooms,  in  lien  of  an  additional 
stairway  the  stairs  and  public  halls  throughout  the  entire  building  may 
each  be  at  least  one-half  wider  than  is  specified  in  Sections  fourteen  and 
twenty  of  this  act  j  and  a  power  passenger  elevator,  enclosed  in  a  separate 
shaft  from  the  stairs,  and  distant  not  less  than  thirty-five  feet  from  the 
main  flight  of  stairs,  shall  be  deemed  the  equivalent  of  an  additional 
flight'' 

In  fireproof  buildings,  much  greater  latitude  may  safely  be  given 
than  in  non-fireproof  buildings,  and  where  there  are  elevators,  still 
further  concessions  may  be  granted,  as  the  stairs  in  such  cases  are 
seldom  used. 

^  Sbo.  17.  Stairways,  (xmtinued.  Each  flight  of  stairs  mentioned  in  the 
last  three  sections  shall  have  an  entrance  on  the  entrance  floor  from  the 
street  or  street  court,  or  from  an  inner  court  which  connects  directly  with 
the  street.  All  stairs  shall  be  constructed  with  a  rise  of  not  more  than 
seven  and  one-half  inches  and  with  treads  not  less  than  ten  inches  wide 
and  not  less  than  three  feet  long  in  the  clear.  Where  winders  are  used, 
all  treads  at  a  point  eighteen  inches  from  the  strings  on  the  well  side 
shall  be  at  least  ten  inches  wide.'' 

The  present  law  does  not  specify  what  the  amount  of  rise  or  the 
wiath  of  treads  shall  be.  It  seems  desirable  to  specify  a  maxi- 
mum height  of  stair  and  a  minimum  width,  not  only  on  account 
of  the  danger  of  steep  stairs,  but  for  other  reasons  as  well.  The 
testimony  taken  before  the  Commission  disclosed  the  fact  that 
tlie  steep  stairs  in  the  tenement  houses  were  very  injurious  to 
women.  The  present  law  prohibits  "  winders  " ;  it  appears,  how- 
ever, that  they  are  often  used.  Under  the  conditions  here  pr»> 
scribed,  it  would  seem  that  they  might  safely  be  allowed. 

**  Sbc.  18.  Stair  halls.  The  stair  halls  in  all  non-fireproof  as  well  as 
fireproof  tenement  houses  hereafter  erected  shall  be  constructed  of  fir»> 
proof  material  throughout,  except  as  in  this  section  specified.  The  risers, 
strings  and  banisters  shall  be  of  metal  or  stone.  The  treads  shall  be  of 
metal,  slate  or  stone,  or  of  hard  wood  not  less  than  two  indies  thick. 
Wooden  hand  rails  to  stairs  will  be  permitted  if  constructed  of  hard  wood. 
The  floors  of  all  stair  halls  shall  be  constructed  of  iron  or  steel  beams  and 
fireproof  filling  and  no  wooden  flooring  or  sleepers  shall  be  permitted. 
All  windows  on  stair  halls  opening  on  oourts  shall  be  of  good  quality 
wire-glass  in  frames  of  fireproof  materiaL" 

The  present  law  reauires  that  in  tenement  houses  over  three  stories 
in  height  above  tne  cellar,  the  entrance  hall  and  the  entire  stair 
well  and  stairs  shall  be  built  of  slow-burning  construction  or 
fireproof  material.  Prior  to  the  Charter,  the  law  read  **  of  $uek 
slow-burning  or  fireproof  construction^  as  the  Superiniendeni  of 
Buiidinga  ahaU  decide,**  The  Charter,  however,  took  away  thu 
discretionary  power.     Notwithstanding  this  fact,  the  Commission 
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finds  that  the  Department  of  Buildings  permits  under  this  section 
of  the  law  the  stairs  and  public  halls  to  be  constructed  entirely  of 
wood.  In  the  Borough  oi  Manhattan,  the  Commission  found  113 
new  tenement  houses,  or  d7  per  cent  of  all,  being  thus  constructed 
with  wooden  stairs,  and  in  82  cases  these  stairs  were  enclosed  with 
ordinary  wooden  stud  partitions  instead  of  fireproof  material. 
The  Commission  therefore  has  framed  a  provision,  setting  forth 
clearly  how  such  halls  and  stairs  shall  be  constructed  in  accord- 
ance with  the  manifest  intent  of  present  law. 

**  Sbo.  19.  Stair  haUa,  continued.  In  every  non-fireproof  tenement  house 
hereafter  erected  all  stair  halls  shall  be  enclosed  on  all  sides  with  brick 
walls.  The  doors  opening  from  stair  halls  shall  be  fireproof  and  self- 
closing,  and  if  provided  with  glass  such  glass  shall  be  good  quality  wire- 
glass.  There  shall  be  no  transom  or  movable  sash  opening  from  a  stair 
hall  to  any  other  part  of  the  house.  Except  on  the  entrance  floor,  each 
stair  hall  shall  be  shut  off  from  all  non-fireproof  portions  of  the  public 
hidls  and  from  all  other  non-fireproof  parts  of  the  building,  on  each  story, 
by  self-closing  fireproof  doors,  and  if  glass  is  used  in  such  doors  it  shall 
be  of  good  quality  wire-glass." 

In  framing  all  these  provisions  regarding  halls  and  stairs,  the  Com- 
mission has  proceeded  upon  the  theory  that  in  tenement  houses 
which  are  not  fireproof,  the  stairs  and  all  those  portions  of  the 
building  through  which  the  tenants  must  pass  in  escaping  from 
the  building  should  be  absolutely  fireproof,  and  that  such  portions 
should  be  completely  shut  off  from  all  non-fireproof  parts  of  the 
building.  The  results  of  the  two  fires  instanced  in  the  Special 
Report  on  Tenement  House  Fires  indicate  clearly  that  this  is 
essential.  The  present  law  requires  this  only  for  tenement  houses 
over  five  stories  in  height,  ana  where  also  there  are  as  many  as 
four  families  on  a  floor.  We  believe  that  it  should  apply  to  all 
tenement  houses  hereafter  erected,  whatever  their  height. 

This  was  required  by  the  law  of  this  State  as  early  as  1867, 
and  it  would  seem  that  the  law  now,  thirtv-four  years  later,  might 
at  least  give  equal  protection  to  human  life. 

"  Sbo.  20.  Entrance  haUa,  Every  entrance  hall  in  a  tenement  house 
hereafter  erected  shall  be  at  least  three  feet  six  inches  wide  in  the  clear, 
from  the  entrance  up  to  and  including  the  stair  enclosure,  and  beyond  this 
point  at  least  three  feet  wide  in  the  clear.  It  shall  be  enclosed  with  brick 
walls,  and  shall  comply  with  all  the  conditions  of  the  preceding  sections 
of  this  act  as  to  the  construction  of  stair  halls.  If  such  entrance  hall  is  the 
only  entrance  to  more  than  one  flight  of  stairs,  said  hall  shall  be  increased 
one  foot  in  width  in  every  part  for  each  such  additional  flight  of  stairs. 
In  every  such  house  access  shall  be  had  from  the  street  to  the  yard,  either 
in  a  direct  line  or  through  a  court" 

The  present  law  does  not  prescribe  any  minimum  width  for  such 
haus;  it  is  apparent,  however,  that  this  should  be  done.  That 
this  hall  should  be  fireproof  is  required  by  the  present  law.  The 
Commission  is  of  opinion  also  that  access  should  be  had  from 
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street  to  yard  so  as  to  enable  the  firemen  to  have  quick  access  to 
the  rear  of  the  building,  and  also  to  afford  the  tenants  better 
means  of  egress  in  case  of  fire^  as  well  as  to  secure  more  ade- 
quate ventilation. 

^  8bo.  21.  Firai  tier  of  beatM.  In  all  non-fireproof  as  well  as  fireproof 
tenement  houses  hereafter  erected  five  stories  or  more  in  height,  exclusive 
of  the  cellar,  tlie  first  floor  above  the  cellar,  or,  if  there  be  no  cellar,  above 
the  lowest  stonr,  shall  be  constructed  fireproof  with  iron  or  steel  beams 
and  fireproof  flooring ;  and  the  bottom  flanges  and  all  expoeed  portions  of 
such  iron  or  steel  beams  below  the  abutments  of  the  floor  arches  or  filling 
shall  be  entirely  encased  with  hard-burnt  clay  or  porous  terra  ootta  or  with 
metal  lath  properly  secured  and  plastered  on  the  under  side.  In  all  non- 
fireproof  tenement  houses  hereafter  erected  less  than  five  stories  in  height, 
where  the  first  floor  above  the  cellar,  or,  if  there  be  no  cellar,  above  the 
lowest  story,  is  not  constructed  fireproof  with  iron  or  steel  beams  and  fire> 
proof  flooring,  the  cellar  ceiling  of  said  tenement  house  shall  be  lathed 
with  wire  or  metal  lath,  and  plastered  thereon  with  two  ooats  of  brown 
mortar  of  good  materials." 

This  is  the  present  law. 

**  Sec.  22.  Partitions^  Construction  of.  In  all  non-fireproof  tenement 
houses  hereafter  erected,  fore  and  aft  stud  partitions  whicn  rest  directly 
over  each  other  shall  run  through  the  wooden  floor  beams  and  rest  u|K>n 
tlie  plate  of  the  partition  l)elow,  and  shall  have  the  studding  filled  in  solid 
between  the  uurightfl  to  the  depth  of  the  fltMir  l>oani8  with  suitable  incom- 
bustible materials.  In  all  fireproof  tenement  houses  hereafter  erected,  all 
partitions  shall  rest  directly  upon  the  fireproof  fioor  construction,  and 
extend  to  the  fireproof  beam  filling  above.'' 

This  is  the  present  law.  The  Commission  would  have  liked  to  have 
re<^uired  that  all  partitions  in  new  tenement  houses  should  be 
solid  and  also  fireproof.  The  advantages  of  such  a  form  of  con- 
struction are  very  great :  it  takes  away  one  of  the  places  where 
vermin  may  lodge,  and  also  greatly  reduces  the  danger  from  spread 
of  fire.  The  Commission,  however,  in  view  of  the  additional  ex- 
pense that  this  would  entail,  have  not  seen  their  way  clear  to 
making  such  recommendation  at  the  present  time. 

"  Sbc.  23.  Cdlar  stairs  in  nonrfirtproof  buildings.  In  non-fireproof  tene- 
ment houses  hereafter  erected  there  shall  be  no  inside  stairs  communicat- 
ing between  the  cellar  or  other  lowest  storv  and  the  floor  next  above,  but 
such  stairs  shall  in  every  case  be  located  outside  the  building,  and  if 
enclpsed  shall  be  constructed  entirely  fireproof  and  be  enclosed  in  a  fire- 
proof enclosure  with  fireproof  self-closing  doors  at  all  openings." 

As  one-quarter  of  all  the  fires  originate  in  the  cellars,  and  most  of 
these  at  night,  it  is  desirable  that  the  cellars  shall  be  completely 
shut  off  from  the  other  parts  of  the  building.  The  present  law 
requires  the  cellar  stairs  to  be  located  to  the  rear  of  the  stairs 
leading  to  the  upper  storiesi  when  practicable.    This,  however,  has 
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proved  too  indefinite  a  provision  to  aocomplish  the  desired  result. 
The  Fire  Department  nas  for  vears  urged  the  adoption  of  this 
provision,  and  its  adoption  was  also  recommended  by  tne  Tenement 
House  Commission  of  1894.  The  Commission  believes  that  this 
requirement  is  desirable,  as  otherwise  there  would  be  a  continuous 
shaft  throughout  the  building  for  the  spread  of  fire  originating 
in  the  cellar.  Moreover,  they  find  that  this  is  the  present  practice 
in  the  great  majority  of  cases,  so  that  it  would  work  no  hardship. 

"  Sbo.  24.  CkUar  stairs  in  fireproof  buildings.  In  every  fireproof  tene- 
ment house  hereafter  erected  the  stairs  communicating  between  the  cellar 
or  other  lowest  story  and  the  floor  next  above,  if  not  located  underneath 
the  stairs  leading  to  the  upper  stories,  may  be  placed  inside  of  the  said 
building ;  provided,  that  the  portion  of  the  celhir  or  other  lowest  story 
into  which  said  stairs  lead  is  entirely  shut  off  by  fireproof  walls  from 
those  portions  thereof  which  are  used  for  the  storage  of  fuel,  or  in  which 
heating  appliances,  boilers  or  machinery  are  located.  All  openings  in  such 
walls  shall  be  provided  with  self-closing  fireproof  doors." 

In  fireproof  buildings  where  the  portions  of  the  cellar  containing 
inflammable  material  are  completely  shut  off  from  the  other  por- 
tions of  the  building,  cellar  stairs  inside  the  building,  in  the  opin- 
ion of  the  Commission,  may  safely  be  permitted. 

'^  Sbo.  25.  Closet  under  first  story  stairs.  In  non-fireproof  tenement 
houses  hereafter  erected  no  closet  of  any  kind  shall  be  constructed  under 
any  staircase  leading  from  the  first  story,  exclusive  of  the  cellar,  to  the 
upper  stories,  but  such  space  shall  be  left  entirely  open  and  kept  dear 
ana  free  from  encumbrance." 

This  has  been  the  law  of  this  State  since  1892.  The  Commission 
believes,  however,  that  it  need  not  apply  to  buildings  which  are 
fireproof  throughout 

'<Sbo.  26.  CeOar  entrance.  In  every  tenement  house  hereafter  erected 
there  shall  be  an  entrance  to  the  cellar  or  other  lowest  story  from  the  out- 
side of  the  said  building.  In  such  tenement  houses,  unless  the  entire  ceil- 
ing and  floor  above  the  cellar  or  other  lowest  story  is  constructed  fireproof, 
all  receptacles  for  fuel  or  storage  in  the  cellar  or  other  lowest  story  shall 
be  constructed  entirely  of  fireproof  materials." 

The  object  of  this  requirement  is  to  assist  firemen  in  fighting  cellar 
fires,  not  only  giving  them  quick  access  to  the  cellar,  but  also 
permitting  the  fire  to  be  vented.  Where  the  first  floor  above  the 
cellar  is  not  constructed  fireproof  the  Commission  is  of  opinion 
that  all  receptacles  for  fuel  in  the  cellar  should  be  constructed  of 
fireproof  material.  So  many  cellar  fires  start  in  the  wood-bins 
that  it  seems  essential  that  this  safeguard  should  be  had.  The 
law  in  1867,  thirty-four  years  ago,  required  this.  The  Board  of 
Fire  Underwriters  have  urged  that  this  law  be  reiSnacted. 

*^  Sbo.  27.  Fire  stops.  In  tenement  houses  hereafter  erected,  in  all  walls 
all  the  courses  of  brick  from  the  under  side  of  the  floor  beams  to  the  top 
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of  the  same  shall  project  a  distance  of  at  least  two  inches  beyond  the 
inside  face  of  the  wall  so  as  to  provide  an  effective  fire  stop ;  and  wher- 
ever floor  beams  nin  parallel  to  a  wall  such  beams  shall  always  be  kent  at 
least  two  and  one-half  inches  away  from  the  inside  line  of  the  wall,  ana  the 
space  between  the  beams  and  the  wall  shall  be  built  up  solidly  with  brick- 
work from  the  under  side  of  the  floor  beams  to  the  top  of  the  same  so  as  to 
form  an  effective  fire  stop/' 

The  present  law  in  this  respect  does  not  entirely  meet  the  situa- 
tion, not  providing  for  cases  where  the  beams  are  parallel  to  the 
wall.  This  requirement  is  necessary  to  prevent  nre  spreading 
quickly  through  the  building,  through  air  spaces,  and  feeding  upon 
furring  strips  and  other  wooden  material. 

**  Sbo.  28.  Wooden  tenement  hotues.  Within  the  fire  limits  of  the  city 
of  New  York  no  wooden  tenement  house  shall  hereafter  be  erected,  and  no 
wooden  building  not  now  used  as  a  tenement  house  shall  hereafter  be 
altered  or  converted  to  such  use.  Outside  of  the  fire  limits,  wooden  tene- 
ment houses  not  exceeding  two  stories  in  height,  exclusive  of  the  cellar, 
may  be  erected,  but  shall  not  provide  accommodations  for,  or  be  occupied 
by,  more  than  four  families  in  all,  or  more  than  two  families  on  any  floor ; 
and  such  houses  need  not  comply  with  the  foregoing  provisions  of  this  act 
in  reference  to  protection  from  fire  nor  with  the  provisions  of  Sections 
twenty-nine,  thirty,  thirty-one,  thirty-two,  thirty-six,  thirty-seven  and 
thirty-eight  of  this  act.'' 

Since  1887  the  law  of  this  State  has  prohibited  the  erection  of 
wooden  buildings  to  be  occupied  by  more  than  two  families. 
This,  however,  applied  only  to  the  old  ciij  of  New  York  before 
consolidation.  The  Commission  is  of  opinion  that  this  reauire- 
ment  should  not  apply  to  the  outlying  sections  of  the  boroughs  of 
Queens,  Richmond,  and  even  parts  of  Brooklyn  and  the  Bronx, 
and  has  therefore  recommended  that  tenement  houses  outside  of 
the  fire  limits  may  be  constructed  of  wood,  provided  that  they  do 
not  exceed  two  stories  in  height,  and  are  not  occupied  by  more 
than  four  families  in  all,  or  by  more  than  two  families  on  any 
floor.  In  such  cases,  of  course,  none  of  the  provisions  of  the 
law  in  regard  to  fireproof  stairs,  etc,  should  apply. 

^  TiTLS  2.    PromeianM  appiieMe  only  to  now  eadtiing  tenement  Aovses. 

**  Sso.  29.  Fire  eecapee.  Every  now  existing  non-fireproof  tenement 
boose,  unless  provided  with  fireproof  outside  stairways  directly  accessible 
to  each  apartment,  shall  have  fire  escapes  located  and  constructed  as 
described  in  Section  twelve  of  this  act.  But  a  fire  escape  now  erected 
upon  such  house  shall  be  deemed  sufficient  except  as  provided  in  the  neict 
two  sections. 

**  Sso.  30.  Fire  eeoctpes.  continued.  In  every  now  existing  non-fireproof 
tenement  house  there  shall  be  a  separate  fire  escape  directly  aocessilMe  to 
each  apartment,  exclusive  of  fire  escapes  in  air  shafts  and  courts ;  and  a 
narty-wall  fire  escape  balcony  on  the  rear  of  the  building  connecting  with 
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the  window  of  an  adjoining  building  shall  be  deemed  a  su£9oient  fire 
escape  only  when  the  two  buildings  are  completely  separated  by  an 
unpierced  fire  wall  throughout  their  entire  height  and  length.  All 
wooden  floor  slats  and  floors  in  fire  escape  balconies  shall  be  rei>laoed  by 
proper  iron  slats  or  floors.  No  wooden  balcony  or  wooden  outside  stairs 
shall  be  deemed  part  of  a  lawful  fire  escape. 

'<  Sbo.  31.  Fire  escapes,  continued.  Whenever  a  now  existing  non-fire- 
proof tenement  house  is  not  provided  with  sufficient  means  of  egress  in  case 
of  fire  the  Department  of  Buildings  may  order  such  additional  fire  escapes 
or  other  means  of  egress  as  in  its  judgment  may  be  necessary.'' 

The  views  of  the  Commission  in  reference  to  this  subject  have  been 
fully  set  forth  under  Section  12. 

<'  Sbo.  32.  ScuUkSf  huUcheade  and  ladders.  Every  now  existing  tene- 
ment house  shall  have  in  the  roof  a  bulkhead  or  scuttle  constructed  as  in 
this  section  required.  No  scuttle  shall  be  less  in  size  than  two  feet  by 
three  feet,  and  all  scuttles  shall  be  covered  on  the  outside  with  metal  and 
shall  be  provided  with  stationary  iron  ladders  or  stairs  leading  thereto  and 
easily  accessible  to  all  tenants  of  the  building  and  kept  free  from  encum- 
brance, and  all  scuttles  and  ladders  shall  be  kept  so  as  to  be  readv  for  use 
at  all  times.  Every  bulkhead  shall  be  fireproof  with  a  fireproof  door  to 
the  same  and  shall  have  fireproof  stairs  with  a  guide  or  handrail  leading 
to  the  roof,  and  such  stairs  shall  be  kept  free  from  encumbrance  at  all 
times.  No  scuttle  and  no  bulkhead  door  shall  at  any  time  be  locked  with 
a  key,  but  either  may  be  fastened  on  the  inside  by  movable  bolts  or  hooks.'' 

This  has  practically  been  the  law  since  1852  in  Brooklyn,  and  since 
1862  in  Manhattan. 

**  Sbo.  33.  Stair  haUs,  public  haUs  and  entrance  halls.  If  any  now 
existing  tenement  house  shall  be  so  altered  as  to  increase  the  number  of 
rooms  therein  by  twenty  per  centum  or  more,  or  if  such  building  is 
increased  in  height,  the  entire  stair  halls,  entrance  halls  and  other  public 
halls  of  the  whole  building  shall  be  made  to  conform  to  the  requirements 
of  sections  fourteen  to  twenty,  inclusive,  of  this  act." 

It  is  of  course  proper  that  if  an  existing  tenement  house  is  enlarged 
or  materially  altered,  it  should  comply  in  all  essential  particulars 
with  the  laws  for  new  tenement  houses.  The  law,  however,  should 
not  apply  to  minor  alterations,  as  this  might  prevent  the  owner  of 
such  a  building  from  improving  it.  The  Commission  has,  therefore, 
sought  to  draw  the  line  at  the  point  where  the  number  of  rooms 
in  the  building  has  been  materially  increased. 

<<Sbo.  34.  Tenements  damaged  by  fire.  If  any  now  existing  tenement 
house  shall  hereafter  be  damaged  by  fire  or  otherwise  to  an  amount  greater 
than  one-half  of  the  value  thereof,  exclusive  of  the  value  of  the  founda- 
tion, such  building  shall  not  be  repaired  or  rebuilt  except  in  conformity 
with  the  foregoing  provisions  of  tms  act  for  the  construction  of  tenement 
houses  hereafter  erected.  If  the  stairs  in  any  now  existing  tenement 
house  shall  be  damaged  by  fire  or  otherwise  to  an  amount  greater  than 
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on^half  of  the  value  thereof,  the  entire  stairs  in  the  said  tenement  house 
shall  be  reoonstructed  in  accordance  with  the  proTisions  of  this  act  for 
•tain  in  tenement  houses  hereafter  erected.'' 

Where  a  tenement  house  is  only  slightly  damag^ed  hj  fire,  it  is  proper 
that  the  owner  should  be  allowed  to  restore  it  to  its  original  oondi- 
tion ;  where,  however,  the  building  is  so  damaged  that  the  greater 
part  of  it  has  to  be  rebuilt,  it  should  be  rebuilt  in  accordance  with 
the  present  laws.  This  method  of  determining  the  amount  of 
damage  is  employed  in  the  jpresent  building  laws,  and  has  been 
employed  in  former  legislation  upon  this  subject  ((}onsoL  Aot| 
Sec  497). 

^TiTUi  8.  Prcvitums  appliocMe  to  aU  tenement  kaueee  hereafter  erected  or 

now  existing. 

^  Sso.  35.  Fire  eeoapee.  All  fire  escapes  hereafter  constructed  upon 
tenement  houses  shall  be  located  and  constructed  as  described  in  Section 
twelve  of  this  act  The  owner  of  every  tenement  house  shall  keep  all  the 
fire  escapes  thereon  in  good  order  and  repair,  and  whenever  rusty  shall 
have  them  properly  painted  with  two  coats  of  paint  No  person  shall  at 
any  time  pCace  any  encumbrance  of  any  kind  before  or  upon  any  such  fire 
escape. 

This  is  practically  the  present  law  with  slight  changes.  The  pro- 
vision in  reference  to  the  encumbrance  of  fire  escapes  has  been 
simplified. 

^  Sbo.  36.  Stainoays.  In  every  tenement  house  all  stairways  shall  be 
provided  with  proper  banisters  and  railings  and  kept  in  good  repair.'' 

This  is  the  present  law. 

**  Sbo.  37.  Shafts,  All  shafts  hereafter  constructed  in  tenement  houses 
ahall  be  constructed  fireproof  throughout,  with  fireproof  self-closing  doors 
at  all  openings,  at  each  story,  except  window  openings  in  vent  shafts; 
and,  if  tney  extend  to  the  cellar,  shall  also  be  enclosed  in  the  cellar  with 
fireproof  walls  and  fireproof  self-closing  doors  at  all  openings.  In  no  case 
ahall  any  shaft  be  constructed  of  materials  in  which  any  inflammable 
material  or  substance  enters  into  any  of  the  component  parts.  But  noth- 
ing in  this  section  contained  shall  be  so  construed  as  to  require  such  enclos- 
ures about  elevators  or  dumb-waiters  in  the  well-hole  of  stairs  where  the 
atairs  themselves  are  enclosed  in  brick  or  stone  walls,  and  are  entirely 
eonstruoted  of  fireproof  materials  as  hereinbefore  provided." 

This,  with  one  exception,  is  the  present  law,  and  has  been  the  law  of 
this  State  since  1887.  The  exception  is  that  the  present  law  does 
not  reauire  dumb-waiter  shafts  to  be  fireproof  if  tney  extend  only 
througn  three  stories  of  a  building.  Every  person  who  made  recom* 
mendations  to  the  Commission  on  this  subject  urged  that  all  dumb- 
waiter shafts  should  be  fireproof  throughout  The  necessity  of  such 
a  requirement  cannot  be  doubted. 


116  APPENDIX  n 

"  Sbo.  38.  Plastering  behind  toainacoting.  When  wainscoting  is  here* 
after  placed  in  any  tenement  house,  or  any  building  in  process  of  altera- 
tion into  a  tenement  house,  the  surface  of  the  wdl  or  partition  behind 
such  wainscoting  shall  be  plastered  down  to  the  floor  line,  and  any  inter- 
vening space  between  said  plastering  and  said  wainscot  shall  be  nlled  in 
solid  witn  incombustible  material." 

This  has  been  the  law  since  1892. 

<'  Sbo.  39.  Wooden  buildings  on  same  lot  with  a  tenement  house.  Ko 
wooden  building  of  any  kind  whatsoever  shall  hereafter  be  placed  or 
built  upon  the  same  lot  with  a  tenement  house  within  the  fire  limits  of 
the  City  of  New  York." 

The  present  law  permits  wooden  sheds  of  a  certain  size  and  wooden 
outhouses  to  be  constructed  even  within  the  fire  limits.  Where 
the  danger  from  fire  affects  so  many  lives,  no  reasonable  precaution 
should  be  omitted  that  will  reduce  this  danger. 

*'  Sbo.  40.  Combustible  materials.  No  tenement  house,  nor  any  part 
thereof,  shall  be  used  as  a  place  of  storage  for  any  combustible  article 
except  under  such  conditions  as  may  be  prescribed  by  the  Fire  Depart- 
ment of  Uie  City  of  New  York,  under  authority  of  a  written  permit  issued 
by  said  department  No  tenement  house,  nor  any  part  thereof,  shall  be 
used  as  a  place  of  storage  for  any  article  dangerous  to  life  or  health,  nor 
for  the  storage  of  feed,  hay,  straw,  excelsior  or  cotton,  nor  for  the  storage 
or  handling  of  rags." 

This  is  with  certain  changes  the  present  law,  and  also  what  has  been 
the  law  of  this  State  since  1862.  The  changes  are  as  follows :  The 
Charter  permits  the  storage  of  feed,  hav,  and  straw  in  a  tenement 
house,  under  conditions  laid  down  by  the  Fire  Department.  The 
Commission  believes  that  this  should  be  absolutely  prohibited. 
The  Commission  has,  however,  not  forbidden  the  storage  of  com- 
bustible articles  in  tenement  houses  under  appropriate  rules  of  the 
Fire  Department,  as  it  would  obviously  be  unfair  to  prohibit  the 
sale  of  kerosene  oil  in  a  grocery  store  which  might  be  in  a  tene- 
ment house. 

*'  Sbo.  41.  Bakeries  and  fat  boiling.  No  bakery  and  no  place  of  business 
in  which  fat  is  boiled  shall  be  maintained  in  anv  tenement  house  which 
is  not  fireproof  throughout,  unless  the  ceiling  and  side  walls  of  said  bi^- 
ery  or  of  the  said  place  where  fat  boiling  is  done  are  made  safe  by  fire- 
proof materials  around  the  same,  and  there  shall  be  no  openings  either  by 
door  or  window,  dumb-waiter  shafts  or  otherwise,  between  said  bakery  or 
said  place  where  fat  is  boiled  in  any  tenement  house  and  the  other  parts 
of  the  said  building." 

.This  is  the  present  law  slightly  changed,  as  the  verbiage  of  the  latter 
was  somewhat  ambiguous. 

<'  Sbo.  42.  (Hher  dangerous  businesses.  All  transoms  and  windows  open- 
ing into  halls  from  any  portion  of  a  tenement  house  where  paint,  oil, 
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spiritaoos  liquors  or  drugs  are  stored  for  the  purpose  of  sale  or  otherwise, 
snail  be  glazed  with  wire-glass  or  they  shall  be  removed  and  closed  up  as 
solidly  as  the  rest  of  the  wall ;  and  all  doors  leading  into  any  such  nail 
from  suoh  portion  of  said  house  shall  be  made  fireproof/' 

This  is  the  present  law,  except  that  the  present  law  limits  this  require- 
ment to  stores  on  the  first  floor.  It  is  apparent  that  the  danger  is 
even  greater  where  there  are  such  stores  in  the  basement 


••CHAPTER  IIL    LIGHT  AND  VSNTILATION 
^  Title  1.  PrwinonM  appiicable  only  to  tenement  haueee  hereajter  erected, 

**  Sbo.  51.  Percentage  of  lot  occupied.  No  tenement  house  hereafter 
erected  shall  occupy  more  than  ninety  per  centum  of  a  comer  lot,  or 
more  than  seventy  per  centum  of  any  other  lot,  the  measurements  in  all 
cases  to  be  taken  at  the  ground  level ;  provided,  that  the  space  occupied  by 
fire  escapes  of  the  size  hereinbefore  prescribed  shall  not  be  deemed  a  part 
of  the  lot  occupied^'' 

The  law  since  1879  has  limited  the  percentage  of  lot  permitted  to  be 
occupied  on  an  interior  lot  to  66  per  cent,  out  discietionary  power 
has  been  given  to  different  officials  to  modifv  this  requirement  in 
special  cases,  except  for  about  a  year  in  lo91-1892,  when  such 
discretionary  power  was  withdrawn.  In  1895  the  amount  of  space 
to  be  occupied  was  limited  to  65  per  cent,  but  discretionary  power 
was  given  to  the  Superintendent  of  Buildings  to  permit  75  per  cent 
to  be  occupied  "where  the  light  and  ventilation  of  the  building 
was  materially  improved.''  The  result  has  been  that  in  ninety- 
nine  cases  out  of  a  hundred,  this  discretion  has  been  exercised,  and 
the  exception  has  become  the  rule.  The  Commission  finds  that 
the  practice  at  the  present  time  is  to  build  on  75  per  cent  of  the 
lot  The  Commission  therefore  renews  the  recommendation  made 
by  the  Tenement  House  Committee  of  1894  that  no  more  than  70 
per  cent  of  the  lot  be  permitted  to  be  occupied  in  the  case  of  an 
interior  lot,  and  no  more  than  90  per  cent  in  the  case  of  a  comer 
lot  The  Commission  believes  that  this  will  be  adequate  in  view 
of  the  other  provisions  made  elsewhere  in  this  Code  for  courts  and 
other  open  spaoes. 

**  Sso.  52.  Height  The  height  of  no  tenement  house  hereafter  erected 
shall  by  more  than  one-third  exceed  the  width  of  the  widest  street  upon 
which  it  stands.  Such  height  shall  be  the  perpendicular  distance  measured 
in  a  straight  line  from  the  curb  level  to  tne  highest  point  of  the  building 
exclusive  of  cornices  and  bulkheads,  provided  such  bulkheads  are  not  more 
than  eight  feet  high  and  do  not  exceed  in  area  ten  per  centom  of  the  area 
of  the  roof;  the  measurements  in  all  cases  shall  be  taken  through  the 
centre  of  the  facade  of  the  house.^ 

The  laws  of  this  State  have  recosnised  since  1885  tiiat  the  height 
of  buildings  of  this  kind  should  be  regulated  by  the  width  of  the 
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street  on  which  they  face.  The  law  of  1886,  Chapter  454,  limited 
the  height  of  such  buildings  to  70  feet  where  tne  streets  were 
60  feet  or  less  in  width,  and  to  80  feet  on  streets  over  60  feet  in 
width.  This  remained  the  law  of  this  State  for  twelve  years,  and 
should,  in  the  opinion  of  this  Commission,  be  the  law  tohday.  By 
the  law  of  1897,  however,  buildings  were  allowed  to  be  erected  to 
a  height  of  150  feet  upon  streets  80  feet  or  over  in  width  and  to 
a  height  of  100  feet  on  streets  less  than  80  feet  in  width. 
While  the  Commission  would  like  to  limit  the  height  of  tenement 
houses,  including  apartment  houses,  to  the  limits  prescribed  by  the 
law  of  1885,  it  appreciates  that  this  is  rather  a  part  of  the  general 
problem  of  high  buildings  than  of  the  tenement  house  problem  in 
particular,  and  that  it  would  be  manifestly  illogical  to  limit  an 
apartment  house  to  80  feet,  while  a  hotel  or  an  apartment  hotel 
would  still  be  permitted  to  be  erected  to  a  height  of  150  feet 
The  Commission  believes,  however,  that  high  buildings,  particu- 
larly in  residential  quarters,  are  a  serious  detriment  to  the  wel- 
fare of  the  city  from  every  point  of  view,  and  that  their  height 
should  be  further  restricted.  It  would  call  attention  to  the  fact 
that  the  law  in  Washington  requires  that  no  building  shall  exceed 
in  height  the  width  of  the  street  in  front,  and  that  residence  build- 
ings shall  never  be  over  90  feet  high.  In  Europe  the  requirements 
upon  this  subject  are  much  more  stringent  than  in  this  country. 
In  Manchester,  England,  where  the  street  is  not  over  30  feet  in 
width  the  buildings  are  not  allowed  to  exceed  two  stories  in  height^ 
while  on  streets  between  30  and  36  feet  in  width  dwelling  houses 
may  be  three  stories  high. 

In  Liverpool  the  height  of  no  dwelling  house  mav  exceed  the 
width  of  the  street  upon  which  it  faces;  and  it  is  furtner  provided 
that  no  house  built  on  a  court  shall  be  of  a  greater  height  than 
30  feet  nor  contain  more  than  two  stories  above  the  ground  floor. 

In  Edinburgh  no  house  may  exceed  one  and  one-fourth  times  the 
width  of  the  street  or  court  upon  which  it  faces,  and  no  house 
shall  in  any  case  exceed  60  feet  in  height  without  the  consent  of 
the  local  authorities. 

In  Glasgow  the  law  requires  that  the  height  of  dwelling  houses 
shall  not  be  greater  than  the  width  of  the  street  on  which  they 
face.    In  the  laws  of  Berlin  there  is  a  similar  requirement. 

In  Paris  the  height  of  dwelling  houses  is  determined  by  the 
width  of  the  street.  For  houses  on  streets  of  24  feet  or  less  in 
width  the  building  shall  not  exceed  a  height  of  39  feet  Where 
the  street  is  not  over  32  feet  in  width  the  height  of  the  building  is 
limited  to  50  feet ;  where  the  street  is  65  feet  in  width  the  height 
of  the  building  is  limited  to  65  feet.  The  Paris  law  also  pro- 
hibits any  building  from  containing  more  than  seven  stories  above 
the  ground  floor. 

*'  Sbo.  53.  Yards,  Behind  eveir  tenement  house  hereafter  erected  there 
shall  be  a  yard  extending  across  the  entire  width  of  the  lot  and  at  every 
point  open  from  the  ground  to  the  sky  unobstructed,  except  that  fire 
escapes  or  unenclosed  outside  stairs  may  project  not  over  three  feet  from 
the  rear  line  of  the  house.    The  depth  of  said  yard,  measured  from  the 
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extreme  rear  wall  of  the  house  to  the  rear  line  of  the  lot,  shall  be  as  set 
forth  in  the  two  following  sections. 

**  Bnc.  54.  Tard$  of  interior  lot$.  Except  upon  a  comer  lot  the  depth 
of  the  yard  behind  CTcry  tenement  house  hereafter  erected  sixty  feet  in 
height  shall  be  not  less  than  tweWe  feet  in  every  part  Said  yard  shall 
be  increased  in  depth  one  foot  for  every  additionsi  twelve  feet  of  height 
of  the  building,  or  fraction  thereof ;  and  may  be  decreased  in  depth  one 
foot  for  every  twelve  feet  of  height  of  the  building  less  tiian  sixty  feet ; 
but  it  shall  never  be  less  than  ten  feet  in  depth  in  any  part" 

Since  the  passage  of  the  first  tenement  house  law  in  1867,  the  law 
has  required  that  there  shall  be  a  yard  space  of  10  feet  at  the 
rear  of  the  building.  This  law  was  framed  at  a  time  when  the 
majority  of  the  tenement  houses  in  the  city  were  three  stories 
high,  onlv  a  few  as  much  as  four  stories  in  height,  and  practicalljr 
none  higner.  Such  houses  then  accommodated  about  eight  fami- 
lies in  each.  It  is  obvious,  therefore,  that  a  ^ard  space  which  was 
sufficient  for  a  building  three  stories  high  is  not  sufficient  for  a 
building  six  stories  in  height,  and  that  such  yard  8]>ace  should 
increase  proportionately  with  the  increase  in  the  height  of  the 
building.  Tne  Commission  therefore  recommends  that  the  depth 
of  the  yard  for  a  building  six  stories  high  shall  be  not  less  than  12 
feet,  and  that  this  space  shall  be  increased  in  proportion  as  the 
building  increases  in  height,  and  shall  be  decreased  to  a  minimum 
of  10  feet  in  proportion  as  the  building  is  lower.  The  Commis- 
sion would  have  preferred  to  recommend  that  such  yards  should 
be  at  least  15  feet  in  depth,  but  refrains  from  so  doing  from  prac- 
tical and  commercial  considerations. 

In  connection  with  this  subject  of  yard  space,  it  is  important  to 
note  what  the  laws  are  in  European  cities  upon  this  subject 

In  Manchester  the  law  requires  that  the  yard  shall  have  a  mini- 
mum depth  of  10  feet,  and  that  for  buildings  35  feet  in  height  this 
yard  spac^  shall  be  25  feet  in  depth.  The  law  in  Livernool  requires 
that  where  houses  are  between  20  and  30  feet  in  height  the  depth 
of  Uie  yard  must  be  10  feet,  and  that  where  houses  exceed  30  teet 
in  height  the  yard  space  must  be  15  feet  In  Edinburgh  the  law 
requires  that  the  yard  space  at  the  rear  must  be  equal  to  three- 
fourths  of  the  area  to  be  occupied  by  the  building  in  cases  where 
the  building  is  not  more  than  four  stories  in  height,  and  where 
the  building  is  more  than  four  stories  in  height  then  the  yard 
space  must  be  equal  in  area  to  the  area  of  the  house.  In  other 
leading  European  cities  there  are  similar  provisions. 

"  Sec.  55.  Yards  of  comer  lots.  The  depth  of  the  vard  behind  every 
tenement  house  hereafter  erected  upon  a  corner  lot  shall  be  not  less  than 
ten  feet  in  every  part" 

Since  1867  the  law  has  made  no  distinction  between  corner  lots  and 
other  lots  in  regard  to  the  amount  of  yard  space,  requiring  a  mini- 
mum space  of  10  feet,  but  giving  to  uie  officials  charged  with  the 
enforcement  of  the  law  the  right  to  lessen  or  modify  this  distance 
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in  special  oases.  In  1880  the  law  for  the  first  time  limited  this 
discretion  to  corner  lots,  but  not  until  1895  was  any  other  differ- 
ence made  between  interior  and  corner  lots.  The  law  of  1895 
provided  that  the  yard  space  on  corner  lots  should  not  be  less 
than  5  feet  in  depth,  and  that  such  yard  space  might  start  at  the 
second  story.  It  is  to  be  borne  in  mind  that  the  open  space  on 
corner  lots  is  the  only  means  of  securing  through  ventilation  in 
the  interior  of  the  block,  and  that  unless  such  open  spaces  are  left 
there  will  simply  be  a  stagnant  well  of  vitiated  air  inside  of  the 
block,  which  has  very  little  opportunity  of  being  renewed.  The 
law  in  Edinburgh  requires  that  a  clear  opening  15  feet  wide  shall 
be  left  at  two  opposite  points  of  the  block  to  furnish  through  ven- 
tilation, and  tiie  law  in  Glasgow  is  similar.  The  Commission, 
therefore,  has  recommended  that  the  yard  space  should  start  at 
the  ground  or  curb  level,  and  not  be  permitted  to  start  at  the 
second  storv.  The  present  law  so  provides.  The  law  of  1895 
permitted  the  yard  space  for  a  corner  lot  to  start  at  the  second 
stoir;  the  Charter,  however,  changed  this  so  as  to  require  the 
yard  space  to  start  at  the  ground  level. 

'<Sbo.  56.  Yard  spaces  of  lots  ru7ining  through  from  street  to  street. 
Wherever  a  tenement  house  hereafter  erected  is  upon  a  lot  which  runs 
through  from  one  street  to  another  street,  and  said  lot  is  not  less  than 
seventy  feet  nor  more  than  one  hundred  feet  in  depth,  there  shall  be  a 
yard  space  through  the  centre  of  the  lot  midway  between  the  two  streets, 
which  space  shall  extend  across  the  fidl  width  of  the  lot  and  shall  never 
be  less  than  twelve  feet  in  depth  from  wall  to  wall ;  but  where  the  ground 
floor  of  such  building  is  used  or  intended  to  be  used  as  a  store,  such  yard 
space  may  start  at  the  second  tier  of  beams.  Where  such  lot  is  over  one 
hundred  feet  in  depth  such  yard  space  shall  conform  to  the  provisions  of 
section  sixty-two  of  this  act  for  inner  courts,  and  shall  be  left  through  the 
centre  of  the  lot  midway  between  the  two  streets." 

There  is  no  provision  in  the  present  law  upon  this  subject,  and 
the  Commission  finds  that  in  some  cases  the  Department *of  Build- 
ings has  permitted  buildings  of  this  kind  to  cover  the  entire  lot, 
making  allowance  for  air  shafts,  but  leaving  no  yard  space  of  any 
kind.  It  is  apparent  that  under  certain  conditions  this  may  be 
permitted.  In  other  cases,  however,  an  open  space  should  cer- 
tainly be  left  The  Commission,  therefore,  has  framed  a  provision 
to  meet  such  cases. 

''Sbo.  57.  Courts.  No  court  of  a  tenement  house  hereafter  erected 
shall  be  covered  by  a  roof  or  skvlight,  but  every  such  court  shall  be  at 
every  point  open  from  the  ground  to  the  sky  unobstructed,  and  shall  con- 
form to  the  requirements  of  the  following  sections:  provided,  that  an 
apartment  not  containing  any  room  fronting  upon  the  street  or  yard  may 
have  a  fire  escape  in  a  court,  projecting  not  more  than  three  feet  from  the 
wall  of  the  house.'' 

Prior  to  1895  the  law  did  not  j^rohibit  the  covering  over  of  a  court. 
The  law  of  1895  forbade  this  in  the  case  of  a  court  less  than  ten 
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sauare  feet  in  area,  and  such  a  space  was  deemed  not  to  be  jpart 
of  the  free  air  space,  but  was  considered  part  of  the  builaing. 
This  is  the  present  law  upon  this  subject  The  (}ommission 
recommends  that  no  court  shall  be  allowed  to  be  roofed  orer 
under  any  circumstances. 

**  8bc.  58.  Outer  courU.  Where  one  side  of  an  outer  court  is  situated 
on  the  lot  line,  the  width  of  the  said  court,  measured  from  the  lot  line 
to  the  opposite  wall  of  the  building,  for  tenement  houses  sixty  feet  in 
height  shall  not  be  less  than  six  feet  in  any  part ;  and  for  every  twelre 
feet  of  increase  or  fraction  thereof  in  the  height  of  the  said  building,  such 
width  shall  be  increased  six  inches  throughout  the  entire  hei^t  of  said 
court;  and  for  every  twelve  feet  of  decrease  in  the  height  of  the  said 
building  below  sixtv  feet,  such  width  may  be  decr^Mcd  six  inches,  but  no 
auch  court  shall  be  less  than  four  feet  six  inches  wide  in  any  part'' 

The  Commission  recommends  that  the  present  air  shafts  be  pro- 
hibited in  all  future  tenement  houses,  as  they  are  of  no  value  in 
supi>lyiug  either  light  or  air,  but,  on  the  contrary,  are  a  serious 
detriment  to  the  building.  The  evidence  upon  this  point  is  over- 
whelming. In  place  of  air  shafts  the  Commission  would  recom- 
mend that  the  provisions  of  the  laws  in  Buffalo  and  Philadelphia 
be  followed,  and  that  courts  sufficiently  large  to  secure  adequate 
light  and  ventilation  to  all  rooms  be  provided.  The  Commission 
has  therefore  sought  to  establish  a  princii>le  regulating  the  size 
of  such  courts,  and  in  doing  so  has  iMsed  its  conclusions  largely 
UDon  a  law  already  found  in  existence  in  the  cities  of  Buffalo  and 
Philadelphia,  which  has  worked  in  practice  admirably.  The 
Commission,  therefore,  at  the  start  has  aistinguished  between  open 
courts  or  outer  courts  and  closed  courts  or  inner  courts;  that  is, 
between  courts  open  on  one  entire  side,  and  thus  permitting  the 
circulation  of  air  and  the  admission  of  sunlight  from  street  or 
Yard,  and  courts  that  are  entirely  enclosed  on  all  four  sides  by  the 
building.  It  is  apparent  that  the  size  of  all  courts  should  bear  a 
definite  relation  to  the  height  of  the  building,  just  as  the  height 
of  the  building  should  be  regulated  by  the  width  of  the  street 
The  Commission  has  provided  that  such  width  shall  be  increased 
in  proportion  as  the  building  increases  in  height,  and  may  be  simi- 
larly decreased  as  the  building  is  less  in  height  The  Commis- 
sion also  believes  it  desirable  to  distinguish  between  outer  courts 
which  may  be  situated  oa  the  lot  line  and  outer  courts  between 
wings  of  the  same  building.  Where  such  a  court  is  situated  on 
the  lot  line,  it  is  not  only  possible  but  very  probable  tliat  the 
owner  of  the  adjoining  property  will  leave  a  similar  court  so  as  to 
secure  the  advantage  of  a  larger  space.  The  Commission,  there- 
fore, has  recommended  that  the  minimum  width  of  such  courts 
shall  be  6  feet  for  a  building  60  feet  in  height,  and  that  the  court 
shall  be  increased  6  inches  in  width  for  every  additional  12  feet 
of  height  Such  a  method  of  increase  is  already  recognized  in 
principle  by  the  present  regulations  of  the  Department  of  Build- 
ings, which  require  air  shifts  to  be  increased  4  inches  in  width 
for  each  story  above  the  fifth  story. 
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**  Sso.  59.  Outer  courts,  eorUinuecL  Where  an  outer  court  is  situated 
between  wings  or  parts  of  the  same  building,  or  between  different  buildings 
on  the  same  lot,  the  width  of  the  said  court,  measured  from  wall  to  wall, 
for  tenement  houses  sixty  feet  in  height  shall  not  be  less  than  twelye 
feet  in  any  part ;  and  for  every  twelve  feet  of  increase  or  fraction  thereof 
in  the  height  of  the  said  buildiug,  such  width  shall  be  increased  one  foot 
throughout  the  entire  height  of  the  said  court ;  and  for  every  twelve  feet 
of  decrease  in  the  height  of  the  said  building  below  sixty  feet,  such  width 
of  the  said  court  may  be  decreased  1  foot,  but  no  such  court  shall  ever 
be  less  than  nine  feet  in  width  in  any  part." 

Where  an  outer  court  is  located  between  wings  of  a  building  it  is 
apparent  that  the  court  should  be  twice  as  wide  as  in  the  case 
where  it  is  situated  on  the  lot  line.  In  such  cases  the  Commission 
has  provided  that  the  minimum  width  of  such  court  shall  be  12 
feet  for  buildings  60  feet  in  height,  with  a  provision  that  the 
width  shall  increase  1  foot  for  every  additional  12  feet  in 
height  of  the  building. 

This  provision  is  sdmost  identical  with  the  provision  of  the  Phila^ 
delphia  law,  which  requires  that  an  outer  court  on  the  lot  line  shall 
be  8  feet  as  a  minimum  width,  and  where  such  court  is  between 
wings  of  a  building  shall  be  not  less  than  12  feet  in  width.  The 
Buf&do  law  requires  that  outer  courts  shall  be  at  least  8  feet 
wide  for  a  building  four  stories  in  height  and  1  foot  wider  for 
each  additional  stor^  above  four  stories. 

The  law  in  Berlin  requires  that  the  width  of  such  a  court  shall 
be  at  least  8  feet,  and  that  where  there  are  windows  opening  upon 
a  court  (the  equivalent  of  our  court  between  wings)  such  court 
shall  be  20  feet  in  width. 

*'  Sso.  60.  Outer  courts,  continued.  Wherever  an  outer  court  changes  its 
initial  horizontal  direction,  or  wherever  any  part  of  such  court  extends  in 
a  direction  so  as  not  to  receive  direct  light  from  the  street  or  yard,  the 
length  of  such  portion  of  said  court  shall  never  exceed  the  width  of  said 
portion ;  such  length  to  be  measured  from  the  point  at  which  the  change 
of  direction  commences.  Wherever  an  outer  coui*t  is  less  in  depth  than 
the  minimum  width  prescribed  by  this  section,  then  its  width  may  be  eaual 
to,  but  not  less  than  its  depth,  provided  that  such  width  is  never  less  tnan 
four  feet  in  the  clear.  This  exception  shall  also  apply  to  each  offset  or 
recess  in  outer  courts.  And  no  window  except  windows  of  water-closet 
compartments,  bathrooms  or  halls  shall  open  upon  any  offset  or  recess  less 
than  six  feet  in  its  least  dimension." 

This  section  has  been  framed  to  provide  for  cases  where  an  outer 
court  might  suddenly  change  its  direction  and  extend  in  a  direo- 
tion  parallel  to  the  street  for  a  considerable  length,  being  almost 
in  such  cases  the  equivalent  of  an  inner  court,  and  not  receiving 
direct  light  from  Uie  street.  It  is  apparent  that  in  such  cases 
such  portions  of  the  court  should  be  materially  increased  in  width. 
An  attempt  has  also  been  made  in  tiiis  section  to  provide  for  cases 
in  which  it  might  be  desired  to  have  a  very  shallow  street  court 
or  yard  court  simply  to  light  one  or  more  rooms,  and  which 
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miffht  not  be  ^^reater  than  8  feet  in  depth.  It  would  obTioosly  be 
unfair  to  require  such  a  court  to  be  12  feet  wide,  and  the  Commia- 
Bion  has  therefore  provided  in  this  section  for  such  contingencies. 

**  8bo.  61.  Inner  courU.  Where  one  side  of  an  inner  court  is  situated  on 
the  lot  line,  the  width  of  the  said  court  measured  from  the  lot  line  to  the 
opposite  wall  of  the  building,  for  tenement  houses  sixty  feet  in  height 
snail  not  be  less  than  twelve  feet  in  any  part,  and  its  other  horizontal 
dimension  shall  not  be  less  than  twenty-four  feet  in  any  part ;  and  for 
every  twelve  feet  of  increase  or  fraction  thereof  in  the  height  of  the 
said  building,  such  width  shall  be  increased  six  inches  throughout 
the  entire  height  of  said  court,  and  the  other  horizontal  dimension  shall 
be  increased  one  foot  throughout  the  entire  height  of  said  court:  and 
for  every  twelve  feet  of  decrease  in  the  height  of  the  said  building  oelow 
sixty  feet,  such  width  may  be  decreased  six  inches  and  the  other  horizon- 
tal dimension  may  be  decreased  one  foot,  but  no  such  court  shall  be  less 
than  ten  and  a  half  feet  in  width  in  any  part,  nor  less  than  twenty-one 
feet  in  its  other  horizontal  dimension.^ 

In  regard  to  inner  courts,  or  courts  enclosed  on  all  four  sides,  the 
Commission  has  sought  to  provide  that  such  courts  shall  be  of  a 
size  sufficient  to  provide  adequate  light  and  ventilation.  There  has 
been  a  decided  sentiment  in  the  community  aninst  these  courts, 
and  the  Commission  has  been  urged  to  prohibit  them  entirely. 
This,  however,  would  not  be  expedient,  as  such  courts  when  of  a 
sufficient  size  are  adequate  for  purposes  of  light  and  ventilation. 
Where  such  a  court  is  situated  on  tne  lot  line  the  Commission  has 
recommended  that  the  minimum  width  of  the  court  from  the  lot 
line  to  the  building  shall  be  12  feet  and  its  other  least  dimension 
shall  be  24  feet,  these  minima  being  prescribed  for  a  building  60 
feet  in  height.  If  the  owner  of  the  sajoining  property  repeats  an 
inner  court  of  similar  dimensions  on  his  lot.  ss  he  is  likely  to  do, 
it  would  give  a  large  court  24  feet  by  24  feet  In  determining 
the  other  minimum  dimension  of  this  court  the  Commission  has 
adopted  the  principle  of  the  law  passed  in  1867,  which  prescribe 
the  distance  between  front  and  rear  tenement  houses,  requiring 
a  distance  of  25  feet  where  the  buildings  were  over  three  stories  in 
height  It  is  apparent  that  the  inner  court  should  be  treated  in 
exactly  the  same  way  as  the  space  between  a  front  and  rear 
tenement  house,  and  that  the  distance  between  the  two  wings  of  a 
building  should  not  be  appreciably  less  than  that  provided  in  the 
case  of  front  and  rear  tenements.  The  Commission  has  provided 
that  all  inner  courts  shall  increase  in  both  dimensions  as  the 
building  increases  in  height  beyond  60  feet,  and  may  similarly  be 
decreased  in  both  dimensions  for  a  corresponding  decrease  in 
height 

**  Sbc.  62.  /finer  courts,  continued.  Where  an  inner  court  is  not  rita- 
ated  upon  the  lot  line,  but  is  enclosed  on  all  four  sides^  the  least  horitoo- 
tal  dimension  of  the  said  court  for  tenement  houses  sixty  feet  in  height, 
shall  not  be  less  than  twenty-four  feet;  and  for  every  twelve  feet  of 
increase  or  fraction  thereof  in  Uie  height  of  the  said  building,  the  said 
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court  shall  be  increased  one  foot  in  each  horizontal  dimension,  throughout 
the  entire  height  of  said  court ;  and  for  every  twelve  feet  of  decrease  in 
the  height  of  the  said  building  below  sixty  feet,  the  horizontal  dimensions 
of  the  said  court  may  be  decreased  one  foot  in  each  direction,  but  no  such 
court  shall  ever  be  less  tlian  twenty-one  feet  in  its  least  horizontal  dimen- 
sion. O&ets  or  recesses  in  inner  courts  will  be  permitted,  but  where  the 
depth  of  such  offset  or  recess  is  less  than  the  minimum  width  prescribed, 
then  the  width  of  said  offset  or  recess  may  be  equal  to  but  not  less  than 
its  depth,  provided  that  such  width  is  never  less  than  four  feet  in  the  clear. 
And  no  window  except  windows  of  water-closet  compartments,  bath  rooms 
or  halls  shall  open  upon  any  offset  or  recess  less  than  six  feet  in  its  least 
dimension.'' 

Where  an  inner  court  is  enclosed  on  four  sides,  it  is  apparent  that 
its  width  should  be  equal  to  twice  the  width  of  such  a  court 
where  it  is  situated  on  the  lot  line.  The  Commission  has,  there- 
fore, provided  for  minimum  dimensions,  with  a  requirement  that 
both  dimensions  of  such  court  shall  increase  in  proportion  to  the 
height  of  the  building. 

"  Sbo.  63.  Inner  courts,  continued.  Every  inner  court  shall  be  provided 
with  one  or  more  horizontal  intakes  or  ducts  at  the  bottom.  Said  intakes 
or  ducts  shall  be  not  less  in  total  area  than  four  per  centum  of  the  area  of 
said  inner  court  Each  such  intake  or  duct  shall  be  at  least  five  square 
feet  in  area,  and  shall  always  communicate  directly  with  the  street  or  yard. 
Wherever  the  said  intakes  or  ducts  consist  of  a  passageway  or  passage- 
ways, such  passageway  shall  be  left  open,  or  if  not  open  there  shall  always 
be  provided  in  said  passageway  or  passageways  open  grilles  or  transoms  of 
a  size  not  less  than  five  square  feet  each,  and  such  open  grilles  or  transoms 
shall  never  be  covered  over  by  glass  or  in  any  other  way.  There  shall  be  at 
least  two  such  grilles  or  transoms  in  each  such  passageway,  one  at  the 
inner  court  and  the  other  at  the.  street  or  yard,  as  the  case  may  be." 

Where  large  inner  courts  have  been  used  in  tenement  houses,  it  has 
been  foimd  that,  while  they  may  adequately  light  the  rooms,  they 
do  not  provide  adequate  ventilation  unless  there  is  some  means  of 
creating  a  draught ;  that  otherwise  the  air  simply  remains  stagnant 
within  the  four  walls.  The  Commission  has,  therefore,  required 
that  there  shall  always  be  at  the  bottom  of  such  court  a  horizon- 
tal intake  or  duct  to  provide  a  circulation  of  air. 

**  Sbo.  64.  Outer  and  inner  courts.  Nothing  contained  in  the  foregoing 
sections  concerning  outer  and  inner  courts  shaJl  be  construed  as  prevent- 
ing windows  at  the  angles  of  said  courts,  provided  that  the  running  length 
of  the  wall  containing  such  windows  does  not  exceed  six  feet.  In  constru- 
ing said  sections  the.  height  of  the  building  is  to  be  measured  from  the 
curb  level  to  the  top  of  the  highest  wall  enclosing  or  forming  such  court." 

The  present  law  does  not  provide  for  the  turning  of  a  porner  in  a 
court  making  an  angle.  According  to  the  present  practice,  this  is 
permitted.  It  is  important  that  the  law  should  state  clearly  what 
may  be  done  in  such  cases. 
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^8bo.  65.  Bear  tmemenU.  No  separate  tenemeDt  house  shall  here- 
after be  erected  upon  the  rear  of  a  lot  fifty  feet  or  less  in  width  where 
there  is  a  tenement  house  on  the  front  of  the  said  lot,  nor  upon  the  front 
of  any  such  lot  upon  the  rear  of  which  there  is  such  a  tenement  house.'' 

While  the  tenement  house  law  has  never  hitherto  forbidden  in  terms 
the  erection  of  a  rear  tenement  house,  it  has  practically  prohibited 
it  by  prescribing  the  distance  that  shall  be  maintained  between  the 
front  and  rear  buildings. 

**  Sac.  66.  Buildings  on  same  lot  with  tenement  houeee.  If  any  building 
is  hereafter  placed  on  the  same  lot  with  a  tenement  house  the  space 
between  the  said  buildings  shall  always  be  of  such  size  and  arranged  in 
such  manner  as  is  prescribed  in  Section  sixty-two  of  this  act  for  inner 
courts ;  and  no  building  of  any  kind  shall  be  hereafter  placed  upon  tiie 
same  lot  with  a  tenement  house  so  as  to  decrease  the  minimum  size  of 
courts  or  yards  as  hereinbefore  prescribed.  And  if  any  tenement  house  is 
hereafter  erected  upon  any  lot  upon  which  there  is  already  another  build- 
ing, it  shall  comply  with  all  of  tne  provisions  of  this  act,  and  in  addition 
the  space  between  the  said  building  and  the  said  tenement  house  shall  be 
of  such  size  and  arranged  in  such  manner  as  is  prescribed  in  Section  sixty- 
two  of  this  act  for  inner  courts,  the  height  of  the  highest  building  on  the 
lot  to  regulate  the  dimensions." 

It  is,  of  course,  essential  that  if  proper  open  spaces  and  courts  are 
provided  for  new  tenement  houses,  they  shall  be  kept  open,  and 
shall  not  at  some  future  date  be  encroached  upon.  It  is  also  im- 
portant to  provide  for  the  case  of  two  buildings  being  erected  on 
the  same  lot  It  is  apparent  that  in  such  cases  the  space  between 
the  buildings  is  exactly  the  same  as  an  inner  court,  and  should  be 
so  treated  in  the  law.  The  provisions  in  this  section  as  to  the 
distance  between  such  buildings  are  in  this  regard  practically  the 
provisions  of  the  first  Tenement  House  Act  of  18o7,  which  have 
Deen  continued  in  all  subsequent  legislation. 

''Src.  67.  Boomn^  lighting  and  ventilating  of.  In  every  tenement 
house  hereafter  erected  every  room,  except  water-closet  compartments  and 
bathrooms,  shall  have  at  least  one  window  opening  directly  upon  the 
street  or  upon  a  yard  or  court'' 

The  law  since  1879  has  required  that  every  living  room  or  room  used 
for  sleeping  purposes  siiall  have  at  least  one  window  admitting 
light  and  air  directly  from  the  public  street  or  yard,  and  this  pro- 
vision has  been  re^uacted  in  all  subsequent  legislation.  It  is  the 
present  law  upon  this  subject,  the  Charter  requiring  that  in  all  new 
tenement  houses  each  room  must  have  a  separate  window  opening 
into  the  outer  air.  In  the  case  of  water-closet  compartments  and 
bathrooms,  while  it  is  desirable,  the  Commission  does  not  feel  that 
it  is  essential  that  such  rooms  should  in  every  case  open  upon  courts 
of  a  size  prescribed  in  this  act,  and  has  therefore  made  an  exception 
in  these  cases. 
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''Sbo.  68.  Wtndowi  in  raoma.  In  every  tenement  house  hereafter 
erected  the  total  window  area  in  eaoh  room,  except  water^^loeet  compart- 
ments and  bathrooms,  shall  be  at  least  one-tenth  of  the  superficial  area  of 
the  room,  and  the  top  at  least  of  one  window  shall  not  be  less  than  seven 
feet  six  inches  above  the  floor,  and  the  upper  half  of  it  shall  be  made  so 
as  to  open  the  full  width.  No  such  wmdow  shall  be  less  than  twelve 
square  feet  in  area  between  the  stop  beads.'' 

This  is  the  present  law  and  what  has  been  the  law  in  this  State 
since  1867. 

'^Sbo.  69.  Wtndawi  in  wcUer<loset  campartmenU  and  bathroamM.  In 
every  tenement  house  hereafter  erected  the  total  window  area  in  a  water- 
closet  compartment  or  bathroom  shall  not  be  less  than  three  square  feet  in 
area  for  each,  and  no  such  window  shall  be  less  than  one  foot  in  width, 
measured  between  stop  beads." 

This  is  the  present  requirement  of  the  Building  Department 

<<  Sbo.  70.  BoamSf  size  of.  In  every  tenement  house  hereafter  erected 
all  rooms,  except  water-closet  compartments  and  bathrooms,  shall  be  of 
the  following  minimum  sizes :  In  each  apartment  there  shall  be  at  least 
one  room  containing  not  less  than  one  hundred  and  twenty  square  feet  of 
floor  area,  and  each  other  room  shall  contain  at  least  seventy  square  feet 
of  floor  area.  Each  room  shall  be  in  every  part  not  less  than  nine  feet 
high  from  the  finished  floor  to  the  finished  ceiling ;  provided  that  an  attic 
room  need  be  nine  feet  high  in  but  one-half  its  area.'' 

The  law  has  never  prescribed  a  minimum  size  for  rooms ;  it  has,  how- 
ever, prescribed  a  minimum  height  and  a  minimum  cubic  air  space 
for  the  persons  occupying  them,  which  should  practically  have  the 
same  effect  The  Commission  finds  that  the  more  practical  method 
of  enforcing  a  requirement  as  to  the  amount  of  cubic  air  space  is  by 
prescribing  a  minimum  size  of  room.  Moreover,  the  rooms  in  new 
tenement  houses  have  become  so  small  that  it  is  now  necessanr  to 
lay  down  minimum  dimensions.  The  Commission  has,  therefore, 
recommended  that  such  minimum  dimensions  be  established,  and 
that  no  room  used  for  sleeping  purposes  be  less  than  70  square 
feet  in  floor  area.  In  regard  to  the  height  of  rooms,  the  Commis- 
sion finds  that  the  present  law  provides  in  one  place  for  a  mini- 
mum height  of  7  feet,  in  another  place  for  a  minimum  height  of 

8  feet,  and  the  regulations  of  the  Btiilding  Department  provide 
for  a  minimum  height  of  9  feet  4  inches,  the  nresent  practice  being 
to  construct  rooms  of  the  height  of  9  feet  and  4  inches.  The  Com- 
mission thinks  that  it  is  unnecessary  to  make  so  £p*eat  a  height  as 

9  feet  and  4  inches  compulsory,  and  therefore  recommends  that  not 
more  than  9  feet  be  required. 

**  Bsc.  71.  Alcoves.  In  every  tenement  house  hereafter  erected  where 
any  room  adjoins  another  room,  and  has  eighty  per  centum  or  more  of  one 
entire  side  open  to  the  other  room,  and  there  is  no  door  between,  it  shidl 
be  considerea  as  part  of  the  said  room.    Under  other  circumstances  every 
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mloore  shall  be  deemed  a  separate  room  for  all  purposes  within  the  mean- 
ing of  this  act^ 

The  present  law  makes  no  proTision  for  alcore  rooms,  although  the 
Building  Department  requires  that  alooTe  rooms  must  comply  with 
all  the  reauirements  of  other  rooms.  As  an  alcove  room  is  not 
defined,  it  becomes  a  nice  question  at  times  where  to  draw  the  line. 
The  Commission  has  therefore  sought  to  establish  such  a  point  of 
division. 

**  Sso.  72.  Puhlie  halU,  In  every  tenement  house  hereafter  erected 
every  public  hall  shall  have  at  least  one  window  opening  directly  upon 
the  street  or  upon  a  yard  or  court  Either  such  window  shall  be  at  the 
end  of  said  hall,  with  the  plane  of  the  window  at  right  angles  to  Uie  axis 
of  the  said  hall,  or  there  shall  be  at  least  one  window  opening  directly 
upon  the  street  or  upon  a  yard  or  court  for  every  twenty  feet  in  length  or 
fraction  thereof  of  said  haul.  In  such  halls  recesses  or  returns  the  length 
of  which  does  not  exceed  twice  the  width  of  the  hall  will  be  permitted 
without  an  additional  window.  But  wherever  the  length  of  such  recess 
or  return  exceeds  twice  the  width  of  the  hall  the  above  provisions  in 
reference  to  one  window  for  every  twenty  feet  of  hallway  shall  be  applied. 
Any  part  of  a  hall  which  is  shut  ofF  from  anv  other  part  of  said  half  bv  a 
door  or  doors  shall  be  deemed  a  separate  half  within  the  meaning  of  this 
section.'' 

Since  the  very  beginning  of  tenement  house  legislation  the  evils  of 
the  dark,  unventilated  liallways  have  been  thoroughly  reooguiied, 
and  efforts  liave  been  made  to  correct  these  evils.  The  very  first 
law,  that  of  1867,  provides :  **  That  the  halls  on  each  floor  shall 
open  directly  to  the  external  air  with  suitable  windows  and  shall 
have  no  room  or  other  obstruction  at  the  end  unless  sufficient  light 
or  ventilation  is  otherwise  provided  for  in  a  manner  approved  bv 
the  Board  of  Health.''  This  provision  has  been  re^nacted  in  all 
subsequent  legislation  upon  this  subject  and  is  part  of  the  present 
law.  A  further  provision  was  added  in  1887,  that  if  the  halls  of 
such  a  house  did  not  open  directly  to  the  external  air  with  suitable 
windows  at  the  ends  of  the  halls,  the  building  should  not  be  used 
or  occupied  unless  sufficient  light  and  ventilation  is  otherwise  pro- 
vided. The  Commission  finds  that  these  two  important  provisions 
of  the  law  have  practically  never  been  enforced,  and  that  most 
serious  evils  have  resulted  from  the  lack  of  their  enforcement 
The  Commission  also  finds  that  in  new  tenement  houses  con- 
structed during  the  past  few  years  a  great  number  of  the  build- 
ings have  been  erected  with  totallv  dark  halls.  It  has  therefore 
provided  in  its  recommendations  that  every  public  hall  shall  have 
at  least  one  window  opening  either  on  the  street  or  a  yard  or  upon 
an  adequate  court,  ana  that  the  window  shall  be  lookted  in  such 
part  of  the  hall  as  to  secure  sufficient  light  and  ventilation. 

*^  Sbo.  73.  WindowB  for  pMie  haUs^  tiie  of.  In  every  tenement  house 
hereafter  erected  one  at  least  of  the  windows  provided  to  liffht  each  public 
hall  or  part  thereof  shall  be  at  least  two  feet  six  inches  wide  and  five  feet 
high,  measured  between  stop  beads." 
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The  tenement  house  law  has  never  provided  a  minimum  size  of  win- 
dow for  hallSi  although  it  has  provided  a  minimum  size  for 
windows  in  rooms.  It  is  obvious  that  what  is  necessary  in  the 
case  of  rooms  is  necessary  in  the  case  of  halls. 

*'  Sbo.  74.  Windows  for  stair  halls,  size  of.  In  every  tenement  house 
hereafter  erected  the  aggregate  area  of  windows  to  light  or  ventilate  stair 
halls  shall  be  at  least  twenty-one  square  feet  for  each  floor.  There  shall 
be  provided  for  each  story  at  least  one  of  said  windows,  which  shall  be 
at  least  three  feet  wide  and  five  feet  high,  measured  between  the  stop 
beads.'' 

A  similar  requirement  is  necessary  for  the  windows  which  light  and 
ventilate  the  public  stairs  of  buildings. 

"  Seo.  76.  Privacy,  In  every  apartment  of  three  or  more  rooms  in  a 
tenement  house  hereafter  erected,  access  to  every  room  including  bath- 
rooms and  water-closet  compartments^  shall  be  had  without  passing 
through  any  bedroom.'' 

The  law  has  never  required  any  provision  for  privacy  in  a  tenement 
house.  The  Building  Department  regulations,  however,  have  pro- 
vided for  some  years  that  access  to  all  rooms  must  be  direct  with- 
out passing  through  a  bedroom.  The  Commission  recommends 
that  this  requirement  be  embodied  in  the  law,  as  it  is  obvious  that 
it  is  not  conducive  to  morality  or  decency  to  make  it  necessary  for 
people  to  pass  through  a  bedroom  in  order  to  reach  the  water- 
closet. 


**  TiTLK  2.     Provisions  applicable  only  to  now  existing  tenement  Jumses. 

*'  Sec.  76.  Percentage  of  lot  occupied.  No  now  existing  tenement  house 
shall  hereafter  be  enlarged,  or  its  lot  be  diminished,  so  that  the  house  occupy 
more  than  ninety  per  centum  of  a  comer  lot,  or  more  than  seventy  per 
centum  of  any  other  lot,  the  measurements  in  all  cases  to  be  taken  at  the 
ground  level ;  provided  that  the  space  occupied  by  fire  escapes  of  the  size 
hereinbefore  prescribed  shall  not  be  deemed  a  part  of  the  lot  occupied." 

It  is,  of  course,  desirable  that  existing  tenement  houses  shall  not 
be  allowed  to  be  altered  so  as  to  cover  a  greater  percentage  of  the 
lot  than  would  be  permitted  in  the  case  of  new  tenement  houses. 

*'  Sec.  77.  Yards.  No  now  existing  tenement  house  shall  hereafter  be 
enlarged  or  its  lot  be  diminished,  so  that  the  yard  shall  be  less  than  five 
feet  in  depth  when  the  building  is  on  a  comer  lot  or  less  than  twelve  feet 
in  depth  in  other  cases,  the  measurements  in  all  cases  to  be  taken  from  the 
extreme  rear  wall  of  the  building  to  the  rear  lot  line,  and  across  the  full 
width  of  the  lot,  and  such  yard  shall  be  at  everv  point  open  from  the 
ground  to  the  sky,  except  as  provided  in  Section  fifty-three  of  this  act." 

It  is  apparent  that  in  existing  tenement  houses  the  present  yard 
space  should  not  be  allowed  to  be  encroached  upon  by  extending 
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in  a  line,  only  one  of  which  communicates  with  the  outer  air. 
As  the  law  since  1879  has  required  that  every  liyinflr  room  in  a 
tenement  house  thereafter  erected  should  have  a  window  opening 
directly  to  the  outer  air,  it  is  apparent  that  these  buildings  have 
for  more  than  twenty  years  been  violating  fundamental  sanitary 
rules.  The  public  health  demands  that  these  rooms  shall  either 
be  made  fit  for  human  habitation  or  shall  not  be  used  for  living 
purposes.  The  Commission,  therefore,  has  recommended  that  no 
room  in  an  existing  tenement  house  shall  be  occupied  for  living 
purposes  unless  it  has  proper  means  of  ventilation.  Where  such 
a  room  has  no  window  to  the  outer  air,  but  adjoins  a  room  which 
has  such  communication,  then  if  a  glass  partition  with  a  movable 
sash  of  sufficient  size  is  provided  between  the  two  rooms  the  Com- 
mission believes  that  tne  inner  room  may  be  permitted  to  be 
occupied,  but  such  inner  room  then  must  contain  at  least  60  square 
feet  of  floor  area,  and  also  at  least  600  cubic  feet  of  air  space 
for  each  occupant 

'^Sbo.  80.  Public  ?MUSf  lighting  of.  In  every  now  existing  tenement 
house  four  stories  or  over  in  height,  whenever  a  public  hall  on  any  floor  is 
not  light  enough  in  the  daytime  to  permit  a  person  to  read  in  every  part 
thereof  without  the  aid  of  artificial  light,  the  wooden  panels  in  the  doors 
located  at  the  ends  of  the  public  halls  and  opening  into  rooms  shall  be 
removed,  and  ground  glass  or  wire  glass  panels  of  an  aggregate  area  of  not 
less  than  four  square  feet  for  each  door  shall  be  substituted ;  or  in  lieu  of 
removing  the  panels  in  the  doors  a  fixed  sash  window  of  wire  glass  of  an 
area  of  not  less  than  five  square  feet  may  be  cut  into  the  partitions  separat- 
ing the  said  hall  from  a  room  which  opens  directlv  upon  the  street  or  upon 
a  yard,  court,  or  shaft  of  the  dimensions  specifiea  in  the  last  section ;  or 
said  public  hall  may  be  lighted  by  a  window  or  windows  at  the  end 
thereof  with  the  plane  of  the  window  at  right  angles  to  the  axis  of  tiie 
said  hall,  said  window  opening  upon  the  street  or  upon  a  yard,  court,  or 
shaft  of  said  dimensions." 

Allusion  has  already  been  made  to  the  very  serious  evils  of  dark 
halls,  and  the  grave  moral  evils  as  well  as  the  evils  from  the  point 
of  view  of  sanitation  and  health.  The  Tenement  House  Commis- 
sion appointed  by  the  Legislature  in  1894  sought  to  remedy  these 
evils  by  recommending  that  |n  dark  hallwavs  a  light  should  be 
kept  burning  in  each  hall  from  sunrise  imtil  ten  o'clock  at  night 
The  Commission  finds  that  this  law  is  a  dead  letter;  that  the 
hallways  in  most  of  the  tenement  houses  in  this  city  are  pitch- 
black,  and  that  in  hardly  any  case  is  a  light  kept  burning  in  the 
daytime.  It  is  apparent  that  such  a  law  must  be  very  difficult 
of  enforcement  even  if  the  Department  of  Health  had  a  large 
force  of  inspectors,  as  it  is  very  simple  for  the  owner  or  janitor 
to  turn  out  the  light  after  the  inspector's  back  is  turned,  so  that 
really  to  enforce  the  law  an  army  of  inspectors  would  be  needed. 
The  Commission  has  therefore  sought  to  substitute  a  provision 
which,  when  once  enforced,  will  stay  enforced.  It  recommends 
that  the  wooden  panels  in  the  doors  leading  from  the  public  hsJls 
to  the  rooms  shall  be  taken  out,  and  that  ground  glass  or  wire 
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Slasa  panels  shall  be  subetituted ;  or,  in  lieu  of  this,  a  proper  win- 
ow  shall  be  cut  into  the  hall  at  the  end  communicating  with  the 
outer  air.  This  will  inTolre  only  a  comparatiTcly  slight  expense, 
and  will  accomplish  great  improTcment  in  the  condition  of  the 
hallways.  It  is  a  method  that  has  been  often  adopted,  and  has 
worked  admirably  in  the  construction  of  new  tenement  houses, 
and  in  many  of  the  old  tenements. 

''  Sbo.  81.  Lig?U  and  vent  nhaJU  in  exiMing  buHdingg.  Any  shaft  used  or 
intended  to  be  used  to  light  or  yentilate  rooms  used  or  intended  to  be  used 
for  liying  purposes,  and  which  may  be  hereafter  placed  in  a  now  existing 
tenement  house,  shall  not  be  less  in  area  than  twenty-fiye  sauare  feet,  nor 
less  than  four  feet  in  width  in  any  part,  and  such  shaft  shall  under  no  cir- 
cumstances be  roofed  or  covered  over  at  the  top  with  a  roof  or  skylight ; 
but  if  such  shaft  is  provided  at  the  bottom  with  a  horizontal  intake  or 
duct,  of  a  size  not  less  than  two  square  feet,  and  communicating  directly 
with  the  street  or  yard,  such  shaft  may  be  of  a  size  not  less  than  three 
feet  by  five  feet,  provided  that  not  more  than  two  rooms  on  any  floor  open 
thereon,  and  that  if  it  be  used  to  light  or  ventilate  any  living  room  no 
water-closet  open  upon  it." 

The  Commission  realizes  that  the  owners  of  existing  tenement 
houses  may  desire  to  put  in  an  air  shaft  in  order  to  light  and 
ventilate  rooms  which  may  now  be  totally  without  light  or  ven- 
tilation. If  such  shafts  are  hereafter  placed  in  an  existing  build- 
ing, it  is  entirely  pro|ier  that  they  should  conform  to  the  minimum 
size  laid  down  in  the  present  law,  and  the  Commission  has  pre- 
pared this  section  so  as  to  encourage  such  improvements  in  old 
tenement  houses. 


'^TiTLB  3.    ProviaioM  appUoabU  to  aU  tenement  hau$e$  hereafter  erected 

or  now  exieting, 

^  Sbc.  82.  PubUc  HaUe.  In  every  tenement  house  a  proper  li^ht  shall 
be  kept  burning  by  the  owner  in  the  public  hallways,  near  the  stairs,  upon 
the  entrance  floor,  and  upon  the  second  floor  above  the  entrance  floor  of 
said  house,  every  night  from  sunset  to  sunrise  throughout  the  year,  and 
upon  all  other  floors  of  the  said  house  from  sunset  until  ten  o'clock  in  the 
evening.'' 

The  present  law  requires  that  a  light  shall  be  kept  burning  in  all 
hallways  from  sunset  until  ten  p.m.  The  Fire  Department  has 
requested  that  this  law  be  changed  so  as  to  require  a  light  to  be 
kept  burning  on  every  floor  all  night,  claiming  that  many  tene- 
ment house  fires  are  caused  by  persons  coming  home  late  at  night, 
lighting  matches  in  the  halls  and  throwinff  them  down  half- 
extinguished.  For  reasons  of  morality,  as  well  as  for  the  ordinary 
comfort  of  tenement  dwellers,  it  is  essential  that  halls  in  the  tene- 
ment houses  be  kept  lighted  a  reasonable  time.  The  Commission 
has  not  followed  the  entire  recommendation  of  the  Fire  Depart* 
ment  because  of  the  expense  involved,  but  has  reoommended  thai 
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the  hall  on  the  entrance  floor  and  the  hall  two  flights  above  shall 
be  kept  lighted  all  night,  and  that  in  the  other  hallways  lights 
shall  be  kept  burning  untU  ten  p.m. 

"  Sbo.  83.  Skylights.  In  every  tenement  house  there  shall  be  in  the 
roof,  directly  over  each  stair  well,  a  ventilating  skylight  with  both  ridge 
ventilators  and  fixed  louvres,  the  glazed  surface  thereof  to  be  not  less 
than  twenty-five  square  feet  in  area." 

The  law  since  1867  has  required  that  in  every  tenement  house  there 
shall  be  an  adequate  and  proper  ventilating  skylight.  It  lias  not, 
however,  specified  the  size  of  such  bkylight,  but  loft  it  to  the  dis- 
cretion of  the  Commissioner  of  Builuings.  The  Commission  be- 
lieves that  it  is  proi)er  that  a  minimum  size  be  specified  in  the 
statute. 

''  Sbo.  84.  Chimneys  or  fire  places.  In  every  tenement  house  there 
shall  be  adequate  chimneys  running  through  every  floor  with  an  open 
fire  place  or  grate^  or  place  for  a  stove,  properly  connected  with  one  of 
said  chimneys  for  every  apartment." 

This  is  the  present  law  and  has  been  the  law  since  1867. 

'*  Sro.  85.  Vent  shafts.  Every  vent  shaft  hereafter  constructed  in  a 
tenement  house  shall  be  at  least  twenty  square  feet  in  area,  and  the  least 
dimension  of  such  shaft  shall  not  be  less  than  four  feet ;  and  if  the  build- 
ing be  above  sixty  feet  in  height  such  shaft  shall  throughout  its  entire 
height  be  increased  in  area  three  square  feet  for  each  additional  twelve 
feet  of  height  or  fraction  thereof ;  and  for  each  twelve  feet  of  height  less 
than  sixty  feet  such  shaft  may  be  decreased  in  area  three  square  feet 
A  vent  shaft  may  be  enclosed  on  all  four  sides  but  shall  not  be  roofed  or 
covered  over  in  any  way.  Every  such  shaft  shall  be  provided  with  a 
horizontal  intake  or  duct  at  the  bottom,  communicating  with  the  street 
or  yard  or  with  a  court;  such  duct  or  intake  to  be  not  less  than  one  and 
one-half  square  feet  in  total  area." 

The  Commission  has  recommended  that  water-closet  compartments 
and  bath-rooms  shall  be  allowed  to  ventilate  on  a  smaller  open 
space  than  that  prescribed  for  bedrooms  and  living  rooms.  The 
present  law  provides  that  all  water-closet  compartments  shall 
have  a  window  opening  to  the  outer  air,  but  in  special  cases  such 
water-closets  are  permitted  to  be  ventilated  by  means  of  a  small 
metal  flue  or  duct. 


•*  CHAPTER  IV.    SANITARY  PROVISIONS 

''  TiTLB  1.    Provisions  applicable  only  to  tenement  houses  hereafter  erected. 

*'  Sbo.  91.  Basements  and  Cellars.  In  tenement  houses  hereafter 
erected  no  room  in  the  cellar  shall  be  constructed,  altered,  converted 
or  occupied  for  living  purposes.     And  no  room  in  the  basement  shall  be 
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ooDStructedy  altered,  oonvertod  or  occupied  for  living  purpoees,  unless  all 
of  the  following  conditions  are  complied  with : 

^'1.  Such  room  shall  be  at  least  nine  feet  high  in  ererj  part  from  the 
floor  to  the  ceiling. 

"2.  The  ceiling  of  such  room  shall  be  at  least  four  feet  and  six  inches 
above  the  surface  of  the  street  or  ground  outside  of  or  adjoining  the 
same. 

"3.  There  shall  be  appurtenant  to  such  room  the  use  of  a  separate 
water-closet,  constructed  and  arranged  as  required  by  S^tion  ninety-five 
of  this  act 

**4u  Such  room  shall  have  a  window  or  windows  opening  upon  the 
street,  or  upon  a  yard  or  court.  The  total  area  of  windows  in  such  room 
shall  be  at  least  one-eighth  of  the  superficial  area  of  the  room,  and  one- 
half  of  the  sash  shall  be  made  to  open  the  full  width,  and  the  top  of  each 
window  shall  be  within  six  inches  of  the  ceiling. 

''5.  All  walls  surrounding  such  room  shall  be  made  dampproof  in  the 
manner  specified  in  the  next  section. 

''  6.  The  floor  of  such  room  shall  be  made  dampproof  and  water  proof 
in  the  manner  specified  in  the  next  section." 

The  Commission  has  recommended  certain  changes  in  the  present 
law  in  regard  to  living  rooms  to  be  occupied  in  basements  of 
future  tenement  houses.  There  has  been  a  very  strong  demand 
to  prohibit  entirely  the  occupation  of  basement  rooms.  The  Com- 
mission, however,  has  not  seen  its  way  clear  to  making  so  drastic 
a  recommendation.  It  therefore  recommends  that  in  all  tenement 
houses  hereafter  erected  the  height  of  such  rooms  must  be  at  least 
9  feet,  and  that  at  least  one-half  of  the  height  of  the  room  shall  be 
above  the  curb  level ;  also  that  the  rooms  shall  be  V^P^^IJ  ^^^* 
tilated  and  that  the  walls  and  floors  shall  be  water-proof.  This  is 
a  change  from  tlie  present  law.  The  present  law  requires  such 
rooms  to  be  8  feet  high  instead  of  9  feet,  and  that  the  ceiling  shall 
be  2  feet  above  the  curb  instead  of  4  feet  6  inches,  snd  further 
requires  that  in  front  of  the  rooms  and  extending  across  the  full 
width  of  the  house  there  shall  be  an  open  area  at  least  2  feet  6 
inches  wide  and  constructed  in  a  certain  manner.  The  Commis- 
sion believes  that  such  area  is  not  necessary,  provided  the  ceiling 
is  high  enough  above  the  ground  and  the  walls  and  floors  are 
made  damp-proof. 

<'  Sbo.  92.  BoBemenU  and  CeHars^  continued.  Every  tenement  house 
hereafter  erected  shall  have  all  walls  below  the  ground  level  and  all 
cellar  or  lowest  floors  made  dampproof  and  waterproof.  Such  damp- 
proofing  and  waterproofing  shall  run  through  the  wails  and  up  the  same 
as  hiffh  as  the  ground  levd  and  shall  be  continued  throughout  the  floor, 
and  Uie  said  cellar  or  lowest  floor  shall  be  properly  constructed  so  as  to 
prevent  dampness  or  water  from  entering." 

The  Commission  believes  it  to  be  desirable  that  all  walls  below  the 
ground  level  shall  be  made  damp-proof  whether  the  basement  is 
occupied  for  living  purposes  or  not,  and  that  cellar  floors  shall  be 
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water-tight  and  similarly  damp-proof.  The  law  since  1867  has 
provided  that  cellar  floors  shall  be  properly  cemented  and  water- 
tight. 

"  Sec.  93.  ShaJUf  courts,  areas  and  yards.  In  every  tenement  house 
hereafter  erected  the  bottom  of  all  shafts,  courts,  areas  and  yards  which 
extend  to  the  basement  for  light  or  ventilation  of  living  rooms,  must  be 
six  inches  below  the  floor  level  of  the  part  occupied  or  intended  to  be 
occupied.  All  shafts,  courts,  areas  and  yards  shall  be  properly  concreted^ 
graded  and  drained,  and  shall  be  properly  connected  with  the  street  sewer 
so  that  all  water  may  pass  freely  into  it." 

This  is  the  present  requirement  of  the  Building  Department. 

"  Sec.  94.  Water  supply.  In  every  tenement  house  hereafter  erected 
there  shall  be  in  each  apartment  a  proper  sink  with  running  water.'' 

This  is  the  present  requirement  of  the  Building  Department. 

*'  Sec.  95.  Water-closet  accommodations.  In  every  tenement  house 
hereafter  erected  there  shall  be  a  separate  water-closet  in  a  separate  com- 
partment within  each  apartment,  provided  that  where  there  are  apart- 
ments consisting  of  but  one  or  two  rooms  there  shall  be  at  least  one 
water-closet  for  every  three  rooms.  All  water-closet  compartments  must 
have  a  window  opening  upon  the  street  or  yard  or  upon  a  court  or  vent 
shaft  Bverv  water-closet  compartment  shall  be  provided  with  proper 
means  of  lighting  the  same  at  night.  If  fixtures  for  gas  or  electricity 
are  not  provided  in  said  compartment,  then  the  door  of  said  compartment 
shall  be  provided  with  ground  glass  or  wire  glass  panels,  or  with  a  ground 
glass  or  wire  glass  transom,  not  less  in  area  than  four  square  feet.  The 
floor  of  every  water-closet  compartment  shall  be  made  waterproof  with 
asphalt,  cement,  tile,  stone,  metal  or  some  other  waterproof  material ;  and 
such  waterproofing  shall  extend  at  least  six  inches  above  the  floor  so  that 
the  said  floor  can  be  washed  or  flushed  out  without  leaking.  No  drip 
trays  shall  be  permitted.  No  water-closet  fixtures  shall  be  enclosed  with 
any  woodwork." 

The  present  law  requires  at  least  one  water-closet  for  every  two  fami- 
lies in  a  new  tenement  house  and  permits  the  location  of  such 
water-closets  in  the  public  hallway  of  the  building.  The  Commis- 
sion recommends  that  in  every  tenement  house  hereafter  erected 
there  shall  be  a  separate  water-closet  for  each  family  and  that  this 
water-closet  shall  be  located  within  the  apartment.  No  one  who 
has  made  any  recommendation  to  the  Commission  on  this  subject 
has  not  agreed  with  this  view.  As  a  matter  of  fact  the  Commis- 
sion finds  that  it  is  becoming  the  practice  for  builders  to  provide 
such  water-closet  accoromo(LBitions  in  the  new  tenement  nouses. 
In  61  percent  of  the  houses  erected  during  1900  and  examined  by 
the  Commission  it  was  found  that  a  private  water-closet  for  each 
family  was  thus  provided.  The  present  law  requires  that  all 
water-closet  compartments  shall  have  a  window  opening  upon  the 
outer  air.  The  Commission  recommends  in  effect  the  continuance 
of  this  provision.     It  further  recommends  that  every  water-closet 
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oompartment  shall  be  prorided  with  proper  means  of  lighting  the 
same  at  nighty  as  it  finds  that  where  such  closets  cannot  be 
Ughted  at  niffht  they  are  apt  to  be  kept  in  an  unclean  condition. 
The  present  law  requires  that  the  floor  of  CTery  water-closet  com- 
partment shall  be  made  waterproof*  The  Commission  recom- 
mends that  this  be  continued. 

^Sbc.  96.  Plund}ing.  In  every  tenement  house  hereafter  erected  all 
plumbing  pipes  shall  wherever  possible  be  exposed,  or  if  such  pipes  are 
covered  there  shall  be  at  each  floor  access  to  all  rising  lines  Uirou^  remov- 
able panels;  said  panels  shall  always  be  as  wide  as  the  whole  stack  of 
pipes,  and  at  least  two  feet  and  six  inches  in  height" 

It  is  important  that  plumbing  pipes  should  in  all  cases  be  exposed 
so  that  if  there  is  any  leak  they  may  be  readily  reached,  and  for 
the  more  important  reason  that  if  the  ^ipes  are  covered  up  the 
work  is  apt  to  be  slighted.  The  Commission  has  not  thought  it 
best  to  make  this  compulsory  in  all  cases,  but  would  recommend 
that  the  pipes  be  exposed  wherever  possible. 

^TiTLB  2.  Pravuions  applioabU  only  to  now €xi$Hng  tenement  ho%$e$. 

^  8bo.  97.  BaaementM  and  CtUart,  Hereafter  in  anv  now  existing  ten- 
ement house  no  room  in  the  basement  or  cellar  shall  be  occupied  for 
living  purposes  without  a  written  permit  from  the  Department  of  Health, 
and  such  permit  shall  be  kept  readily  accessible  in  said  room.  And  no 
such  room  shall  hereafter  be  occupied  unless  all  the  following  conditions 
are  complied  with : 

**  1.  Such  room  shall  be  at  least  eight  feet  high  in  every  part  from  the 
floor  to  the  ceiling. 

''2.  The  ceiling  of  such  room  shall  be  in  every  part  at  least  two  feet 
above  the  surface  of  the  street  or  ground  outside  of  or  adjoining  Uie 
same. 

"3.  There  shall  be  appurtenant  to  such  room  the  use  of  a  separate 
water-closet 

^  4.  There  shall  be  outside  of  and  i^djoining  such  room,  and  extending 
alon^^  the  entire  frontage  thereof,  an  open  space  of  at  least  two  feet 
six  inches  wide  in  every  part  The  bottom  of  said  space  shall  be  at 
least  six  inches  below  the  level  of  the  floor  of  the  room,  and  such  space 
shall  be  well  and  effectually  drained  by  a  drain  the  bottom  of  which  snail 
be  at  least  one  foot  below  the  level  of  the  floor  of  the  room. 

''  5.  Such  room  shall  have  a  window  or  windows  opening  to  the  outer 
air  of  at  least  nine  square  feet  in  size  clear  of  the  sash  frame,  and  at  least 
four  and  one-half  square  feet  of  which  shall  have  been  made  to  readily 
open  for  purposes  of  ventilation. 

^  6.  If  the  house  is  situated  over  marshy  ground,  or  nound  on  which 
water  lies,  or  ground  on  which  there  is  water  pressure  from  below,  the 
lowest  floor  shall  have  been  made  waterproof  ana  dampprool** 

This  is  the  present  law  upon  this  subject,  with  the  omission  of  some 
unnecessary  portions  and  with  slight  changes  in  the  language, 
intended  to  make  its  meaning  more  clear. 
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"  Sbo.  98.  Water^loHts.  In  all  now  existing  tenement  houses  the 
woodwork  enclosing  all  water-closets  shall  be  removed  from  the  front  of 
said  closet^  and  the  space  underneath  the  seat  shall  be  left  open.  The 
floor  or  other  surface  beneath  and  around  the  closet  shall  be  maintained  in 
good  order  and  repair  and  shall  be  kept  well  painted  with  white  paint'' 

The  investigations  of  the  sanitary  inspectors  of  the  Commission  show 
that  in  old  tenement  houses  where  the  water-closets  are  enclosed 
with  wood-work  the  closets  are  apt  to  get  in  a  very  filthy  condition, 
and  that  it  is  desirable  that  such  woodwork  be  removed  and  the 
floor  underneath  the  closet  be  properly  painted  with  a  light-colored 
paint,  so  that  all  dirt  may  be  readily  seen.  The  plumbing  regula- 
tions of  the  Building  Department  have  for  many  years  forbidden 
the  enclosing  of  water-closets  in  new  work.  From  estimates  which 
have  been  made  the  Commission  finds  that  this  change  will  be  com- 
paratively inexpensive. 

''  Sbo.  99.  Public  sinks.  In  all  now  existing  tenement  houses  the  wood- 
work enclosing  sinks  located  in  the  public  halls  or  stairs  shall  be  removed, 
and  the  space  underneath  said  sinks  shall  be  left  open.  The  floors  and 
wall  surfaces  beneath  and  around  the  sink  shall  be  maintained  in  good 
order  and  repair,  and  shall  be  kept  well  painted  with  white  paint." 

The  present  plumbing  rules  forbid  the  enclosing  of  a  sink  with  wood- 
work in  new  plumbing.  The  same  objection  that  pertains  to  the 
enclosing  of  water-closets  pertains  with  equal  effect  to  the  enclosing 
of  sinks,  and  the  Commission  recommends  that  woodwork  around 
old  sinks  be  removed. 

''Sbo.  100.  Privy  Vaults  and  School  Sifiks,  In  all  now  existing  tene- 
ment houses,  all  school-sinks,  privy  vaults  or  other  similar  receptacles  now 
used  to  receive  fecal  matter,  urine  or  sewage,  shall  before  January  1, 1903, 
be  completely  removed  and  the  place  where  they  were  located  properly 
disinfected  under  the  direction  of  the  Department  of  Health.  Such  ap- 
pliances shall  be  replaced  by  individual  water-closets  of  durable  non-absorb- 
ent material,  properly  sewer-connected,  and  with  individual  traps,  and 
properly  connected  flush-tanks  providing  an  ample  flush  of  water  to 
thoroughly  cleanse  the  bowl.  The  seats  of  the  water-closets  shall  be 
hinged  and  attached  to  the  bowl  of  the  closet.  Each  water-closet  shall  be 
located  in  a  compartment  completely  separated  from  every  other  water- 
closet  The  floors  of  the  water-closet  compartment  shall  be  waterproof  as 
provided  in  section  ninety-five  of  this  act.  Such  water-closets  may  be 
located  in  the  yard  if  necessary,  and,  if  so,  long  hopper  closets  may  be 
used ;  all  traps,  flush  tanks  and  pipes  shall  be  protected  against  the  action 
of  frost.  There  shall  be  provided  at  least  one  such  water-closet  for  every 
two  families  in  said  tenement  house.  Except  as  in  this  section  otherwise 
provided  such  water-closets  and  all  plumbing  in  connection  therewith 
shall  be  in  accordance  with  the  Building  Code  of  the  City  of  New  York." 

The  use  of  privy  vaults  in  connection  with  tenement  houses  has  for 
a  number  of  years  been  prohibited,  the  first  law  upon  this  subject 
having  been  enacted  in  1887,  and  the  Board  of  Health  has  gradually 
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oondemnod  tho  great  majority  of  these  Taulta.  There  are,  howeTor, 
still  in  the  oitj  a  number  of  school  sinks  located  in  the  yards,  which 
are  the  only  privy  accommodations  for  the  occupants  of  the  tene- 
ment house.  These  school  sinks  were  in  nearly  every  case  found 
hy  the  Commission's  sanitary  inspectors  to  be  in  a  horrible  condi- 
tion and  a  serious  menace  to  the  health  of  the  occupants  of  such 
houses  and  the  neighboring  houses.  From  their  construction  it  is 
very  difficult  to  flush  them,  and  the  inspectors  found  many  cases 
where  they  had  not  been  flushed  for  weeks.  In  summer  the  stench 
is  intolerable,  and  unquestionably  causes  a  good  deal  of  sickness. 
Moreover,  the  school  sinks  found  in  nearly  all  the  buildings  were 
in  a  horrible  condition,  in  some  cases  simply  indescribable.  The 
Commission  therefore  recommends  that  within  two  years  all  exist- 
ing school  sinks  now  used  in  connection  with  tenement  houses  be 
removed  and  proper  water-closet  accommodations  be  substituted. 
The  Commission  nas  not  attempted  to  specify  whether  such  water- 
closets  shall  be  placed  in  the  yard  or  within  the  tenement  house ; 
it  has  left  this  to  the  option  of  the  owner.  The  Commissioners 
realize  that  in  some  cases  it  might  be  difficult  to  protect  such 
water-closets  from  the  action  of  frost  if  they  are  located  in  the 
yard,  but  know  that  in  any  case  they  can  be  located  in  the  house 
simply  by  giving  up  one  room  to  such  purpose.  Every  considera- 
tion of  the  public  health  demands  that  this  action  be  taken,  and 
the  Commission  finds,  after  having  estimates  made,  that  the  cost 
will  not  be  so  great  as  to  make  this  measure  an  undue  hardship 
upon  the  owners  of  tenement  houses. 


^Titlb3.  Proviaians  applicable  to  all  tenemeni  houses,  whether  hereajimr 

erected  or  noto  existing. 

^  Sbo.  101.  BaeemenU  and  Cellare.  The  floor  of  the  cellar  or  lowest  floor 
of  every  tenement  house  shall  be  water  tight,  and  the  cellar  ceiling  shall  be 
plastered." 

This  is  the  present  law  and  has  been  the  law  since  1867. 

'<  Sko.  102.  Cellar  WalU  and  Ceilings.  The  cellar  walls  and  ceilings  of 
every  tenement  house  shall  be  thoroughly  whitewashed  or  painted  a  light 
oolor  by  the  owner  at  least  once  a  year ;  and  no  tenement  house  hereafter 
ereoted,  whether  or  not  it  has  now  been  actually  commenced,  shall  be 
oceopied  until  this  has  been  done  for  the  first  time." 

The  present  law  requires  the  walls  and  ceilings  of  all  tenement 
houses  to  be  whitewashed  once  a  year.  If  this  law  were  applied 
to  the  better  grade  of  flats  and  apartment  houses,  or  even  to  the 
better  tenement  houses,  it  would  undoubtedly  work  great  hardship 
and  be  resented  by  the  entire  community.  The  Commission  there- 
fore recommends  that  only  the  cellar  walls  and  ceilings  be  white- 
washed once  a  year,  leaving  to  the  Department  of  Health  the 
power  and  duty  of  requiring  the  walls  of  tenement  houses  to  be 
cleaned  when  necessity  requires  it 
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"  Sec.  103.  Roofs.  The  roof  of  erery  tenement  house  shall  be  kept  in 
good  repair  and  so  as  not  to  leak,  and  all  rain  water  shall  be  so  drained  and 
conveyed  therefrom  as  to  prevent  its  dripping  on  to  the  ground  or  causing 
dampness  in  the  walls,  ceilings,  yards  or  areas/' 

This  is  the  present  law  and  has  been  the  law  since  1867. 

"  Sec  104.  Water  supply.  Every  tenement  house  shall  have  water  fur- 
nished in  sufficient  quantity  at  one  or  more  places  on  each  floor  occupied 
by  or  intended  to  be  occupied  by  one  or  more  families.  The  owner  snail 
provide  proper  and  suitable  tanks,  pumps  or  other  appliances  to  receive 
and  to  distribute  an  adequate  and  sufficient  supply  of  such  water  at  each 
floor  in  Uie  said  house,  at  all  times  of  the  year,  during  all  hours  of  the  day 
and  night  But  a  failure  in  the  general  supply  of  water  by  the  city 
authorities  shall  not  be  construed  to  be  a  failure  on  the  part  of  such, 
owner,  provided  that  proper  and  suitable  appliances  to  receive  and  dis- 
tribute such  water  have  been  provided  in  said  house.'' 

This  is  the  present  law,  although  slight  changes  have  been  made  in 
the  form  of  expression. 

^  Sec.  105.  ClearUineaa  of  buUdings.  Every  tenement  house  and  every 
part  thereof  shall  be  kept  clean  and  free  from  any  accumulation  of  dirt, 
filth  or  garbage  or  other  matter  in  or  on  the  same,  or  in  the  yards,  courts, 
passages,  areas  or  alleys  connected  with  or  belonging  to  the  same.  The 
owner  of  every  tenement  house  or  part  thereof  shall  thoroughly  cleanse 
all  the  rooms,  passages,  stairs,  floors,  windows,  doors,  walls,  ceilings, 
privies,  water-closets,  cesspools,  drains,  halls,  cellars,  roofs  and  all  other 
parts  of  the  said  tenement  house,  or  part  of  the  house  of  which  he  is  the 
owner,  to  the  satisfaction  of  the  Department  of  Health,  and  shall  keep  the 
said  parts  of  the  said  tenement  house  in  a  cleanly  condition  at  all  times. 
No  person  shall  place  filth,  urine  or  fecal  matter  in  any  place  in  a  tenement 
house  other  than  that  provided  for  the  same,  or  keep  filth,  urine  or  fecal 
matter  in  his  apartment  or  upon  his  premises  such  length  of  time  as  to 
create  a  nuisance." 

This  is  the  present  law,  with  the  exception  that  the  words  *'  Water- 
closets,  cellars  and  roofs"  have  been  added,  and  that  a  require- 
ment has  been  added  that  the  owner  shall  keq>  all  the  parts  of 
the  tenement  house  in  a  cleanly  condition. 

"  Sec.  106.  Shafts  and  courts.  In  every  tenement  house  there  shall  be, 
at  the  bottom  of  every  shaft  and  inner  court,  a  self-closing  fireproof  door 
giving  sufficient  access  to  such  shaft  or  court  to  enable  it  to  be  properly 
cleaned  out." 

This  is  a  new  provision,  necessitated  by  the  fact  that  it  is  very  difficult 
to  clean  out  the  rubbish  at  the  bottom  of  an  ordinary  air  shaft,  be- 
cause a  door  has  not  been  provided  in  the  cellar  so  tliat  people  may 
get  into  the  shaft 

"Sec.  107.  WdUs  of  courts  and  shafts.  The  walls  of  all  yard-courts, 
inner-courts  and  shafts  unless  built  of  a  light  color  brick  or  stone  shall  be 
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thoroughly  whitewashed  by  the  owner  at  least  once  in  three  years,  or  shall 
be  thoroughly  painted  a  lieht  color  by  him  at  least  once  in  five  years ;  and 
DO  tenement  house  hereafter  erected,  whether  or  not  it  has  now  been 
actually  commenced,  shall  be  occupied  until  this  has  been  done  for  the 
first  time.'' 

This  is  a  new  provision  and  is  urged  for  two  reasons,  first,  chiefly  to 
furnish  a  liUle  more  light  by  means  of  the  present  air  shaft,  and, 
second,  as  a  sanitary  measure. 

<'  Ssa  108.  WcUl  Paper.  No  wall  paper  shall  be  placed  unon  a  wall  or 
ceilinff  of  apy  tenement  house  unless  all  wall  paper  shall  be  nrst  remored 
therenom  and  said  wall  and  ceiling  thoroughly  cleaned.'' 

This  is  the  present  law. 

**  8ko.  109.  Reeepiaclea  for  cuheSf  garbaae  and  rtfam.  The  owner  of 
every  tenement  house  shall  provide  for  said  building  proper  and  suitable 
conveniences  or  receptacles  for  ashes,  rubbish,  garbage,  rrfuse  and  other 
matter." 

This  is  the  present  law  and  has  been  the  law  since  1867.  It  has 
been  slightly  changed  in  verbiage  in  order  to  simplify  it  and  miJke 
it  clearer. 

'^Sko.  110.    ProhibiUd  iims.    No  horse,  cow,  calf,    swine,  sheep  or 
>  goat  shall  be  kept  in  a  tenement  house,  or  on  the  premises  thereof,  and  no 
tenement  house  shall  be  used  for  a  lodging  house  or  stable,  or  for  the 
storage  or  handling  of  rags." 

The  keeping  of  animals  mentioned  in  this  section  has  been  prohibited 
bv  the  laws  of  this  State  since  1867,  and  the  prohibition  of  the  use 
of  tenement  houses  for  Uie  purpose  of  lodging  houses  or  for  the 
storage  and  handling  of  rags  has  existed  since  1891  and  is  the 
present  law. 

^  Sbo.  111.  Janitor  or  housekeeper.  Whenever  there  shall  be  more 
than  eight  families  living  in  any  tenement  house,  in  which  the  owner 
thereof  does  not  reside,  Uiere  shall  be  a  janitor,  housekeeper  or  some 
other  responsible  person  who  shall  reside  m  said  house  and  have  charge 
of  the  same,  if  the  Department  of  Health  shall  so  require." 

This  is  the  present  law  and  has  been  the  law  since  1887. 

'^Sbo.  112.  Overcrowding,  No  room  in  any  tenement  house  shall 
be  so  overcrowded  that  there  shall  be  afforded  less  than  four  hundred 
cubic  feet  of  air  to  each  adult,  and  two  hundred  cubic  feet  of  air  to  each 
child  under  twelve  years  of  aee  occupying  such  room,  and  no  apartment 
in  any  tenement  house  shall  be  so  overcrowded  that  there  shall  be 
aCEcffded  in  the  living  rooms  and  bedrooms  of  said  apartment  less  than  six 
hundred  cubic  feet  of  air  to  each  individual  occupying  such  apartment 
Nothinff  in  this  section  shall  be  construed  as  conflicting  with  the  provi- 
sioos  cf  Section  seventy-nine  of  this  act" 
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The  present  law  reauires  tiiat  there  shall  be  400  cubic  feet  of  air 
space  to  each  adult>  and  200  cubic  feet  of  air  space  to  each  child 
under  twelve  years  of  age  in  every  room  in  a  tenement  house.  This 
change  in  the  law  was  made  in  1895;  the  law  prior  to  that  time 
having  required  600  cubic  feet  of  air  space  to  each  individual. 
The  present  law  limits  the  space  only  to  rooms  where  there  is  in- 
sufficient ventilation  in  the  opinion  of  the  sanitaiy  superintendent 
of  the  Department  of  Health.  It  is  apparent  that  a  distinction 
should  be  made  between  rooms  in  new  tenement  houses  which  will 
be  adequately  supplied  with  light  and  air,  and  rooms  in  existing 
tenement  houses  which  are  inadequately  supplied  with  light  and 
air.  The  Commission  therefore  recommends  that  in  every  room 
in  every  tenement  house  there  shall  be  at  least  400  cubic  feet  of 
air  to  each  adult  and  200  cubic  feet  of  air  to  each  child  under 
twelve  years  of  age,  and  that  in  every  apartment  or  suite  of  rooms 
there  shall  be  at  least  600  cubic  feet  of  air  for  each  individual  in 
the  combined  living  and  bed  rooms,  and  further  requires  that  no 
interior  room  in  an  existing  tenement  house  which  nas  not  direct 
light  and  air  shall  be  occupied  unless  there  is  at  least  600  cubic 
feet  of  air  to  each  individual  in  such  a  room.  There  is  further 
provision  as  to  overcrowding  in  Section  79. 

''Sec.  113.  Space  around  pipes.  In  all  tenement  houses,  where 
plumbing  or  other  pipes  pass  through  floors  or  partitions,  the  openings 
around  such  pipes  shall  be  sealed  or  made  air-tight  with  plaster,  or  other 
incombustible  materials,  so  as  to  prevent  the  passage  of  air  or  the  spread 
of  fire  from  one  floor  to  another  or  from  room  to  room." 

This  is  a  new  provision.  It  is  urged  for  two  reasons,  because  the 
space  left  around  pipes  now  serves  to  conduct  foul  air  from  one 
room  to  another,  and  also  is  very  dangerous  in  case  of  contagious 
disease  in  a  tenement  house.  This  space  around  plumbing  pipes 
is  also  a  frequent  means  of  permitting  the  spread  of  fire  from  one 
part  of  a  building  to  another. 


"CHAFTEB  y.    REMEDIES. 

'<  TiTLB  1.     G^eneral  Powers  and  Duties. 

''Sec.  121.  Permit  to  Commence  Buildiiig,  No  tenement  house  shall 
be  hereafter  constructed  until  a  written  permit  to  commence  the  construo- 
tion  thereof  shall  have  been  granted  by  the  Commissioner  of  Buildings  for 
the  borough  in  which  said  building  is  situated.  No  such  permit  shall  be 
issued  until  after  examination  and  approval  of  the  plans  for  such  building." 

This  and  the  next  section  are  new.  The  Commission  believes  that 
the^  furnish  the  simplest  and  most  efficient  means  by  which  the 
Building  Department  may  prevent  violations  of  this  act.  The 
system  is  in  force  in  several  foreign  cities  with  good  practical 
effect 
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''Src.  122.  Certificate  of  Oomj^iance.  No  building  hereafter  oon- 
stmoted  as  or  altered  into  a  tenement  house  shall  be  occupied  in  whole 
or  in  part  for  human  habitation,  until  the  issuance  of  a  certificate  signed 
l^  the  Commissioner  of  Buildings  for  the  borough  in  which  said  building 
is  situated,  that  said  buildiug  conforms  in  all  respects  to  the  requirements 
of  Uiis  Act  Such  certificate  shall  be  issued  within  ten  days  after  written 
application  therefor,  if  said  building  at  the  date  of  such  application  shall 
be  entitled  thereto. 

<^8ro.  123.  Unlawful  Occupation.  If  any  building  hereafter  con- 
structed as  or  altered  into  a  tenement  house  be  occupied  in  whole  or  in 
part  for  human  habitation  in  violation  of  the  last  section,  during  such 
unlawful  occupation  any  bond  or  note  secured  bv  a  mortgage  upon  said 
building,  or  the  lot  upon  which  it  stands,  may  be  declared  due  at  the 
option  of  the  mortgagee.  No  rent  shall  be  reoorerable  by  the  owner  or 
lessee  of  such  premises  for  said  period,  and  no  action  or  special  proceed- 
ing shall  be  maintained  therefor,  or  for  possession  of  said  premises  for 
non-payment  of  such  rent.  The  Department  of  Water  Supply  shall  not 
permit  water  to  be  furnished  in  any  such  tenement  house,  and  said  prem- 
ises shall  be  deemed  unfit  for  human  habitation,  and  the  Department  of 
Health  shall  cause  them  to  be  vacated  accordingly." 

This  is  new. 

«Sbo.  124.  Enforcement  of  the  Ad.  It  shall  be  the  duty  of  the  Depart- 
ment of  Health  to  enforce  the  provisions  of  this  Act  as  to  all  tenement 
houses  which  are  occupied  for  human  habitation ;  and  it  shall  be  the  duty 
of  the  Department  of  Buildings  to  enforce  the  provisions  of  this  Act  as  to 
all  tenement  houses  in  course  of  construction  or  alteration. 

**  Sbc.  125.  Violaiions.  Nothing  in  this  Act  shall  be  construed  to 
abrogate  or  impair  the  powers  of  the  Department  of  Health,  the  Depart* 
ment  of  Builaings,  or  of  the  Courts,  to  enforce  the  provisions  of  the 
Charter  or  Building  Code  of  the  City  of  New  York,  or  to  prevent  or  pun* 
ish  violations  thereof. 

''Sec.  126.  Penalties  for  Violaiione.  Every  person  who  shall  violate 
or  assist  in  the  violation  of  any  provision  of  this  Act  shall  be  guilty  of  a 
misdemeanor  punishable  by  imprisonment  for  ten  days  for  each  and  every 
dav  that  such  violation  shall  continue,  or  by  a  fine  of  not  less  than  ten 
dollars  nor  more  than  one  hundred  dollars  ii  the  offence  be  not  wilful,  or 
of  two  hundred  and  fifty  dollars  if  the  offence  be  wilful,  and  in  everv 
case  of  ten  dollars  for  each  day  after  the  first  that  such  violation  shall 
oontinue,  or  by  both  such  fine  and  imprisonment  in  the  discretion  of  the 
Court ;  provided,  that  the  punishment  for  a  violation  of  Section  one  hun- 
dred and  thirty-one  of  this  act  shall  be  a  fine  of  fifty  dollars;  and  pro- 
vided further,  that  the  penalty  for  encumbrance  of  a  fire  escape  by  an 
occupant  of  the  tenement  house  shall  be  a  fine  of  ten  dollars,  which  the 
nearest  police  magistrate  shall  have  jurisdiction  to  impose." 

A  simplification  of  the  present  system  (see  Charter,  Sections  1383, 
1313, 1322;  Building  Code,  Section  103). 

<'Sko.  127.  Violation  of  Building  Code.  Anv  owner,  agent,  architect, 
boilder,  contractor,  subcontractor,  or  foreman  who  shall,  in  the  constmo- 
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tion  or  alteration  of  any  building  intended  to  be  used  as  a  tenement  house, 
knowingly  violate  any  of  the  provisions  of  the  Building  Code  of  the  City 
of  New  York,  shall  be  guilty  of  a  misdemeanor. 

<<  Sbo.  128.  Procedure.  Except  as  herein  otherwise  specified,  the  pro- 
cedure for  the  prevention  of  violations  of  this  Act,  or  for  the  vacation  of 
premises  unlawfully  occupied,  or  for  other  abatement  of  nuisance  in  con- 
nection with  a  tenement  house,  shall  be  as  set  forth  in  Titles  I.,  IV.,  V. 
and  VI.  of  Chapter  XIX.  of  the  Greater  New  York  Charter. 

<'  Sbo.  129.  Liens.  Every  fine  imposed  by  judgment  under  Section 
one  hundred  and  twenty-six  of  this  act  upon  a  tenement  house  owner 
shall  be  a  lien  upon  the  house  in  relation  to  which  the  fine  is  imposed 
fi*om  the  time  of  the  filing  of  a  certified  copy  of  said  judgment  in  the 
office  of  the  clerk  of  the  county  in  which  said  tenement  house  is  situated, 
subject  only  to  taxes,  assessments  and  water  rates  and  to  such  mortgage 
and  mechanics'  liens  as  may  exist  thereon  prior  to  such  filing;  and  it 
shall  be  the  duty  of  the  Department  of  Health  upon  the  entry  of  said 
judgment,  to  forthwith  file  the  copy  as  aforesaid,  and  such  copy,  upon 
such  filing,  shall  be  forthwith  indexed  by  the  clerk  in  the  index  of 
mechanics'  liens." 

New  in  its  general  application,  but  in  analogy  to  certain  present 
provisions  —  such  as  Charter,  Sections  1278, 1290;  Building  Code, 
Section  150. 


'<  Title  2.  Registry  of  names  and  service  of  papers. 

<^  Sbo.  131.  Registry  of  Owner^s  Names.  Every  owner  of  a  tenement 
house  and  every  lessee  of  the  whole  house,  or  other  person  having  control 
of  a  tenement  house,  shall  file  in  the  Department  of  Health  a  notice  con- 
taining his  name  and  address,  and  also  a  description  of  the  property,  bv 
street  number  or  otherwise,  as  the  case  may  be,  in  such  manner  as  will 
enable  the  Department  of  Health  easily  to  find  the  same;  and  also  the 
number  of  apartments  in  each  house,  the  number  of  rooms  in  each  apart- 
ment, the  number  of  families  occupying  the  apartments,  and  the  trades 
or  occupations  carried  on  therein.  In  case  of  a  transfer  of  any  tenement 
house,  it  shall  be  the  duty  of  the  grantor  or  giantee  of  said  tenement 
house  to  file  in  the  Department  of  Health  a  notice  of  such  transfer,  stat- 
ing the  name  of  the  new  owner,  within  thirty  days  after  such  transfer. 
In  case  of  the  devolution  of  said  property  by  will,  it  shall  be  the  duty  of 
the  executor  and  the  devisee,  if  more  than  twenty-one  years  of  age,  and 
in  case  of  the  devolution  of  such  property  by  inheritance  without  a  will, 
it  shall  be  the  duty  of  the  heirs,  or  in  case  all  of  the  heirs  are  under  age,  it 
shall  be  the  duty  of  the  guardians  of  such  heirs,  and  in  case  said  heirs 
have  no  guardians,  it  shall  be  the  duty  of  the  administrator  of  the 
deceased  owner  of  said  property  to  file  in  said  Department  a  notice,  stating 
the  death  of  the  deceased  owner,  and  the  names  of  those  who  have  suc- 
ceeded to  his  interest  in  said  property,  within  thirty  days  after  the  death 
of  the  decedent,  in  case  he  died  intestate,  and  within  thirty  days  after  the 
probate  of  his  will,  if  he  died  testate." 

Charter,  Section  1313. 
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^  Sbo.  132.  Registry  of  Agent's  Name.  Every  owner,  agent,  or  leasee 
of  a  tenement  house  may  file  in  the  Department  of  Health  a  notice  con- 
taining the  name  and  address  of  an  asent  of  such  house  for  the  purpose 
of  receiying  service  of  process,  and  also  a  description  of  the  property  by 
•treet  number  or  otherwise,  as  the  case  may  be,  in  such  manner  as  will 
enable  the  Department  of  Health  easily  to  nnd  the  same.  The  name  of 
the  owner  or  lessee  may  be  filed  as  agent  for  this  purpose.'' 

New.    Compare  Sections  134, 144. 

^'Sbo.  133.  Service  of  Notices  and  Orders.  Every  notice  or  order  of 
the  Department  of  Health  in  relation  to  a  tenement  house  shall  be  served 
five  days  before  the  time  for  doing  the  thing  in  relation  to  which  it  shall 
have  been  issued.  The  posting  of  a  copy  of  such  notice  or  order  in  a  con- 
spicuous place  in  the  tenement  house,  together  with  the  mailing  of  a  copy 
thereof,  on  the  same  day  that  it  is  posted,  to  each  person,  if  any,  whose 
name  has  been  filed  with  the  Department  of  Health  in  accordance  with 
the  provisions  of  Sections  one  hundred  and  thirty-one  and  one  hundred 
and  thirty-two  of  this  act,  at  his  address  as  therewith  filed,  shall  be  suffl- 
eient  service  thereof." 

Charter,  Section  1313,  slightly  amended. 

^  Sbo.  134.  Service  o^  Summons.  In  any  action  brought  by  the  Depart- 
ment of  Health  in  relation  to  a  tenement  house  for  injunction,  vacation  of 
the  premises,  or  other  abatement  of  nuisance,  or  to  establish  a  lien 
thereon,  it  shall  be  sufficient  service  of  the  summons  to  serve  the  same 
as  notices  and  orders  are  seryed  under  the  provisions  of  the  last  section ; 
provided,  that  if  the  address  of  any  agent  whose  name  and  address  have 
oeen  filed  in  accordance  with  the  provisions  of  Section  one  hundred  and 
thirty-two  of  this  act  is  in  the  city  of  New  York,  then  a  copy  of  the  sum- 
mons shall  also  be  delivered  at  such  address  to  a  person  of  proper  age,  if 
upon  reasonable  application  admittance  can  be  obtained  and  such  person 
found ;  and  provided  also,  that  personal  service  of  the  summons  upon  the 
owner  of  such  tenement  house  shall  be  sufficient  service  thereof  upon 
him." 

New.  An  owner,  to  be  assured  notice  of  an  action  quasi  in  rvm, 
must  file  his  name  or  that  of  his  agent,  and  there  can  be  no  delay 
on  account  of  inability  to  procure  personal  service  in  such  an 
action. 

^  Sbo.  135.  Indexina  Names.  The  names  and  addresses  filed  in  aocord- 
mnoe  wiUi  Sections  one  hundred  and  thirty-one  and  one  hundred  and  thirty- 
two  shall  be  indexed  under  direction  of  the  Registrar  of  Records  of  the 
Department  of  Health,  in  such  manner  that  all  of  those  filed  in  relation 
to  each  tenement  house  shall  be  together,  and  readily  ascertainable.  The 
Board  of  Health  shall  provide  the  Registrar  with  the  necessary  books  and 
clerical  assistance  for  tnat  purpose,  and  the  expense  thereof  shall  be  paid 
by  the  city.  Said  indexes  shall  be  public  records,  open  to  public  *inspeo- 
tion  during  business  hours." 

New. 
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''  Title  3.    Prostitutum  in  Tenement  Houses. 

**  Sbo.  141.  Vagrancy.  A  woman  who  knowingly  resides  in  or  commits 
prostitution  in  a  house  of  prostitution  or  assignation  of  any  description  in 
a  tenement  house  or  solicits  any  man  or  boy  to  enter  therein  for  purposes 
of  prostitution  shall  be  deemed  a  vagranti  and  upon  conviction  thereof 
shall  be  committed  to  a  county  jail  for  a  term  not  exceeding  six  months 
from  the  date  of  commitment.  The  procedure  in  such  case  shall  be  the 
same  as  that  provided  for  other  cases  of  vagrancy  in  Chapter  XIV.  of 
the  Qreater  New  York  Charter." 

All  the  provisions  of  this  title  are  new.  They  are  intended  to  make 
it  worth  while  for  all  houses  of  prostitution  to  remove  from  where 
they  are  so  dangerous  to  the  morals  of  young  children.  This  sec- 
tion is  recommended  by  several  judges  of  courts  accustomed  to 
deal  with  such  offenders. 

''  Sbo.  142.  Lien.  A  tenement  house  shall  be  subject  to  a  penalty  of  one 
thousand  dollars,  if  it  or  any  part  of  it  shall  be  used  for  the  purpose  of  a 
house  of  prostitution  or  assignation  of  any  description,  with  the  permission 
of  the  owner  thereof,  or  his  agent,  and  said  penalty  shall  be  a  lien  upon 
the  house  and  the  lot  upon  which  the  house  is  situated. 

'<  Sbo.  143.  Permission  of  Lessee.  If  a  tenement  house,  or  any  part 
thereof,  shall  be  used  for  the  purpose  of  a  house  of  prostitution  or  assig- 
nation of  any  description  with  the  permission  of  the  lessee  of  the  whole  of 
said  tenement  house,  or  his  agent,  the  lease  shall  be  terminable  at  the 
election  of  the  lessor. 

*^  Sbo.  144.  Permission  of  Owner.  A  tenement  house  shall  be  deemed 
to  have  been  used  for  the  purpose  specified  in  the  last  two  sections  with 
the  permission  of  the  owner  and  lessee  thereof,  if  summary  proceedings 
for  the  removal  of  the  tenants  of  said  tenement  house,  or  of  so  much 
thereof  as  is  unlawfully  used,  shall  not  have  been  commenced  within  five 
days  after  notice  of  such  unlawful  use,  served  by  the  Department  of 
Health  in  the  manner  prescribed  by  Section  one  hundred  and  thirty-three 
of  this  act. 

<<  Sbo.  145.  Rules  of  Evidence.  In  a  prosecution  against  an  owner  or 
agent  of  a  tenement  house  under  Section  three  hundred  and  twenty-two 
of  the  Penal  Code,  or  in  an  action  to  establish  a  lien  under  Section  one 
hundred  and  forty-two  of  this  act,  the  general  reputation  of  the  premises 
in  the  neighborhood  shall  be  competent  evidence,  but  shall  not  be  suffi- 
cient to  support  a  judgment  without  corroborative  evidence,  and  it  shall 
be  presumed  that  their  use  was  with  the  permission  of  the  owner  and 
lessee;  provided,  that  such  presumption  may  be  rebutted  by  evidence. 

^'Sbo.  146.  TUle  of  Action  and  Parties.  Said  action  shall  be  brought 
against  the  tenement  house  as  defendant.  Said  house  may  be  described 
in  the  title  of  the  action  by  its  street  number,  or  in  any  other  method 
sufficiently  precise  to  secure  identification.  The  property  shall  be 
described  in  the  complaint  The  plaintiff  shall  be  the  Department  of 
Health. 

<'  Sbo.  147.  Jurisdiction  and  Procedure.  Said  action  shall  be  brought 
in  the  Supreme  Court  in  the  county  in  which  the  property  is  situated. 
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At  or  before  the  commenoement  of  the  action  the  complaint  shall  be  filed 
in  the  office  of  the  clerk  of  the  county,  together  with  a  notice  of  the  pen- 
dency of  the  action,  containing  the  names  of  the  parties,  the  obiect  ox  the 
action  and  a  brief  description  of  the  property  affected  thereby.  Said 
notice  shall  be  immediately  recorded  by  the  clerk  in  accordance  with  the 
provisions  of  Section  sixteen  hundred  and  seventy -two  of  the  Code  of  Civil 
Procedure.  The  owner  or  lessee  of  said  building,  or  both,  may  appear  in 
said  action  and  answer  or  demur  to  the  complaint  within  twenty  days 
after  its  service.  Tlie  issues  so  raised,  if  anv,  ^lall  be  tried  at  the  Special 
Term,  and  the  action  shall  be  preferred  like  other  actions  in  whicn  the 
Department  of  Health  is  a  party. 

'<  Sbo.  148.  Judgment.  The  judgment  in  such  action,  if  in  favor  of  the 
plaintiff,  shall  establish  the  penalty  sued  for  as  a  lien  upon  said  premises, 
subject  only  to  taxes,  assessments  and  water  rates,  and  to  such  mortgage 
and  mechanics'  liens  as  may  exist  thereon  prior  to  the  filing  of  the  notice 
of  pendencv  of  the  action. 

"  Sbo.  149.  Sale  of  Property,  At  any  time  after  the  entry  of  any 
judgment  establishing  a  lien  upon  tenement  property  the  Department  of 
Health,  if  there  be  no  stay  pending  appeal,  may  apply  to  the  Court  for 
leave  to  sell  such  property.  Upon  such  application  the  Court,  if  it  deem 
advisable,  may  oraer  such  property  to  be  sold  at  public  auction,  subject  to 
taxes,  assessments  and  water  rates,  and  to  such  mortgage  and  mechanics' 
liens  as  aforesaid.  The  deed  to  the  purchaser  shall  be  made  by  the  Depart- 
ment of  Health.  The  Justices  of  tne  Appellate  Division  of  the  Supreme 
Court  of  the  First  and  Second  Departments  mav  establish  rules  of  practioei 
which  shall  be  followed  by  the  Department  ox  Health  in  the  conduct  of 
said  sales  in  said  Departments  respectively." 

A  sale  of  the  property  will  only  be  proper  when  it  is  unencumbered, 
or  so  little  encumbered  as  to  assure  a  bid  high  enough  to  cover 
the  city's  lien. 

**  Sbc.  150.  Receivership.  Whenever  the  lien  or  liens  npon  a  tenement 
property,  established  by  judgment,  shall  amount  to  one  thousand  dollars 
or  over,  if  there  be  no  stay  pending  appeal,  the  Department  of  Health  shall 
appoint  a  receiver  of  the  rents  and  profits  of  said  property.  Said  receiver 
snail  give  security  for  the  performance  of  his  duties  in  the  manner  and 
form  fixed  by  said  Department.  He  shall  have  the  powers  and  duties  of  a 
receiver  of  rents  and  profits  of  real  estate  appointed  b^  the  Supreme  Court ; 
provided,  that  the  Corporation  Counsel  shall  act  as  his  counsel  and  that  he 
shall  not  be  allowed  any  expenditure  for  counsel  fees,  and  provided,  that 
his  commissions  shall  be  ten  per  cent  of  his  collections,  which  sum  shall  be 
full  compensation  for  his  services  and  those  of  any  agent  or  agents  whom 
be  may  employ.  Said  receivership  shall  continue  until  the  amount  of 
said  liens,  with  interest  thereon  at  the  rate  of  six  per  cent,  and  of  said 
commissions,  have  been  fully  paid ;  provided,  that  nothing  in  this  section 
shall  be  construed  to  prevent  anv  prior  lienor  from  applying  to  the  Court 
in  a  proper  case  for  a  receiver  of  tne  property." 

The  plan  of  enforcing  a  lien  upon  rents  is  not  new  (Charter.  Sec- 
tions 1176,  1276,  1297).  This  section  provides  a  more  efficient 
method  of  practical  enforcement 

VOL.    11 — L 
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''  Sbo.  151.  Cancellation  of  notice  of  pendency  of  the  action.  If  an 
action  to  establish  a  lien  upon  tenement  proi>ert7  terminate  otherwise 
than  in  a  judgment  establishing  such  a  lien,  or  if  said  judgment  be  fully 
paid,  said  notice  may  be  cancelled  in  the  manner  prescribed  ^  Section 
one  thousand  six  hundred  and  seventy-four  of  the  Code  of  Civil  Procedure. 


«» CHAPTER  VL  GENERAL  PROVISIONS. 

''  Sbo.  161.  Repeal.  Sections  one  thousand  three  hundred  and  four, 
one  thousand  three  hundred  and  five,  one  thousand  three  hundred  and  six, 
one  thousand  three  hundred  and  seven,  one  thousand  three  hundred  and 
eighty  one  thousand  three  hundred  and  nine,  one  thousand  three  hundred 
and  ten,  one  thousand  three  hundred  and  eleven,  one  thousand  three  hun- 
dred and  twelve,  one  thousand  three  hundred  and  thirteeen,  one  thousand 
three  hundred  and  seventeen,  one  thousand  three  hundred  and  eighteen, 
one  thousand  three  hundred  and  nineteen,  one  thousand  three  hundred 
and  twenty,  one  thousand  three  hundred  and  twenty-one,  one  thousand 
three  hundred  and  twenty-two  and  one  thousand  three  hundred  and  twenty- 
three  of  the  Greater  New  York  Charter,  in  so  far  as  they  relate  to  tene- 
ment houses,  are  hereby  repealed. 

<'Sso.  162.  Building  Regtilatione.  Except  as  herein  otherwise  specified, 
every  tenement  house  shall  be  constructed  and  maintained  in  conformity 
with  the  existing  law,  but  no  ordinance,  regulation  or  ruling  of  any  munici- 
pal authority  shall  modify  or  dispense  with  any  provision  of  this  act. 

'<  Sbo.  163.  Penalties,  All  penalties  collected  under  this  act  shall  be 
paid  into  the  treasury  of  the  City  of  New  York. 

<<  Sbo.  164.  Tivtiefor  Compliance.  All  altemtions  hereby  required  upon 
now  existing  tenement  houses  shall  be  made  within  one  year  hereafter,  or 
at  such  earlier  period  as  may  be  fixed  by  the  Department  of  Buildings,  as 
to  the  requirements  of  Chapter  II.,  or  by  the  Department  of  Health,  as  to 
the  other  requirements  of  this  act 

<<  Sbo.  165.  Wlien  to  take  effect.  This  act  shall  take  effect  immediately ; 
provided,  that  Sections  one  hundred  and  thirty-four  and  one  hundred  and 
forty-four  shall  not  take  effect  until  three  months  after  the  passage 
thereof." 
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THE  ACT  FOR  THE  CREATION  OF  A  SEPARATE 
TENEMENT  HOUSE  DEPARTMENT  IN  THE  CITY 
OF  NEW  YORK 


THE  ACT  FOR  THE  CREATION  OF  A  SEPARATE 
TENEMENT  HOUSE  DEPARTMENT 


Av  AoT  to  amend  Chapter  three  hundred  and  aeventy-eight  of  the  laws 
of  eighteen  hundred  and  ninety-seven,  entitled  ^  An  aot  to  unite  into 
one  municipality,  under  the  corporate  name  of  The  City  of  New  York, 
the  various  communities  lying  in  and  about  New  York  harbor,  includ- 
ing the  ci^  and  county  of  New  York,  the  city  of  Brooklyn,  and  the 
county  of  Kings,  the  county  of  Richmond  and  part  of  the  county  of 
Queens,  and  to  provide  for  the  government  thereof,"  by  creating  a  tene- 
ment house  department,  and  defining  its  powers  and  duties.^ 

The  People  of  the  State  of  New  York,  repreMerUed  in  Senate  and  AMaenMy^ 
do  ena/Ct  as  foUowe  : 

Sbction  1.  Chapter  three  hundred  and  seventy-eight  of  the  laws  of 
eighteen  hundred  and  ninety-seven  is  hereby  amended  by  inserting 
therein  a  new  chapter,  to  be  known  as  Chapter  XlXa,  and  to  read  as 
foUows: 

CHAPTER  XIXa.    TENEMENT  HOUSE  DEPARTMENT 

TiTLS  1.    Organization  of  department ;  ojflcere  and  employees 

2.  Fcnoers  and  duties  of  department, 

3.  Records  and  reports;  miscellaneous  provisions. 

Title  1 

OBQAKIZATION    OF    DEPARTMCrr;     BUREAUS;    OmCBRS   AKD    SMPLOTBIS 

Sbo.    1340.    Department  created ;  tenement  house  commissioner. 

1341.  Deputy  commissioner. 

1342.  Bureaus;  division  of  department  for  Brooklyn,  Queens 

and  Richmond. 

1343.  Officers  and  employees. 

1344.  Duties  of  Bureaus. 
1344a.  Offices  and  expenses. 
1344b.  Seal. 

1344c.  Animal  report 

1344d.  l^lblication  of  statistics  and  other  data. 

1344e.  Uniforms  and  badges. 

1344f.   Reports  of  inspectors. 

1344g.  Proofs,  affidavits  and  oaths. 

1344h.  Complaint  book. 

1344i.    Attorneys. 

^  Tills  proposed  legislaUon  was  enacted  with  a  few  slight  changes  and  is  iobe  fomd 
fai  chapter  10-A  of  the  Greater  New  York  Charter,  known  as  Chapter  400  of  the  laws 
of  1001,  as  amended  by  Cluster  400  of  the  laws  of  1000. 
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Department  created;  tenement  Ju>use  commieeioners 

§  1340.  In  addition  to  the  departments  enumerated  in  section  ninety- 
six  of  this  charter,  there  is  hereby  created  a  tenement  house  department. 
The  head  of  such  department  shall  be  called  the  tenement  house  commis- 
sioner. He  shall  be  appointed  by  the  mayor,  and  shall  hold  office  subject 
to  remoyal  by  the  mayor,  as  provided  in  chapter  four  of  this  charter.  He 
shall  receive  an  annual  salary  of  seven  thousand  and  five  hundred  dollars, 
and  shall  execute  an  official  bond  in  the  sum  of  twenty  thousand  dollars, 
conditioned  on  the  faithful  performance  of  his  duties  and  a  faithful  and 
accurate  disbursement  and  accounting  of  all  moneys  received  by  him  in 
his  official  capacity. 

Deputy  Commissioner 

1341.  The  tenement  house  commissioner  shall  appoint,  and  may 
remove,  one  or  more  deputy  tenement  house  commissioners,  who  shall 
receive  annual  salaries  of  not  more  than  five  thousand  dollars  each.  Dur- 
ing tiie  disability,  or  absence  from  the  city,  of  the  commissioner,  such 
deputy  shall  perform  t^e  duties  and  possess  the  powers  of  such  commis- 
sioner. 

Bureaus;  division  of  department  for  Brooklyn,  Queens  and  Richmo}^ 

1342.  There  shall  be  in  the  tenement  house  department,  (1)  A  new 
building  bureau;  (2)  An  inspection  bureau;  (3)  A  bureau  oi  records; 
and  such  other  bureaus  as  the  commissioner  may  deem  necessary. 

A  separate  division  of  the  department  may  be  established  in  the  boi^ 
ough  of  Brooklyn,  with  jurisdiction  over  tenement  houses  in  the  borough 
of  Brooklyn,  and  also  in  the  discretion  of  the  commissioner,  in  the  boroughs 
of  Queens  or  Richmond,  or  both.  The  commissioner  may  designate  the 
deputy  commissioner  or  some  other  officer  of  the  department  as  the  execu- 
tive head  of  such  division,  who  shall  perform  such  duties  and  possess 
such  powers  as  may  be  delegated  to  him  by  the  commissioner.  A  oranch 
of  each  of  the  bureaus  above  specified  may  be  established  in  such  division. 

Officers  and  employees 

1343.  The  tenement  house  commissioner  shall  appoint,  and  may 
remove,  all  registrars,  examiners,  inspectors,  clerks  and  employees 
employed  in  the  tenement  house  department,  and  fix  the  salaries  of  such 
officers  and  employees. 

In  the  new  building  bureau  there  shall  be  not  less  than  three  plan 
examiners  and  not  less  than  sixteen  inspectors  of  light  and  ventilation. 
In  the  inspection  bureau  there  shall  be  not  less  than  one  hundred  and 
ninety  inspectors,  including  such  persons  as  may  be  detailed  by  the  police 
board  for  service  in  the  tenement  house  department.  The  commissioner 
shall  appoint  a  chief  inspector  and  deputy  chief  inspector  over  such 
bureau.  In  the  other  bureaus  there  shall  be  such  registrars,  clerks  and 
employees  as  are  necessary  to  perform  the  duties  thereof. 

All  such  officers  and  employees  shall  be  subject  to  the  supervision  and 
control  of  the  commissioner,  and  shall  perform  such  duties  as  are  assigned 
by  him.  Such  commissioner  may  make  regulations  governing  each  such 
bureau,  and  branch  thereof,  not  inconsistent  with  law. 
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DuiieB  of  bureau$ 

1344.  The  new  building  bareaa  shall  file,  record  and  examine  plans 
and  specifications  for  the  light  and  ventilation  of  tenement  houses  nere- 
after  altered  or  erected,  and  of  buildings  to  be  altered  or  reconstructed  for 
use  as  tenement  houses.  It  shall  inspect  all  such  houses  and  buildiuBS  in 
the  course  of  construction  or  alteration  and  record  all  violations  of  the 
New  York  Tenement  House  Act,  in  respect  thereto. 

The  inspection  bureau  shall  inspect  all  completed  tenement  houses, 
and  record  all  violations  of  the  tenement  house  laws  and  ordinances.  The 
commissioner  shall  prescribe  the  duties  of  the  inspectors  connected  wiUi 
such  boreaui  and  may  assign  them  to  such  part  of  tne  city  as  he  may  deem 
beet 

The  bureau  of  records  shall  contain  records  of  every  tenement  house 
in  the  city  to  be  kept  in  the  manner  and  form  prescribed  by  the 
commissioner. 

Such  other  bureaus  as  may  be  organized  by  the  commissioner  shall 
perform  tiie  duties  prescribed  by  him,  and  he  may  assign  thereto  such 
inspectors  and  officers  as  may  be  necessary. 

OJflceB  and  esqp€iues 

1344a.  The  commissioner  may  provide  offices  for  the  use  of  the  depart- 
menty  its  bureaus  and  the  branches  thereof.  Such  commissioner  may, 
subject  to  the  other  provisions  of  this  charter,  make  such  incidental  and  adm- 
ticMud  expenditures,  having  due  regard  to  economy,  as  the  purposes  and 
provisions  of  this  chapter  mav  require.  He  may  provide  that  tne  failure 
of  an  inspector,  officer  or  employee  of  the  department  to  properly  perform 
his  duty  shall  cause  a  forfeiture  of  the  whole  or  any  part  of  the  salary  or 
compensation  of  such  inspector,  officer  or  employee. 

Seal 

1344b.  The  commissioner  may  design  and  adopt  a  seal  for  the  depart- 
ment and  cause  the  same  to  be  used  in  the  authentication  of  the  orders 
and  proceedings  of  the  department,  and  for  such  other  purposes  as  he 
may  prescribe.  The  courts  shall  take  judicial  notice  of  such  seal,  and  of 
the  signature  of  the  commissioner  and  deputy  commissioner  of  such 
department 

Annual  report 

1344c  The  commissioner  shall  make  an  annual  report  at  some  time 
prior  to  the  first  day  of  March  of  each  vear  to  the  Mavor  of  the  city  of 
New  York  of  all  the  operations  of  his  department  for  the  year  ending  on 
the  proceeding  Slst  dav  of  December.  Such  report  shall,  if  ordered  by 
the  Mayor,  be  publishea  in  the  city  record,  and  shall  also  be  published  in 
book  form  for  public  information.  The  Mayor  may,  at  any  time,  call  for 
a  ftdler  report,  or  for  a  report  upon  any  portion  of  the  work  of  said  depart- 
menty  whenever  he  deems  it  for  the  public  good  so  to  da 

PuUicatian  of  Btatuties  and  other  data 

1344d.  The  commissioner  may  provide  for  the  publicity  of  the  pi4>eTSy 
files,  reports,  records  and  the  proceedings  of  his  department,  whenever  he 
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deems  it  necessary  for  the  public  good  and  public  service.  There  shall  be 
kept  in  such  department  statistics  of  all  tenement  houses,  which  shall  be 
contained  in  the  annual  report  of  such  department. 

Uniforms  and  badges 

1344e.  The  commissioner  may  provide  or  desi^fnate  a  suitable  uni- 
form to  be  worn  by  inspectors.  He  may  also  provide  a  badge  of  metal, 
with  a  suitable  inscription  thereon,  and  require  it  to  be  worn  by  the 
inspectors  and  officers  of  the  department. 

Reports  of  inspectors 

1344f .  Each  of  such  inspectors  shall  report  in  writing,  at  least  onoe 
in  each  week,  to  the  commissioner.  The  form,  manner  and  scope  of  such 
reports  shall  be  prescribed  by  the  commissioner.  Such  reports  shall  be 
filed  in  the  department. 

Proofs,  affidavits  and  oaths 

1344g.  Proofs,  affidavits  and  examinations  as  to  any  matter  arising  in 
connection  with  the  performance  of  any  of  the  duties  of  the  tenement 
house  department  may  be  taken  by  or  before  the  tenement  house  commis- 
sioner, or  his  deputy,  or  such  other  person  as  he  may  designate ;  and  such 
commissioner,  deputy  or  other  person  may  administer  oaths  in  connection 
therewith. 

Complaint  hook 

1344h.  The  commissioner  shall  cause  to  be  kept  in  his  department  a 
general  complaint  book,  or  several  such  books,  in  which  may  be  entered 
by  any  person  any  complaint  in  reference  to  tenement  houses,  with  the 
name  and  residence  of  the  complainant,  the  name  of  the  person  complained 
of,  the  date  of  the  entry  of  the  complaint  and  suggestions  of  any  proper 
remedy.  Such  book  shall  be  open  to  public  examination  during  the  office 
hours  of  the  department,  subject  to  such  regulations  as  the  commissioner 
may  prescribe.  The  tenement  house  commissioner  shall  cause  the  facts  in 
regard  to  all  complaints  to  be  investigated. 

Attorneys 

13441.  The  corporation  counsel  shall  assign  to  such  department  such 
assistant  counsel  as  may  be  needful,  in  the  manner  provided  by  chapter 
seven  of  this  charter. 

Title  2 

POWERS   AND   DUTIES   OF   DEPARTMENT 

Seo.  13441.    General  powers  and  duties. 

1344k.   Transfer  of  powers  of  other  departments. 

13441.  Approval  of  plans  and  specifications  for  light  and  ventila- 
tion. 

1344m.  Inspection  of  tenement  houses  in  course  of  construction. 

1344n.  Certificate  to  owner  of  tenement  house  ]iereafter  erected  or 
altered. 

1344o.   Inspection  of  completed  tenement  bouses. 

1344p.   Injunctions,  when  to  be  granted  against  the  department 
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1344q.  Power  of  attoraey  for  the  department. 

1344r.  No  personal  liability. 

13448.  Bight  of  entnr  of  officers  of  department. 

1344t  Punishment  for  false  returns  and  deceptive  reports. 

1344u.  Falsely  personating  an  officer. 

1344y.  Application  of  provisions  of  chapter  nineteen. 

Oeneral  powers  and  duties 

1344J.  All  the  riehts  and  powers  possessed  by  the  health  department  of 
the  city  of  New  York  with  respect  to  the  sanitary  inspection  of  tenement 
houses  are  hereby  conferred  upon  the  tenement  house  department ;  and 
the  tenement  house  department  is  hereby  charged  with  the  duty  of  enforc- 
ing the  New  York  Tenement  House  Act  Nothing  herein  contained  shall 
abrogate  or  impair  the  existing  powers  of  the  department  of  health  of  the 
city  of  New  York.  The  tenement  house  department  shall  have  the 
powers  and  shall  perform  the  duties  specified  in  this  chapter. 

Transfer  of  powers  of  other  departments 

1334k.  Such  rights,  powers  and  duties  as  are  now  possessed  by  the 
fire  department  and  police  department  of  the  citjr  of  New  York  with 
respect  to  the  prevention  of  incumbrance  or  obstruction  of  fire  escapes  on 
tenement  houses,  are  hereby  transferred  to  and  conferred  upon  the  tene- 
ment house  department  All  rights,  powers  and  duties  now  possessed  by 
tiie  department  of  buildings  in  the  city  of  New  York  with  respect  to  the 
liflht  and  ventilation  of  tenement  houses  and  with  respect  to  the  eauipment 
of  completed  tenement  houses  with  fire  escapes,  are  transferred  to  and 
oonferred  upon  the  tenement  house  department 

Approval  of  plans  and  specyications  for  light  and  ventUatian 

13441.  Before  the  construction  or  alteration  of  a  tenement  house,  or 
the  ilteration  or  conversion  of  a  building  for  use  as  a  tenement  house,  is 
oommenc^,  the  owner,  or  his  agent  or  architect,  shall  submit  to  the 
tenement  house  department  a  detailed  statement  in  writing,  verified  by 
the  person  making  the  same,  of  the  specifications  for  the  light  and  ventila- 
tion of  such  tenement  house  or  building,  unon  a  blank  or  form  to  be 
furnished  by  such  department,  and  also  a  full  and  complete  copy  of  the 
plans  of  such  work.  Such  statement  shall  give  in  full  the  name  and 
residence,  by  street  and  number,  of  the  owner  or  owners  of  such  tenement 
boose  or  building.  If  such  construction,  alteration,  or  conversion,  is 
proposed  to  be  made  by  any  other  person  than  the  owner  of  the  land  in 
ne.  such  statement  shall  contain  the  full  name  and  residence,  by  street 
and  number,  not  only  of  the  owner  of  the  land,  but  of  every  person 
interested  in  such  tenement  house,  either  as  owner,  lessee  or  in  any 
representative  capacity.  The  statements  herein  provided  for  may  bie 
made  by  the  owner,  or  the  person  who  proposes  to  make  the  construction, 
alteration  or  conversion,  or  by  his  agent  or  architect  No  person,  however, 
shall  be  recognized  as  the  agent  of  the  owner,  unless  he  shall  file  with  the 
nnement  house  department  a  written  instrument,  signed  by  such  owner, 
deeisnating  him  as  such  agent  Such  specifications,  plans  and  statements 
shall  be  filed  in  the  office  of  the  tenement  house  department  and  shall  be 
deemed  public  records,  but  no  such  specifications,  plans  or  statements  shall 
be  removed  from  said  department,  or  copied. 
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The  oommissioner  shall  cause  all  such  plans  and  specifications  to  be 
examined.  If  such  plans  and  specifications  conform  to  the  provisions  of 
the  New  York  Tenement  House  Act,  they  shall  be  approved  by  such  com- 
missioner,  and  a  written  certificate  to  that  effect  shall  be  issued  to  the 
person  submitting  the  same.  The  Commissioner  may,  from  time  to  time, 
approve  changes  in  any  plans  and  specifications  previously  approved  by 
him,  provided  the  plans  and  specifications  when  so  changed  shall  be  in 
conformity  with  law. 

The  construction,  alteration  or  conversion  of  such  tenement  house  or 
building,  or  any  part  thereof,  shall  not  be  commenced  until  the  filing  of 
such  specifications,  plans  and  statements,  and  the  approval  thereof  by  the 
tenement  house  commissioner,  as  above  provided. 

No  permit  shall  be  granted  and  no  plan  approved  h^  the  department 
of  buildings  of  the  city  of  New  York  for  the  construction  or  alteratioQ 
of  a  tenement  house,  or  for  the  alteration  or  conversion  of  any  building 
for  use  as  a  tenement  house,  until  there  has  been  filed  in  such  department 
a  certificate  of  the  tenement  house  commissioner,  issued  as  above  provided. 

IntpeetUm  of  tenement  houeee  in  course  of  eonMrudian 

1344nL  The  commissioner  shall  cause  an  inspection  and  examination 
to  be  made  of  all  tenement  houses  in  the  course  of  construction  or  altei»> 
tion,  and  also  of  all  buildings  in  course  of  alteration  or  conversicm  for  nae 
as  tenement  houses,  for  the  purpose  of  ascertaining  whether  such  tene- 
ment houses  or  buildings  are  being  constructed,  altered  or  converted  in 
oonformi^  with  the  law,  and  the  plans  and  specifications  cm  file  in  the 
clBiob  of  the  department,  and  approved  by  the  commissicmer. 

OertyUate  to  owner  of  tenemeni  komee  hereftfter  erected  or  ottered 

18i4n.  Within  ten  days  after  notice  from  the  owner  of  a  tenement  hooae 
or  buildinff  constructed,  altered  or  converted,  the  tenement  house  commis- 
sioner shall  cause  an  inspection  thereof  to  be  made,  and,  if  it  is  found 
that  said  tenement  house  or  building  has  been  constructed,  altered  or  con- 
Terted  in  conformity  with  law  in  respect  to  the  light  and  ventalation  of 
tenement  houses,  and  with  the  plana  and  specifications  approved  by  the 
tenement  house  commissioner,  such  commissioner  shall  in  such  case,  and 
in  no  other,  cause  a  wnttm  certificate  to  be  issued  to  the  owner  of  audi 
tenement  house  or  building  to  the  effect  that  such  tenement  house  or 
building  has  been  so  constructed,  altered  or  converted.  No  such  tenement 
house  or  building  shall  be  used  or  ooonpied  as  a  tenement  house  until  sodi 
eertificate  has  been  issued  by  such  commissioner.  No  permit  shall  be 
granted  by  the  department  of  water  supply  to  turn  on  the  water  in  any 
such  tenement  house,  unless  such  eertifioate  of  the  tenement  house  oqdi- 
missioner  has  been  inoed. 

Inspection  ^  eonqpkted  tenement  komeee 

lS44a  Kxeept  as  hermnafter  otherwise  provided,  the  tenan«it  hoose 
commissioner  shall  cause  an  inspection  of  every  completed  tenement  Imse 
in  the  city  to  be  made  at  least  once  in  each  month.  Such  inspection  ahall 
include  examination  of  cellars,  halls,  rooms,  water^ksets,  privies^  phunb- 
ittg,  yards,  areas,  fire  escapes,  roof,  shafts,  courts,  tanks  and  all  other 
parts  of  such  tenement  houses  and  the  i»^emises  connected  therewith.    In 


AFPENDIX  UI  166 

tenement  houses  where  the  average  rental  of  the  apartments  therein  is 
twenty-fiye  dollars  a  month  or  more,  snoh  inspection  may  be  made  less 
often  than  onoe  a  month  as  above  provided,  in  tne  discretion  of  the  tene- 
ment house  commissioner.  The  tenement  house  commissioner  shall  pre- 
seribe  the  manner  in  which  such  inspections  shall  be  made. 

The  inspectors  shall  immediately  report  to  the  tenement  house  depart- 
ment all  violations  of  the  New  York  Tenement  House  Act,  and  the  tene- 
ment house  commissioner  shall  issue  such  orders  as  he  may  deem  necessarj 
requiring  the  removal  of  the  defect  or  a  cessation  of  the  act  which  is  in 
violation  of  such  law. 

If^funetionSf  when  to  be  granted  agaimt  the  departmeni 

1344p.  No  preliminary  injunction  shall  be  granted  against  the  tene- 
ment house  department  or  its  officers  except  by  the  supreme  court,  at  a 
special  term  tnereof,  after  service  of  at  least  five  days'  notice  of  the 
motion  for  such  injunction,  together  with  copies  of  the  papers  upon  which 
the  motion  for  such  injunction  is  to  be  made.  Whenever  such  depart- 
ment shall  seek  any  provisional  remedy  or  shall  prosecute  an  appeal,  it 
shall  not  be  necessary,  before  obtaining  or  prosecuting  the  same,  to  give 
an  undertaking. 

Power  of  attorney  for  the  departmeni 

1344q.  The  counsel  assinied  bv  the  corporation  counsel  to  the  tene- 
ment house  department  shall  sue  for  and  collect  all  penalties,  and  take 
charge  of  and  conduct  all  legal  proceedings  imposed  or  provided  by  this 
chapter,  or  by  the  New  York  Tenement  House  Act,  and  all  otlier  tenement 
house  laws,  regulations  and  ordinances.  All  suits  or  proceedings  instituted 
for  the  enforcement  of  the  several  provisions  of  this  chi^ter,  or  for  th^ 
recovery  of  penalties  imposed  bv  the  New  York  Tenement  House  Act, 
shall  be  brought  in  the  name  of  the  tenement  house  department  of  the  city 
at  New  York,  by  such  counsel.  The  commissioner  shall  cause  all  notices 
of  violations  to  be  submitted  to  such  counsel  and  it  shall  be  his  duty  to 
prosecute  the  same.  The  penalties  recovered  shall  be  paid  to  such  coun- 
seL  He  shall  on  the  first  of  each  month  render  to  the  commissioner  an 
itemized  statement  of  all  moneys  collected  by  him  and  pay  over  the  same 
to  the  tenement  house  commissioner.  He  shall  at  the  same  time  render  a 
statement  of  the  necessary  disbursements  incurred  or  paid  in  the  prosecu- 
tion of  tiie  actions  and  proceedings  instituted  by  him.  The  tenement 
house  commissioner  shall  pav  monthly  the  amount  of  such  moneys  so 
eoUected  to  the  comptroller  of  the  city  of  New  York. 

No  permmal  liabQUy 

1344r.  An  officer  or  employee  of  the  tenement  house  department  shsjl 
not  be  liable  for  acts  done  by  him,  in  good  faith,  in  the  performance  of  his 
offleisl  duties,  pursuant  to  the  direction  of  the  commissioner  or  the  rules 
and  regulations  of  the  department  Any  person  whose  property  has  been 
unjustly  or  illegally  destroyed  or  injured  pursuant  to  the  order,  regulation 
or  ordinance  of  such  tenement  house  department,  or  its  officers  or  employ- 
ees, for  which  no  personal  liability  exists  as  aforesaid,  may  maintain  a 
proper  action  against  the  city  for  the  recovery  of  the  proper  compensation 
or  oamage.    Every  such  suit  shall  be  brought  within  six  months  after  the 
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cause  of  action  arose,  and  the  recovery  shall  be  limited  to  the  damages 
suffered. 

RigJU  of  entry  of  officers  of  department 

1344s.  The  tenement  house  commissioner  and  his  deputy  and  all 
inspectors  of  the  tenement  house  department  and  such  other  persons  as 
are  authorized  by  the  commissioner,  may  without  fee  or  hindnmce  enter, 
examine  and  survey  all  premises,  grounds,  erections,  structures,  apart- 
ments, buildings  and  every  part  thereof  in  the  city,  and  all  cellars  and 
XMissages  of  every  sort  and  inspect  the  safety  and  sanitary  condition,  and 
make  plans,  drawings  and  descriptions  thereof,  according  to  the  regular 
tions  of  the  department  The  owner  or  his  agent  or  representative  and 
the  lessee  or  occupant  of  every  tenement  house  or  part  thereof,  and  every 
person  having  the  care  and  management  thereof,  shall  at  all  times  when 
required  by  any  of  such  officers  or  persons  give  them  free  access  to  such 
house  and  every  part  thereof. 

Punishment  for  false  returns  and  deceive  rq>oris 

1344t  Anv  inspector,  officer  or  employee  of  such  tenement  house 
department  who  shall  knowingly  make  thereto  a  false  or  deceptive  report 
or  statement  in  connection  with  his  duties,  or  shall  accept  or  receive  any 
bribe  or  other  compensation  as  a  condition  of  or  an  inducement  for  not 
faithfully  discovering  or  fully  reporting  or  otherwise  acting  in  accordance 
with  his  duty  in  any  respect,  shall  be  guilty  of  a  misdemeanor  and  punish- 
able by  imprisonment  for  not  more  than  one  year  and  by  a  fine  of  not  more 
than  nve  hundred  dollars.  If  such  officer,  inspector  or  employee  be  con- 
victed of  such  offense,  he  shall  forfeit  his  office,  and  in  addition  all  com- 
pensation due  or  to  become  due  from  such  department 

Falsely  personating  an  officer 

1344u.  If  any  person,  not  an  officer,  inspector  or  employee  of  such 
department  or  acting  under  the  authority  thereof,  falsely  represents  him- 
self as  such,  or  if  any  such  person  shall  use,  wear  or  display,  without 
authority,  any  shield  or  other  insignia  or  emblem  such  as  is  worn  by  such 
an  officer,  inspector  or  employee,  he  shall  be  guilty  of  a  misdemeanor. 

Applicaiion  of  provisions  of  chapter  nineteen 

1344v.  The  provisions  of  chapter  nineteen  of  this  charter,  relative  to 
the  department  of  health,  which  provide : 

1.  For  the  repair  of  buildings,  as  contained  in  Section  1171  of  such 
chapter. 

2.  For  proceedings  relative  to  dangerous  and  improperly  constructed 
buildings,  as  contained  in  Section  1176  thereof. 

3.  For  assistance  and  co-operation  of  the  police  department,  as  con- 
tained in  Section  1202  thereof. 

4.  Punishment  for  violations  of  orders  and  the  service  of  such  orderSi 
as  contained  in  Sections  1222  and  1224  thereof. 

5.  For  legal  proceedings  and  punishment  for  disobedience  of  orders  and 
ordinances,  as  contained  in  title  four  thereof. 

6.  For  reimbursements  and  lien  of  expenses  incurred  by  such  depart- 
ment in  the  execution  of  its  orders  as  contained  in  title  five  thereof. 
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7.  For  suite  for  the  abatement  or  removal  of  naisances,  and  for  pro- 
ceedingSi  and  the  powers  and  duties  of  such  department  in  respect  to  such 
nuisances,  as  conteined  in  title  six  thereof ;  ana  the  definition  of  the  word 
**  nuisance  "  and  other  matters  in  respect  thereto,  as  conteined  in  section 
1229  thereof,  shall  apply  to  the  supervision  and  regulation  of  tenement 
houses  by  the  tenement  house  department,  ite  officers,  agente  and  em- 
ployes,  unless  otherwise  specified  in,  or  inconsistent  with,  the  provisions 
of  this  chapter.  All  the  provisions  of  tlie  sections  and  titles  above 
specified  shall  be  so  applicable  to  such  tenement  house  department,  ite 
officers^  agente  and  employees. 

Title  3 

rbooads  akd  bbports ;  miscsllakbous  pbovisiovl 

Sso.  1344w.  Records  in  department 

ld44z.  Reporte  from  different  institutions  and  departmente. 

1344y.  Other  reporte  to  the  dofiartment 

1344z.  Transfer  of  property,  ete.,  from  other  departments. 

1344aa.  Co-operation  of  other  departments. 

1344bb.  Definitions. 

1344cc.  Saving  clause. 

1344dd.  Time  when  this  act  to  take  effect 

Records  in  Departmeni 

1344w.  The  tenement  house  commissioner  shall  provide  a  system  for 
keeping  the  records  of  tenement  houses  by  card  catalogue  and  street 
number,  or  otherwise.     Such  records  shall  include : 

(1.)  A  diagram  of  each  tenement  house  showing  the  shape  of  the 
building,  ite  width  and  depth,  also  the  measuremente  of  the  unoccupied 
area,  showing  shafts,  courte,  yards  and  other  open  spaces.  Such  diagram 
shall  include  a  diagram  of  the  second  or  typical  floor  of  the  building, 
showing  the  sizes  and  arrangement  of  the  rooms,  and  all  doors,  stairs, 
windows,  halls  and  partitions. 

(2.)  A  statement  of  the  date  or  the  approximate  date  when  the  building 
was  erected. 

(3.)  The  deaths  occurring  in  the  tenement  house  during  each  year  and 
the  annual  death  rate  therein.  Such  stetement  shall  show  whether  such 
deaths  were  of  adulte  or  children,  and,  if  occasioned  by  tuberculosis, 
typhoid  fever,  diphtheria,  scarlet  fever,  smallpox,  measles,  or  by  any  other 
contagious  or  infectious  disease,  it  shall  stete  the  disease  causing  death. 

(4.)  The  cases  of  sickness  occurring  in  the  tenement  house  and  the 
nature  of  the  disease.  Such  records  shall  also  show  whether  such  oases 
of  sickness  wore  of  children  or  adults. 

(5.)  The  arreste  of  persons  residing  in  the  tenement  house. 

Reports  from  different  institutions  and  departments 

1344x.  All  dispensaries  and  hospitals  in  the  city  of  New  York  shall 
make  weekly  stetemente  to  the  tenement  house  department  as  to  the  oases 
of  sickness  received  in  such  hospital  or  treated  in  such  dispensary  from 
each  tenement  house.  Such  statement  shall  show  the  locataon  of  the 
tenement  house,  by  street  and  number,  from  which  the  case  was  received. 
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and  the  natare  of  the  sickness  treated,  whether  the  patient  was  an  adult 
or  child  and  the  date  of  the  treatment. 

The  police  department  of  the  city  of  New  York  shall  furnish  to  the 
tenement  house  department  a  weekly  statement  of  the  number  of  arrests 
of  persons  living  in  tenement  houses,  which  shall  show  the  location  of  the 
tenement  house,  by  street  and  number,  the  offense  with  which  the  person 
is  charged,  the  age  and  name  of  the  offender,  and  such  other  information 
as  Uie  tenement  house  department  may  require.  The  tenement  house 
commissioner  shall  prescribe  and  furnish  blank  forms  for  making  such 
statements. 

Other  reports  to  the  department 

1344y.  Such  department  may  require  reports  and  information  of  such 
facts  relative  to  the  condition  of  persons  residing  in  tenement  houses,  as 
the  commissioner  may  deem  to  be  useful  in  carrying  out  the  purposes  of 
this  chapter  and  the  tenement  house  laws,  regulations  and  ordinanceSi 
from  all  dispensaries,  hospitals,  charitable  or  benevolent  societies,  infirm- 
aries, prisons  and  schools,  and  from  the  managers,  principals  and  officers 
thereof ;  the  managers,  principals  and  officers  of  such  institutions  shall 
promptly  give  such  information  and  make  such  reports,  verbal  or  in  writ- 
ing, as  may  be  required  by  the  commissioner. 

TVarw/fer  of  property,  etc.,  from  other  departments 

1344z.  Upon  the  organization  of  the  tenement  house  department  hereby 
created,  and  upon  notice  thereof  from  the  tenement  house  commissioner 
to  the  department  of  health  and  department  of  buildings,  such  books,  papers, 
records,  and  other  matters  belonging  to,  or  in  the  custody  of,  such  depart- 
ments of  health  or  buildings,  and  used  in  such  departments  in  connection 
with  tenement  houses,  as  the  tenement  house  commissioner  may  reauire 
for  carrying  out  the  provisions  of  this  chapter  and  the  enforcement  of  the 
tenement  house  laws,  regulations  and  ordinances,  shall  be  transferred  by 
such  department  of  health  and  department  of  buildings  to  the  tenement 
house  department  hereby  created. 

Co-operation  of  other  departments 

1344aa.  It  shall  be  the  duty  of  all  city  departments  at  all  times,  when 
requested  so  to  do,  to  co-operate  with  the  tenement  house  department  and 
to  furnish  such  department  with  such  information,  reports  and  assistance 
as  may  be  required. 

Details  of  men  to  assist  tenement  house  department 

1344bb.  The  police  board,  upon  the  requisition  of  the  tenement  house 
commissioner,  shall  detail  to  the  service  of  said  tenement  house  depart- 
ment for  the  purpose  of  the  enforcement  of  the  acts  relating  to  tenement 
and  lodging  houses  not  more  than  one  hundred  suitable  officers  and  men  of 
experience  of  at  least  five  years'  service  in  the  police  force,  provided  that 
the  tenement  house  department  shall  pay  monthly  to  the  police  depart- 
ment a  sum  equal  to  the  pay  of  all  officers  and  men  so  detailed.  Tnese 
officers  and  men  shall  belong  to  the  sanitary  company  of  police,  shall  re- 
port to  the  tenement  house  commissioner.  The  tenement  house  com- 
missioner may  report  back  to  the  police  department  for  punishment  any 
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member  of  said  company  Ruiltj  of  any  breach  of  order  or  discipline,  or  of 
neglecting  his  duty,  and  tnereupon  the  police  board  shall  detail  another 
of^r  or  man  in  his  place,  and  the  discipline  of  the  said  members  of  the 
sanitary  company  shall  be  in  the  jurisdiction  of  the  police  department^ 
but  at  an^  time  the  tenement  house  commissioner  ma^  object  to  any  mem- 
ber of  said  sanitary  company  on  the  ground  of  inefficiency,  and  thereupon 
another  officer  or  man  shall  be  detaileid  in  his  place. 

1S44C0.  The  term  '<  department,^  when  used  in  this  chapter,  shall  mean 
the  tenement  house  department  The  term  ''  commissioner,**  when  used 
in  this  chapter,  shall  mean  the  tenement  house  commissioner.  The  term 
^tenement  house,*'  when  used  in  this  chapter,  shall  be  deemed  to  refer  to 
a  tenement  house,  which  is  subject  to  the  provisions  of  the  New  York 
Tenement  House  Act,  and  defined  therein. 

Satfing  Clause 

1344dd.  Nothing  in  this  chapter  shall  affect  or  in  anjr  way  impair  any 
act  done  or  right  accruing,  accrued  or  acquired,  or  liability,  penalty,  for- 
feiture or  punishment  incurred  prior  to  the  time  this  chapter  takes  effecL 
but  the  same  may  be  asserted,  enforced,  proeecuted  or  inflicted,  as  fully  and 
to  the  same  extent  as  if  the  tenement  house  department  had  not  been  cre- 
ated and  the  Dowers  and  duties  of  the  department  of  health,  the  depart- 
ment of  buildings,  and  the  police  department,  in  respect  to  tenement 
houses  and  the  laws,  rules  ana  ordinances  relating  thereto  had  not  been 
transferred  to  such  tenement  house  department,  as  provided  in  this  chap- 
ter. All  actions  and  proceedings,  civil  or  criminal,  commenced  under  or 
by  virtue  of  statutes  creating  and  conferring  powers  and  imposing  duties 
on  such  department  of  health,  department  of  buildings,  and  police  depart- 
ment, in  respect  to  tenement  houses  and  for  the  enforcement  of  laws,  rules 
and  ordinances  relative  thereto,  and  pending  imme<liately  prior  to  the  tak- 
ing effect  of  this  chapter,  may  be  proeecuted  and  defended  to  final  effect 
by  the  tenement  house  department  in  the  same  manner  as  they  might  by 
such  department  of  health,  department  of  buildings  or  police  department, 
if  this  chapter  had  not  been  passed.  All  such  actions  and  proceedings 
shall  be  prosecuted  and  defended  in  the  name  of  the  tenement  house  de- 
partment 

13i4ee.  This  act  shall  take  effect  on  the  first  day  of  January,  1902. 
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Am  Act  to  amend  chapter  three  hundred  and  serenty-eight  of  the  laws  of 
eighteen  hundred  and  ninety-seTen,  entitled  *'  An  Act  to  unite  into  one 
municipality  under  the  corporate  name  of  The  City  of  New  York,  the 
Tarious  communities  lying  in  and  about  New  York  harbor,  including 
the  city  and  county  of  l^ew  York,  the  city  of  Brooklyn  and  the  county 
of  Kings,  the  countr  of  Richmond  and  part  of  the  county  of  Queens, 
and  to  provide  for  the  government  thereof." ' 

The  People  of  the  Stale  of  New  Torkf  rqMreeented  in  Senate  and  AjuenMif, 
do  enact  aefoUows: 

Section  1.  Section  thirteen  hundred  and  fourteen  of  chapter  three 
hundred  and  seventy-eight  of  the  laws  of  eighteen  hundred  and  ninety- 
seven,  is  hereby  amended  to  read  as  follows : 

Inepection;   Offlcere  to  have  aeeeee 

I  1314.  It  shall  be  the  duty  of  the  board  of  health  to  cause  a  careful 
inspection  to  be  made  of  every  tenement  and  lodgins  at  least  twice  in  each 
year  until  the  first  of  January,  nineteen  hundred  and  twa  And  whenever 
the  board  of  health  has  made  any  order  concerning  a  tenement  or  lodging 
house  it  shall  cause  a  reinspection  to  be  made  of  the  same  within  six  days 
after  it  has  been  informed  that  the  order  has  been  served.  The  keeper  of 
any  lodging  house  aud  the  owner,  asent  of  the  owner,  lessee  or  occupant 
of  any  tenement-house,  and  every  other  person  having  the  care  and  man- 
agement thereof,  shall,  at  all  times,  when  required  by  any  officer  of  the 
department  of  health,  or  by  any  officer  upon  whom  any  duty  is  conferred 
by  this  title,  give  him  free  access  to  such  nouse,  and  to  every  part  thereof. 
The  owner  or  keeper  of  any  lodging-house,  and  the  owner,  agent  of  the 
owner  and  the  lessee  of  any  tenement-house  or  part  thereof,  shall,  when- 
ever any  person  in  such  house  is  sick  of  fever,  or  of  anv  infectious,  pesti- 
lential or  contagious  disease,  and  information  thereof  has  been  riven  to 
such  owuer,  koc()er,  agout  or  lessee,  give  immediate  notice  thereof  to  the 
board  of  hfudth,  or  to  some  officer  of  the  same,  and  thereupon  said  board 
shall  cause  the  same  to  be  immediately  cleansed  or  disinfected,  at  the 
expense  of  the  owner,  in  such  manner  as  it  ma^  deem  necessarr  and  efFeo- 
tual,  and  it  may  also  cause  the  blankets,  bedding  and  bed-clothes  used  hr 
any  such  sick  person  to  be  thoroushly  cleansed,  scoured  and  fumigatedt 
or,  in  extreme  cases,  to  be  destroyed. 

>  This  propoMd  amendment  was  tnoorpormtod  in  the  senarml  smeiidiiieot  to  the 
Greater  New  York  Charter,  which  is  to  be  found  in  Chapter  4ee  of  the  laws  of  I90L 
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Sbotiok  2.  Section  thirteen  hundred  and  twenty-four  of  said  act  is 
hereby  amended  to  read  as  follows : 

Sanitary  company  of  police 

§  1324.  The  board  of  health  shall  make  requisitions  upon  the  police 
board  for  the  detail  of  at  least  twenty-five  [fifty]  and  not  more  than  fifty 
[one  hundred]  suitable  officers  and  men  of  at  least  five  years'  service  in 
the  police  force,  who  shall  be  selected  for  their  peculiar  fitness  for  the 
enforcement  of  the  provisions  of  the  sanitary  code  [and  the  acts  relating 
to  tenement  and  lodging  houses].  These  officers  and  men  shall  be  detEdled 
to  such  service  by  the  police  board,  and  tlio  dcpurtmcut  of  health  shall  pay 
to  the  police  department  montlilv,  the  amount  of  the  pay  of  the  officers 
and  men  so  detailed,  who  shall  belong  to  the  sanitary  company  of  the 
police  and  shall  report  to  the  board  of  health.  [At  least  Uiirty  of  the 
officers  and  men  so  detailed  shall  be  employed  exclusively  in  the  enforce- 
ment of  the  laws  relating  to  tenement  and  lodging  houses.]  The  board  of 
health  may  report  back  to  the  police  board  for  punishment,  any  member 
of  said  company  guilty  of  any  breach  of  orders  or  discipline,  or  of  neglect- 
ing his  duty,  and  thereupon  the  police  board  shall  detail  another  officer  or 
man  in  his  place,  and  the  discipline  of  the  said  members  of  the  sanitary 
company  shall  be  in  the  jurisdiction  of  the  police  department;  but  at  any 
time  the  board  of  health  may  object  to  the  efficiency  of  any  member  of 
said  sanitary  company  and  ttiereupon  another  officer  or  man  shall  be 
detailed  in  his  place. 

Skotion  3.  Section  two  hundred  and  thirty  of  said  act  is  hereby 
amended  by  omitting  subdivision  ninth  thereof.  [Ninth  —  The  sum  of 
ten  thousand  dollars  to  the  credit  of  the  department  of  health,  to  be  known 
as  the  tenement  house  fund,  to  be  expend^  by  the  board  of  health.] 

Sbotion  4.  This  act  shall  go  into  effect  on  January  first,  nineteen 
hundred  and  twa 


An  Aot  to  amend  the  Public  Health  Law  in  relation  to  tenement  houses.^ 

The  People  oftJie  State  of  Neio  York  represented  in  Senate  and  Asaeml^y, 
do  enact  aefoUowa: 

Sbc.  1.  Article  one  of  the  Public  Health  Law  is  hereby  amended  by 
adding  thereto  an  additional  section  to  be  known  as  Sec.  13,  and  to  read 
as  follows : 

Sbo.  13.  The  board  shall  have  power  to  examine  into  the  enforcement 
of  the  laws  relating  to  tenement  houses  in  any  city  of  the  first  clasa. 
Whenever  required  by  the  governor,  it  shall  make  such  an  examination 
and  shall  report  the  results  thereof  to  the  governor  within  the  time  pre- 
scribed by  him  therefor. 

Sbo.  2.  This  act  shall  take  effect  immediately. 

^  This  legislation  is  to  be  foand  in  Chapter  283  of  the  Uwa  of  1001. 
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THE  TENEMENT  HOUSE  ACT  AS  AMENDED  IN 
1901,  1902,  AND  1908 

(CaAnaM  884  ard  665,  Laws  or  1001 ;   Chapth  86S,  Laws  or  1001 ; 
CaAms  170,  Laws  or  1008) 


THE  TENEMENT  HOUSE  ACT 

Am  An  nr  RiuiTioir  to  TairBinirr  Houim  nr  Crrnt  of  nn  ¥mn  Clam. 
Bbcamb  a  Law  Apeil  IS,  1001 


CHAFTBR  L    DEFINmONS 

Sbotion  1.  Short  Title  and  AppUeaHan.  —  Thi8  act  may  be  died  as 
the  Tenement  House  Act,  and  its  provisions  shall  apply  to  cities  of  the 
first  class. 

I  2.  D^nitUmB,  —  Certain  words  used  in  this  act  are  defined  for  the 
pnrpoees  thereof  as  follows : 

(1)  A  tenement  hoose  is  any  house  or  building^  or  portion  thereof, 
which  is  rented,  leased,  let  or  hired  out,  to  be  occupied,  or  is  occupied  as 
the  home  or  residence  of  three  families  or  more  liring  independently  of 
eaoh  other,  and  doing  their  cooking  upon  the  premises,  or  uy  more  than 
two  families  upon  any  floor,  so  living  and  cooking,  but  naving  a  common 
right  in  the  halls,  stairways,  yards,  water-closets  or  privies,  or  some  of 
them. 

(2)  A  yard  is  an  open  unoccupied  space  on  the  same  lot  with  a  tene- 
ment house,  between  tne  extreme  rear  Ime  of  the  house  and  the  rear  line 
of  the  lot 

(3)  A  court  is  an  open  unoccupied  space,  other  than  a  yard,  on  the 
same  lot  with  a  tenement  house.  A  court  not  extending  to  the  street  or 
yard  is  an  inner  court.  A  court  extending  to  the  street  or  yard  is  an  outer 
ooort  If  it  extends  to  the  street  it  is  a  street  court  If  it  extends  to  the 
yard  it  is  a  yard  court 

(4)  A  shaft  includes  exterior  and  interior  shafts,  whether  for  air,  light 
elevator,  dumbwaiter,  or  any  other  purpose.  A  vent  shaft  is  one  lued 
solely  to  ventilate  or  li^ht  a  water-closet  compartment  or  bathroom. 

(o)  A  public  hall  is  a  hall,  corridor  or  passageway  not  within  an 
apartment 

ffi)  A  stair  hall  includes  the  stairs,  stair  landings  and  those  portions 
of  ue  public  halls  through  which  it  is  necessary  to  pass  in  going  oetween 
the  entrance  floor  and  the  roof. 

f7)  A  basement  is  a  story  partly  but  not  more  than  one-half  below  the 
level  of  the  curb. 

(8^  A  cellar  is  a  story  more  than  one-half  below  the  level  of  the  curb. 

(9)  A  fire|>roof  tenement  house  is  one  the  walls  of  which  are  coo- 
Skruoted  of  brick,  stone,  iron  or  other  hard  incombustible  material,  and  in 
which  there  are  no  wood  beams  or  lintels,  and  in  which  the  floors,  roofs, 
stair  halls  and  public  halls  are  built  entirely  of  brick,  stone,  iron  or  other 
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hard  incombustible  material,  and  in  which  no  woodwork  or  other  inflam- 
mable material  is  nsed  in  any  of  the  partitions,  furrings  or  ceilings.  But 
this  definition  shall  not  be  construed  as  prohibiting,  elsewhere  thiui  in  the 
stair  halls  or  entrance  halls,  the  use  of  wooden  flooring  on  top  of  the  fire- 
proof floors  or  the  use  of  wooden  sleepers,  nor  as  prohibiting;  wooden  hand- 
rails and  hard-wood  treads  such  as  described  in  section  eighteen  of  this 
act 

(10)  The  word  shall  is  always  mandatory,  and  not  directory,  and 
denotes  that  the  house  shall  be  maintained  in  all  respects  according  to  the 
mandate,  as  long  as  it  continues  to  be  a  tenement  house. 

(11^  Wherever  the  words,  charter,  ordinances,  regulations,  department 
of  buildings,  department  of  health,  department  of  water  supply,  fire 
department,  department  charged  with  the  enforcement  of  this  act,  corporar 
tion  counsel,  city  treasury  or  fire  limits  occur  in  this  act  they  shall  be  con- 
strued as  if  followed  by  the  words  ''  of  the  city  in  which  the  tenement 
house  is  situated."  Wherever  the  words  "  is  occupied  "  are  used  in  this 
act  applying  to  any  building,  such  words  shall  be  construed  as  if  followed 
by  l^e  words  '^or  is  intended,  arranged  or  designed  to  be  occupied." 

(12)  The  height  of  a  tenement  house  is  the  perpendicular  distanoe 
measured  in  a  straight  line  from  the  curb  level  to  the  highest  x>oint 
of  the  roof  beams,  the  measurements  in  all  cases  to  be  taken  through 
the  centre  of  the  facade  of  the  house.  Where  a  building  is  on  a  comer 
lot  and  there  is  more  than  one  grade  or  level,  the  measurements  shall 
be  taken  through  the  centre  of  the  facade  on  the  street  having  the  great- 
est grade. 

§  3.  Buildings  Converted  or  Altered,  —  A  building  not  erected  for  use 
as  a  tenement  house,  if  hereafter  converted  or  altered  to  such  use, 
shall  thereupon  become  subject  to  all  the  provisions  of  this  act  affecting 
tenement  houses  hereafter  erected. 

§  4.  Buiidings  in  Process  of  Erection.  —  A  tenement  house  not  now 
completed,  but  the  excavation  for  which  shall  have  been  commenced  la 
good  faith  on  or  before  the  first  day  of  June,  nineteen  hundred  and  one, 
after  approval  of  the  plans  therefor  by  the  department  of  building  and 
the  first  tier  of  beams  of  which  shall  have  been  set  on  or  before  tne  first 
day  of  August,  nineteen  hundred  and  one,  sliall  be  subject  only  to  the  pro- 
visions of  this  act  affecting  now  existing  tenement  houses ;  provided  that 
the  plans  for  said  house  were  filed  in  said  department  on  or  before  tiie 
tentn  day  of  April,  nineteen  hundred  and  one,  and  were  in  accordance 
with  the  laws  in  force  at  the  time  of  filing,  and  that  the  building  is  built 
in  accordance  with  such  laws. 

§  5.  Alterations  and  Change  in  Occupancy.  —  No  tenement  house  shall 
at  any  time  be  altered  so  as  to  be  in  violation  of  any  provision  of  this  act. 
If  any  tenement  house  or  an^  part  thereof  is  occupied  by  more  families 
than  provided  in  this  act,  or  is  erected,  altered  or  occupied  contrary  to  law, 
such  tenement  house  shall  be  deemed  an  unlawful  structure,  and  the 
department  charged  with  the  enforcement  of  this  act  ^  may  cause  such 
building  to  be  vacated.  And  such  building  shall  not  again  be  occupied 
until  it  or  its  occupation,  as  the  case  may  be,  has  been  made  to  oonxorm 
to  the  law. 
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CHAPTBR  IL     PBOTBCTION  FBOM  FIBB 
TiTLB  I 

Sbotion  11.  Fireproof  TenemenU^  Whm  Required.  —  Erery  tenement 
honee  hereafter  erected  exceeding  six  stories  or  parts  of  stories,  in  height 
aboye  the  curb  level,  shall  be  a  fireproof  tenement  house,  nor  shidl  any 
tenement  house  be  altered  so  as  to  exceed  such  height  without  being  made 
a  fireproof  tenement  house.  A  cellar  the  ceiling  of  which  does  not  extend 
more  than  two  feet  above  the  curb  level  is  not  a  story  within  the  meaning 
of  this  section. 

I  12,  Fire  Eecapea. —  Every  non-fireproof  tenement  house  hereafter 
erected,  unless  provided  with  fireproof  outside  stairways  directly  accessible 
to  each  apartment,  shall  have  fire  escapes  located  and  constructed  as  in 
this  section  required,  except  that  tenement  houses  that  are  less  than  four 
stories  in  height  and  which  also  do  not  contain  accommodations  for  more 
than  four  families  in  all,  may  be  equipped  with  such  other  iron,  steel,  or 
wire  cable  fire  escapes  as  may  be  approved  by  the  dei^artmcnt  charged 
with  the  enforcement  of  this  act,*  such  escapes  must  be  capable  of  sustun- 
ing  two  thousand  pounds,  and  be  of  sufficient  lengtii  to  reach  from  the 
top  floor  to  the  ground,  and  with  rungs  not  more  than  twelve  inches  apart 
and  not  less  than  fifteen  inches  in  length. 

(1)  The  fire  escapes  shall  open  directly  from  at  least  one  room  in  each 
apartment  at  each  story  above  the  ground  floor,  otlier  than  a  bath  room  or 
water  closet  compartment,  and  shall  not  include  the  window  of  a  stair 
hall^  and  no  fire  escape  shall  be  placed  in  a  court  except  as  provided  in 
section  fifty-seven  of  this  act  Fire  escapes  may  project  into  the  public 
highway  to  a  distance  not  greater  than  four  feet  beyond  the  building  line. 

(2)  The  fire  escapes  shall  consist  of  outside  open  iron  balconies  and 
stairways.  The  balcony  on  the  top  floor,  except  in  case  of  a  front  fire 
escape,  shall  be  provided  with  a  goose-neck  ladder  leading  from  said  balcony 
to  and  above  the  roof.  Such  goose-neck  ladder  shall  be  securely  fastened 
to  the  wall  of  the  building  and  to  the  roof,  and  there  shall  be  a  space  of 
not  less  than  eighteen  inches  between  the  outside  line  of  such  ladaer  and 
ttie  outer  rail  of  the  top  fire^scape  balcony.  8uch  ladder  shall  be 
oonstructed  as  provided  for  drop  ladders  in  subdivision  eight  of  this 
section;  the  strings  shall  be  in  one  piece  and  shall  not  be  connected  in 

Kts  by  rivets  and  bolts ;  such  ladders  shall  be  arranged  to  rest  at  the 
torn  on  brackets,  and  not  on  the  slats  forming  the  floor  of  the  balcony. 

(3)  Bcdeonies,  —  The  balconies  shall  not  be  less  than  three  feet  in  width, 
taking  in  at  least  one  window  of  each  apartment  at  each  story  above  the 
ground  floor.  They  shall  be  below  and  not  more  than  one  foot  below 
the  window  sills  and  extend  in  front  of  and  not  less  than  nine  inches 
beyond  each  window.  There  shall  be  a  landing  not  less  than  twenty-four 
inches  square  at  the  head  and  foot  of  each  stairway.  In  every  case  there 
shidl  be  a  passageway  between  the  string  of  the  stairway  and  the  wall  of  the 
bnildinff  or  the  outer  rail  of  the  balcony,  as  the  case  may  be,  such  passage* 
way  to  be  not  less  than  fourteen  inches  wide  in  every  part  The  stairway 
opening  on  each  platform  shall  be  of  a  size  sufficient  to  provide  clear 
head  way. 

(4)  tloor  of  Balconiee.  —  The  floors  of  balconies  shall  be  of  wrought 
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iron  or  steel  slats  not  less  than  one  and  a  half  inches  by  three-eighths  of 
an  inch,  placed  not  more  than  one  and  one-quarter  inches  apart,  and  well 
secured  and  riveted  to  iron  battens  one  and  a  half  inches  by  three-eighths 
of  an  inch,  not  over  three  feet  apart  and  riveted  at  the  intersection.  The 
ends  of  such  floor  slats  shall  project  beyond  the  platform  frame,  but  shall 
not  rest  on  the  bottom  rail.  The  openings  for  stairways  in  all  balconies 
shall  not  be  less  than  twenty-one  inches  wide  and  thir^-two  inches  long, 
and  such  openings  shall  have  no  covers  of  any  kind.  The  platforms  or 
balconies  shall  be  constructed  and  erected  to  safely  sustain  in  all  their 
parts  a  safe  load  at  a  ratio  of  four  to  one,  of  not  less  than  eighty  pounds 
per  square  foot  of  surface. 

(5)  Railings, — The  outside  top  rail  shall  extend  around  the  entire 
length  of  the  platform  and  in  all  cases  shall  go  through  the  wall  at  each 
end,  and  be  properlj^  secured  by  nuts  and  four-inch  square  washers  at  least 
three-eighths  of  an  inch  thick,  and  no  top  rail  shall  be  connected  at  angles 
by  cast  iron.  The  top  rail  of  balconies  shall  be  one  and  three-auarter 
inches  by  one-half  inch  of  wrought  iron,  or  one  and  a  half  inch  angle  iron 
one-quarter  inch  thick.  The  bottom  rails  shall  be  one  and  one-half  inches 
by  three-eighths  of  an  inch  wrought  iron,  or  one  and  a  half  inch  wgle  iron, 
one-quarter  inch  thick,  well  leaded  or  cemented  into  the  walL  Tbe  ends 
of  all  rails  which  go  through  the  walls  shall  be  worked  out  to  not  less  than 
three-quarter  inch  bolt  size  for  top  rails,  or  one-half  inch  bolt  size  for 
bottom  rails,  and  if  constructed  as  separate  pieces  shall  be  properly 
secured  to  the  rails  with  not  less  than  two  one-half  inch  rivets.  The 
standards  or  fiUing-in  bars  shall  be  not  less  than  one-half  inch  round  or 
square  wrought  iron,  well  riveted  to  the  top  and  bottom  rails  and  platform 
frame.  Such  standards  or  fiUing-in  bars  shall  be  securely  braced  by  outside 
brackets  at  suitable  intervals,  and  shall  be  placed  not  more  than  six  inches 
from  centres ;  the  height  of  railings  shall  in  no  case  be  less  than  two  feet 
nine  inches. 

(6)  StainoayM.  —  The  stairways  shall  be  placed  at  an  anele  of  not  more 
than  sixty  degrees,  with  steps  not  less  than  six  inches  in  width  and  twenty 
inches  in  length,  and  with  a  rise  of  not  more  than  nine  inches ;  and  shall 
be  constructed  and  erected  to  fullv  sustain  in  all  their  parts  a  safe  load  at 
a  ratio  of  four  to  one  of  not  less  than  one  hundred  pounds  per  step,  wiUi 
the  exception  of  the  tread  which  must  safely  sustain  at  said  ratio  a  load  of 
two  hundred  pounds.  The  treads  shall  be  flat  oi)en  treads  or  may  be 
constructed  of  flat  bars,  not  over  one  and  one-half  inches  wide,  riveted 
to  angle  irons  of  a  size  not  less  than  one  and  one-half  inch,  with  the  ojaen 
spaces  between  such  bars  not  over  three-quarters  of  an  inch  wide.  The 
strings  shall  be  not  less  than  three-inch  channels  of  iron  or  steel,  or  three- 
eighths  by  four-inch  bars,  or  two  three-eighths  by  one  and  one-half  inch 
bars  properly  latticed,  or  two  one-quarter  by  one  and  one-half  inch  angles 
properly  latticed,  or  other  shape  equally  strong.  Unless  of  channel  or 
angle  iron  they  shall  be  stiffened  by  the  use  of  braces  properly  leaded  into 
or  bolted  through  the  wall,  and  also  bolted  through  the  string  at  a  height 
of  not  less  than  seven  feet  above  the  floor  of  the  balcony.  They  shidl  rest 
upon  and  be  bolted  to  a  bracket,  which  shall  be  fastened  through  the  wall 
as  hereinafter  provided.  The  strings  shall  be  securely  bolted  to  a  bracket 
at  the  top,  and  the  steps  in  all  cases  shall  be  double-riveted  or  bolted 
to  the  strings.  The  stairs  shall  have  three-quarter  inch  handrails  of 
wrought  iron,  well  braced. 
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(7)  BracM$.  —  The  brackets  shall  not  be  less  than  one-half  inch  by 
one  and  threenqnarter  inches  wrought  iron,  placed  edgewise,  or  one  and 
three<iaarter  inch  angle  iron,  one-quarter  inch  thick,  well  oraoed;  thej 
shall  not  be  more  than  four  feet  apart,  and  shall  be  braced  bj  means  of 
not  less  than  three-quarters  of  an  inch  square  wrought  iron,  and  shall 
extend  two-thirds  of  the  width  of  the  resuectiTe  balconies  or  brackets, 
The  brackets  shall  go  through  the  wall  and  be  turned  down  three  inches, 
or  be  properly  secured  by  nuts  and  four-inch  square  washers  at  least  three- 
eighths  of  an  inch  thick.  On  new  buildings  the  brackets  shall  be  set  as 
the  walls  are  being  built  When  brackets  are  put  on  tenement  houses 
already  erected  the  part  going  through  the  wall  snail  not  be  less  than  one 
inch  in  diameter  with  screw  nuts  and  washers  not  less  than  fire  inches 
square  and  one-half  an  inch  thick.  If  the  end  going  through  the  widl 
is  separately  constructed  it  shall  be  properly  connected  to  the  bracket 
with  not  less  than  two  five-eighths  inch  rivets  staggered. 

(8)  Dropiadders.  —  A  drop-ladder  shall  be  required  from  the  lowest 
balcony.  Such  drop  ladder  shall  be  of  suflicicnt  lensth  to  reach  from  the 
lowest  balconv  or  platform  to  a  safe  landing  place  beneath.  It  shall  be 
not  less  than  fifteen  inches  in  width,  with  strinss  not  less  than  one-half  inch 
by  two  inches  and  rungs  not  less  than  five-eighths  of  an  inch  in  diameter 
pUoed  not  over  twelve  inches  apart  and  properly  riveted  through  the 
strings.  Where  the  lowest  balcony  is  more  than  fourteen  feet  above  the 
ground  beneath  the  same,  a  suitable  landing  platform  shall  be  provided, 
onch  platform  shall  be  located  not  more  than  ten  feet  above  the  ground 
and  snail  be  connected  with  the  fire  escapes  above  by  a  stairway  con- 
structed as  in  this  section  required.  Such  platform  shall  be  not  less  than 
four  feet  in  length  b^  three  feet  in  width,  and  shall  be  provided  at  each 
end  with  proper  raihngs  and  a  drop  ladder  to  reach  the  ground.  Except 
as  above  specified,  it  shall  be  constructed  in  c<mformity  with  the  other 
provisions  of  this  section. 

(9)  Painting.  —  All  the  parts  of  such  fire  escapes  shall  receive  not  less 
than  two  coats  of  paint,  one  in  the  shop  and  one  after  erection.  All  fire 
escape  balconies  snail  contain  a  plate  nrmly  fastened  to  the  standards  or 
filling-in  bars  near  the  top  railing  in  front  of  and  facing  at  least  one  win- 
dow in  each  apartment  using  such  balcony,  such  plate  to  contain  in  plain, 
larse,  prominent,  raised  letters,  each  letter  to  be  not  less  than  one-half  an 
in<m  in  length,  the  following  words :  **  Any  one  placing^  any  encumbrance 
on  this  balcony  will  be  fined  ten  dollars.''  The  lettenns  on  such  plates 
shall  be  painted  with  a  paint  of  a  color  diCFerent  from  Uiat  used  on  the 
body  of  the  plate  so  that  the  letters  will  be  prominent  and  distinct 

(10)  Fire  E9capes  an  Wooden  Tenement  JIoums.  —  All  fire  escapes  here- 
after constructed  on  wooden  tenement  houses  shall  conform  in  all  particu- 
lars to  the  provisions  of  section  twelve  of  this  act  except  as  hereinafter 
mentioned :  The  rise  of  the  steps  of  the  stairways  shall  be  not  more  than 
eleven  inches ;  the  strings  shidl  be  not  less  than  on^quarter  inch  by  four 
inch  bars  properly  brac^  to  the  wall  as  described  in  subdivision  six  of 
this  section ;  the  brackets  and  top  rails  shall  be  secured  by  bolts  through 
the  wall  In  no  case  shall  said  bolts  pass  through  the  studs  of  said  wall, 
but  shall  be  properly  fastened  with  washers  and  screw  nuts  through  a 
wrought  iron  or  steel  plate,  such  plate  to  be  not  less  than  three  inches  by 
one^inarter  inch,  and  to  pass  across  and  bear  upon  the  entire  inner  faces 
of  at  least  two  studs.    The  said  plate  shall  be  backed  and  re-«nf  oroed  by 
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solid  blocking  as  thick  as  the  studding,  firmly  secured  to  the  studs  across 
which  the  plate  passes.  Tlie  bottom  rails  shall  be  secured  iu  a  similar 
manner,  or  by  means  of  lag  screws  not  less  than  five-eighths  of  an  inch  in 
diameter  and  four  inches  long,  properly  screwed  into  bored  holes  in  the 
studs,  said  holes  to  be  not  more  than  seven-sixteenths  of  an  inch  in  diam- 
eter and  the  centre  of  such  holes  not  to  be  within  one  and  one-quarter 
inches  of  the  sides  of  the  studs. 

§  13.  Bulkheads,  — Every  tenement  house  hereafter  erected  shall  hare 
in  the  roof  a  fireproof  bulkhead  with  a  fii*eproof  door  to  the  same,  and 
shall  have  fireproof  stairs  with  a  guide  or  handrail  leading  to  the  roof, 
except  that  in  tenement  houses  hereafter  erected,  which  do  not  exceed 
four  stories  and  cellar  in  height,  and  which  also  are  not  occupied  or 
arranged  to  be  occupied  by  more  than  two  families  on  any  floor,  such 
bulkheads  may  be  of  wood  covered  with  metal  on  both  sides.  The  stairs 
leading  to  such  bulkheads  shall  be  constructed  as  specified  in  sections 
fourteen  to  twenty  of  this  act. 

§  14.  Stall's  and  Public  IlaUa. — Every  tenement  house  hereafter  erected 
shall  have  at  least  one  flight  of  stairs  extending  from  the  entrance  floor  to 
the  roof,  and  the  stairs  and  public  halls  therein  shall  each  be  at  least  three 
feet  wide  in  the  clear. 

§  15.  Stairways  in  Non-Jireproof  Buildings.  —  Every  non-fireproof  tene- 
ment house  hereafter  erected  containing  over  twenty-six  apartments  or 
suites  of  rooms  above  the  entrance  story  shall  also  have  an  additional  flight 
of  stairs  for  every  additional  twenty-six  apartments  or  fraction  thereof; 
if  said  house  contains  not  more  than  thii-ty-six  apartments  above  tiie 
entrance  storv,  in  lieu  of  an  additional  stairway,  the  stairs,  stair  halls  and 
entrance  halls  throughout  the  entire  building  may  each  be  at  least  one- 
half  wider  than  is  specified  in  sections  fourteen  and  twenty  of  tliis  act. 

S  16.  Stainoays  in  Fireproof  Buildings,  —  Every  fireproof  tenement 
house  hereafter  erected  containing  over  thirty-six  apartments  or  suites  of 
rooms  above  the  entrance  story  shall  also  have  an  additional  flight  of 
stairs  for  every  additional  thirty-six  apartments  or  fraction  thereof ;  bnt 
if  said  house  contains  not  more  than  forty-eight  apartments  above  the 
entrance  story,  in  lieu  of  an  additional  stairway  the  stairs,  stair  halls  and 
entrance  halls  throughout  the  entire  building  may  each  be  at  least  one- 
half  wider  than  is  specified  in  sections  fourteen  and  twenty  of  tihis  act. 
And  if  said  house  contains  not  more  than  eighty-four  apartments  aboye 
the  entrance  story  in  lieu  of  three  stairways  there  may  be  but  two  stair- 
ways, provided  that  one  of  such  stairways  and  the  stair  halls  and  entrance 
halls  connected  therewith  are  at  least  one-half  wider  than  is  specified  in 
sections  fourteen  and  twenty  of  this  act. 

§  17.  Stainoays,  Continued.  —  Each  flight  of  stairs  mentioned  in  the 
last  three  sections  shall  have  an  entrance  on  the  entrance  floor  from  the 
street  or  street  court,  or  from  an  inner  court  which  connects  directly  with 
the  street.  All  stairs  shall  be  constructed  with  a  rise  of  not  more  than 
eight  inches  and  with  treads  not  less  than  ten  inches  wide  and  not  less 
than  three  feet  long  in  the  clear.  Winders  will  not  be  permitted  except 
in  a  tenement  house  provided  with  a  power  passenger  elevator.  Where 
winders  are  used,  all  treads  at  a  point  eighteen  inches  from  the  strings  on 
the  well  side  shall  be  at  least  ten  inches  wide. 

§  18.  Stair  Halls.  —  The  stair  halls  in  all  non-fireproof  as  well  as  fire- 
proof tenement  houses  hereafter  erected  shall  be  constructed  as  in  this 
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-,  section  and  the  two  following  sections  specified.  In  tenement  houses 
hereafter  erected  which  either  are  occupied  or  are  arranged  to  be  occupied 
bjr  more  than  two  families  on  any  floor,  or  which  exce^  four  stories  and 
'  cellar  in  height,  the  stair  halls  shall  be  constructed  of  fireproof  material 
throughout  The  risers,  strings  and  banisters  shall  be  of  metal  or  stone. 
The  treads  shall  be  of  metal,  slate  or  stone,  or  of  hard  wood  not  less  than 
'  two  inches  thick.  Wooden  hand  rails  to  stairs  will  be  permitted  if  con* 
structed  of  hard  wood.  The  floors  of  all  such  stair  halls  shall  be  con- 
structed of  iron  or  steel  beams  and  fireproof  filling  and  no  wooden  flooring 
or  sleeners  shall  be  permitted.  In  tenement  houses  hereafter  erected 
which  do  not  exceed  four  stories  and  cellar  in  height  and  which  aJso  are 
not  occupied  or  arranged  to  be  occupied  by  more  than  two  families  on  any 
floor,  the  stair  halls  shall  either  be  constructed  of  iron  beams  and  fireproof 
fiUing,  or  shall  be  filled  in  between  the  floor  beams  with  at  least  five 
inches  of  cement  deafening.  In  such  houses  the  stairs  shall  be  iron  or 
stone,  or  may  be  of  wood,  provided  the  soffits  are  covered  with  metal  lath 
and  plastered  with  two  coats  of  mortar,  or  with  good  quality  plaster- 
boards  not  less  than  one-half  inch  in  thickness,  made  of  plaster  and  strong 
fibre  and  all  joints  made  true  and  well-pointed. 

§  19.  Stair  Halls,  Coritinued.  —  In  every  non-fireproof  tenement  house 
hereafter  erected  which  either  is  occupied  or  is  arranged  to  be  occupied  by 
more  than  two  families  on  any  floor,  or  which  exceeds  four  stories  and 
cellar  in  height,  all  stair  halls  shall  be  enclosed  on  all  sides  with  brick 
walls.  The  doors  opening  from  such  stair  halls  shall  be  fireproof  and 
self-closing,  and  if  provided  with  glass  such  class  shall  be  good  qualitr 
wire-glass.  There  shall  be  no  transom  or  movable  sash  opening  from  such 
stair  li^l  to  any  other  part  of  the  house.  Each  stair  hall  shall  be  shut  off 
from  all  non-fireproof  portions  of  the  public  halls  and  from  all  other  non- 
fireproof  parts  of  the  building,  on  each  story,  by  self-closing  fireproof 
doors,  and  if  glass  is  used  in  such  doors  it  shall  be  of  good  quality  wire- 
glass.  In  tenement  houses  hereafter  erected  which  do  not  exceed  four 
stories  and  cellar  in  height  and  which  also  are  not  occupied  or  arranged 
to  be  occupied  by  more  than  two  families  on  an^  floor,  the  stair  halls  shall 
be  enclosed  on  idl  sides  with  brick  walls  or  with  partitions  of  angle  iron 
and  fireproof  blocks  not  less  than  four  inches  thick ;  in  tenement  houses 
hereafter  erected  which  do  not  exceed  three  stories  and  cellar  in  height, 
and  which  also  are  not  occupied  or  arranged  to  be  occupied  by  more  than 
two  families  on  any  floor,  the  stair  halls  may  be  enclosed  with  wooden 
8tud  partitions,  provided  such  partitions  are  covered  on  both  sides  with 
metal  lath,  or  with  good  quality  plaster  boards  not  less  than  one-half  inch 
in  thickness,  made  of  plaster  and  strong  fibre  and  all  joints  made  true  and 
^well-pointed,  and  provided  that  the  space,  between  the  studs  is  filled  in 
irith  brick  to  the  height  of  the  floor  beams. 

S  20.  Entrance  Halls.  —  Every  entrance  hall  in  a  tenement  house  here- 
mfter  erected  shall  be  at  least  three  feet  six  inches  wide  in  the  clear,  from 
^he  entrance  up  to  and  including  the  stair  enclosure,  and  beyond  this 
point  at  least  tnree  feet  wide  in  the  clear,  and  shall  comply  with  all  the 
conditions  of  the  preceding  sections  of  this  act  as  to  the  construction  of 
Qtair  halls,  except  that  in  a  fireproof  tenement  house  hereafter  erected  it 
may  be  enclosed  with  terra  cotta  blocks  not  less  than  four  inches  thick 
luia  angle  iron  construction,  instead  of  brick  walls.  If  such  entrance  hall 
is  the  only  entrance  to  more  than  one  flight  of  stairs,  that  |)ortion  of  said 
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hall  between  the  entranoe  and  the  first  flight  of  stairs  shall  be  increased 
one-hfl^f  in  width  in  every  part  for  each  such  additional  flight  of  stairs. . 
In  every  tenement  house  hereafter  erected,  access  shall  be  had  from  the 
street  to  the  yard,  either  in  a  direct  line  or  through  a  court 

S  21.  First  Tier  of  Beams,  —  In  all  non-fireproof  as  well  as  fireproof 
tenement  houses  hereafter  erected  five  stories  or  more  in  height,  ezclusive 
of  the  cellar,  the  first  floor  above  the  lowest  cellar,  or,  if  there  be  no  cellar, 
above  the  lowest  story,  shall  be  constructed  fireproof  with  iron  or  steel 
beams  and  fireproof  flooring ;  and  the  bottom  flanges  and  all  exposed  por- 
tions of  such  iron  or  steel  beams  below  the  abutments  of  the  floor  arcnes 
or  filling  shall  be  entirely  encased  with  hard-burnt  clay  or  porous  terra 
cotta  or  with  metal  lath  properly  secured  and  plastered  on  the  under  side. 
In  all  non-fireproof  tenement  houses  hereafter  erected  less  than  five  stories 
in  height,  where  the  first  floor  above  the  lowest  cellar,  or,  if  there  be  no 
cellar,  above  the  lowest  story,  is  not  constructed  fireproof  with  iron  or 
steel  l)eams  and  fireproof  flooring,  the  cellar  ceiling  of  said  tenement  house 
shall  be  lathed  with  metal  lath  and  plastered  thereon  with  two  coats  of 
brown  mortar  of  good  materials,  or  snail  be  covered  with  plaster  boards 
not  less  than  one-half  inch  in  thickness,  made  of  plaster  and  strong  fibre 
and  all  joints  made  true  and  well  pointed. 

I  22.  Partitions,  Construction  of,  —  In  all  non-fireproof  tenement  houses 
hereafter  erected,  fore  and  aft  stud  partitions  which  rest  directly  over  each 
other  shall  run  through  the  wooden  floor  beams  and  rest  upon  the  plate  of 
the  partition  below,  and  shall  have  the  studding  filled  in  solid  between  the 
uprights  to  the  depth  of  the  floor  l)eams  with  suitable  incombustible  mate- 
rials. In  all  fireproof  tenement  houses  hereafter  erected,  all  partitions 
shall  rest  directly  upon  the  fireproof  floor  construction,  and  extend  to  the 
fireproof  beam  filling  above. 

§  23.  Oellar  Stairs  in  Nonrfireproof  Buildings,  — In  non-fireproof  tene- 
ment houses  hereafter  erected  which  either  are  occupied  or  are  arranged 
to  be  occupied  by  more  than  two  families  on  any  floor,  or  which  exceed 
four  stories  and  cellar  in  height,  there  shall  be  no  inside  stairs  communi- 
cating between  the  lowest  cellar  or  other  lowest  story  and  the  floor  next 
above,  but  such  stairs  shall  in  every  case  be  located  outside  the  building, 
and  if  enclosed  shall  be  constructed  entirely  fireproof  and  be  enclosed  in 
a  fireproof  enclosure  with  fireproof  self-closing  doors  at  all  openings. 
This  provision  however  shall  not  apply  to  the  stairs  leading  from  &e 
entrance  story  to  the  upper  stories  in  tenement  houses  hereafter  erected 
where  there  is  no  cellar  or  other  story  below  the  said  entrance  story.  In 
tenement  houses  hereafter  erected  which  do  not  exceed  four  stories  and 
cellar  in  height  and  which  also  are  not  occupied  or  arranged  to  be  occupied 
by  more  than  two  families  on  any  floor,  the  stairs  leading  to  the  oellar 
may  be  located  inside  the  building,  provided  they  are  entirely  endoeed 
with  brick  walls  and  are  provided  with  fireproof  self-closing  doors  at  both 
the  top  and  bottom. 

§  24.  Cellar  Stairs  in  Fireproof  Buildings, — In  every  fireproof  tenement 
house  hereafter  erected  the  stairs  communicating  between  the  lowest  cel- 
lar or  other  lowest  story  and  the  floor  next  above,  if  not  located  under- 
neath the  stairs  leading  to  the  upper  stories,  may  be  placed  inside  of  the 
said  building ;  provided,  that  the  portion  of  the  cellar  or  other  lowest  story 
into  which  saia  stairs  lead  is  entirely  shut  off  by  fireproof  walls  from 
those  portions  thereof  which  are  used  for  the  storage  of  fuel,  or  in  which 
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heating  appliances,  boilers  or  machinery  are  located.  All  openings  in 
Boch  walls  shall  be  provided  with  self-closing  fireproof  doors. 

S  25.  CSotel  under  Fir§t  Story  Stairs, — In  non-fireproof  tenement  houses 
hereafter  erected  no  closet  of  any  kind  shall  be  constructed  under  any 
staircase  leading  from  the  first  story,  exclusiye  of  the  cellar,  to  the  upper 
stories,  but  such  space  shall  be  left  entirely  open  and  kept  clear  and  free 
from  encumbrance. 

§  26.  Cellar  Entrance.  —  In  every  tenement  house  hereafter  erected 
there  shall  be  an  entrance  to  the  cellar  or  other  lowest  story  from  the  out- 
side of  the  said  building. 

§  27.  Fire  Stops,  —  In  tenement  houses  hereafter  erected,  in  all  walls 
where  wooden  furring  is  used  all  the  courses  of  brick  from  the  under  side 
of  the  floor  beams  to  the  top  of  the  same  shall  project  a  distance  of  at  least 
two  inches  beyond  the  inside  face  of  the  wall  so  as  to  provide  an  effective 
fire  stop;  and  wherever  floor  beams  run  parallel  to  a  wall  and  wooden 
furring  is  used  such  beams  shall  always  be  kept  at  least  two  and  one-half 
inches  away  from  the  inside  line  of  the  wall,  and  the  space  between  the 
beams  and  the  wall  shall  be  built  up  solidly  with  brickwork  from  the 
under  side  of  the  floor  beams  to  the  top  of  the  same,  so  as  to  form  an 
effective  fire  stop. 

S  28.  Wooden  Tenement  Houeee. — Within  the  fire  limits  no  wooden 
tenement  house  shall  hereafter  be  erected,  and  no  wooden  building  not 
now  used  as  a  tenement  house  shall  hereafter  be  altered  or  converted  to 
such  use.  But  outside  of  the  fire  limits,  tenement  houses  not  exceeding 
three  stories  in  height,  exclusive  of  the  cellar,  may  be  erected  of  wood,  but 
shall  not  provide  accommodations  for,  or  be  occupied^  if  two  stories  in 
height,  by  more  than  four  families  in  all,  or  more  than  two  families  on 
any  floor;  nor  if  three  stories  in  height  by  more  than  three  families  in  tAL 
nor  by  more  than  one  family  on  any  floor.  No  such  building  shall  exceed 
forty  feet  in  height,  and  the  side  walls  of  all  such  buildings  shall  be  brick 
filled.  And  such  houses,  whether  of  wood  or  other  material,  need  not 
comply  with  the  provisions  of  the  following  named  sections  of  this  act ; 
thirteen,  fifteen,  sixteen,  eighteen,  nineteen,  twenty,  twenty-one,  twenty- 
two,  twenty-three,  twenty-four,  twenty-seven,  thirty-seven  and  thirty- 
eight,  and  such  houses  which  do  not  exceed  two  stories  in  height  need  not 
have  either  fire  escapes  or  stairs  extending  to  the  roof. 
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I  29.  Fire  Escapee,  —  Every  non-fireproof  tenement  house,  unless  pro- 
videii  with  fireproof  outside  stairways  directly  accessible  to  each  aMirt- 
ment,  shall  have  fire  escapes  located  and  constructed  as  describea  in 
section  twelve  of  this  act  But  a  fire  escape  now  erected  upon  such  house 
shall  be  deemed  sufficient  except  as  provided  in  the  next  two  sections. 

1 90.  Fire  Escapes^  Continued.  —  In  every  non-fireproof  tenement  house 
there  shall  be  a  separate  fire  escape  directly  accessible  to  each  apartment, 
exclusive  of  fire  escape  in  air  shafts  and  courts;  and  a  party-wall  nre  escape 
baloony  on  the  building  connecting  with  the  window  of  an  adjoining 
building  shall  be  deemed  a  sufficient  fire  escape  only  when  the  two  builo- 
ings  are  completely  separated  by  an  unpiercea  fire  wall  throughout  their 
eimre  height  and  length.    All  wooden  floor  slats  and  floors  in  flre  escape 
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balconies  shall  be  replaced  by  proper  iron  slats  or  floors.  No  wooden 
balcony  or  wooden  outside  stairs  shall  be  deemed  part  of  a  lawful  fire 
escape. 

§  31.  Fire  EacapeSf  Continued,  —  Whenever  a  non-fireproof  tenement 
house  is  not  provided  with  sufficient  means  of  egress  in  case  of  fire  the 
department  charged  with  the  enforcement  of  this  act^  may  order  such 
additional  fire  escapes  or  other  means  of  egress  as  in  its  judgment  may  be 
necessary. 

§  32.  ScuttleSf  BulMieade,  Laddere  and  Stairs,  — Every  tenement  house 
shall  have  in  the  roof  a  bulkhead  or  scuttle.  No  scuttle  shall  be  less  in 
size  than  two  feet  by  three  feet,  and  all  scuttles  shall  be  covered  on  the 
outside  with  metal  and  shall  be  provided  with  stairs  or  stationary  ladders 
leading  thereto  and  easily  accessible  to  all  tenants  of  the  building  and 
kept  free  from  encumbrance,  and  all  scuttles  and  ladders  shall  be  kept  so 
as  to  be  ready  for  use  at  all  times.  No  scuttle  shall  be  located  in  a  closet 
or  room,  but  all  scuttles  shall  be  located  in  the  ceiling  of  the  public  hall 
on  the  top  fioor,  and  access  through  the  scuttle  to  the  roof  must  be  direct 
and  uninterrupted.  When  deemed  necessary  by  the  department  charged 
with  the  enforcement  of  this  act,^  scuttles  shall  be  hinged  so  as  to  readily 
open.  Every  bulkhead  hereafter  constructed  in  a  tenement  house  shall  ud 
constructed  as  provided  in  section  thirteen  of  this  act,  and  shall  have 
stairs  with  a  guide  or  handrail  leading  to  the  roof,  and  such  stairs  shall  be 
kept  free  from  encumbrance  at  all  times.  No  scuttle  and  no  bulkhead 
door  shall  at  any  time  be  locked  with  a  key,  but  either  may  be  fastened 
on  the  inside  by  movable  bolts  or  hooks.  All  key-locks  on  scuttles  and 
on  bulkhead  doors  shall  be  removed.  No  stairs  leading  to  the  roof  in  any 
tenement  house  shall  be  removed  and  replaced  with  a  ladder. 

§  33.  Stair  Ilalls^  Public  Ilalla  atid  Entmnce  Halls,  —  If  any  now  exist- 
ing tenement  house  shall  be  so  altered  as  to  increase  the  number  of  rooms 
therein  by  thirty-three  and  one-third  per  centum  or  more,  or  if  such  build- 
ing is  increased  in  height  so  that  the  said  building  is  more  than  four 
stories  or  parts  of  stories  above  the  curb  level,  and  also  the  number  of 
rooms  is  increased  therein,  the  entire  stair  halls,  entrance  halls  and  other 
public  halls  of  the  whole  building  shall  be  made  to  conform  to  the  re- 
quirements of  sections  fourteen  to  twenty,  inclusive,  of  this  act 

§  34.  Alteration  of  Wooden  Tenement  Houses,  —  No  wooden  tenement 
house  shall  be  increased  in  height  so  as  to  exceed  three  stories,  exclusive 
of  the  cellar,  nor  shall  it  be  altered  so  as  to  be  occupied,  if  less  than  three 
stories,  by  more  than  two  families  on  any  floor  nor  by  more  than  four 
families  in  all ;  nor,  if  three  stories,  by  more  than  one  family  an  any  floor, 
nor  by  more  than  three  families  in  all. 

Title  III 

§  35.  Fire  Escapes,  —  All  fire  escapes  hereafter  constructed  upon  tene- 
ment houses  shall  be  located  and  constructed  as  described  in  section 
twelve  of  this  act  The  owner  of  every  tenement  house  shall  keep  all  the 
fire  escapes  thereon  in  good  order  and  repair,  and  whenever  rusty  shall 
have  them  properly  painted  with  two  coats  of  paint  No  person  shall  at 
any  time  place  any  encumbrance  of  any  kind  before  or  upon  any  such  fire 
escape. 

1  Tenement  House  Department 
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S  3G.  SicUrwayn,  —  In  overj  tenemont  house  all  stainrajs  shall  be  pro- 
Tided  with  proper  banisters  aiid  railings  and  kept  in  good  repair.  In  any 
tenement  house  any  new  stairs  that  may  be  hereafter  constructed  leading 
from  the  first  story  to  the  cellar  or  basement,  shall  be  entirely  enclosed 
with  brick  walls,  and  be  provided  with  fireproof  self-closing  doors  at  both 
the  top  and  the  bottom.  No  public  hall  or  stairs  in  a  tenement  house 
shall  be  reduced  in  width  so  as  to  be  less  than  the  minimum  width  pre- 
scribed in  sections  fourteen  to  twenty  incliusive  of  this  act 

§  37.  ShitfU,  —  All  shafts  hereafter  constructed  in  tenement  houses 
shall  be  constructed  fireproof  throughout,  with  fireproof  self-closing  doors 
at  all  openings,  at  each  story,  except  window  openings  in  vent  shafts :  and, 
if  they  extend  to  the  cellar,  shall  also  be  enclosed  in  the  cellar  with  fire- 
proof walls  and  fireproof  self-closing  doors  at  all  openings.  In  no  case  shall 
any  shaft  be  constructed  of  materials  in  which  any  inflammable  material 
or  substance  enters  into  any  of  the  component  parts.  But  nothing  in  tikis 
section  contained  shall  be  so  construed  as  to  require  such  enclosures  about 
elevators  or  dumb-waiters  in  the  well-hole  of  stairs  where  the  stairs  them- 
selves are  enclosed  in  brick  or  stone  walls,  and  are  entirely  constructed  of 
fireproof  materials  as  hereinbefore  provided. 

§  38.  Plastering  behind  Wain9coii^w,  —  When  wainscoting  is  hereafter 
placed  in  anv  tenement  house,  or  any  building  in  process  of  alteration  into 
a  tenement  house,  the  surface  of  the  wall  or  partition  behind  such  wain- 
scoting shall  be  plastered  down  to  the  floor  line,  and  any  intervening 
space  between  said  plastering  and  said  wainscot  shall  be  filled  in  solid 
with  incombustible  material. 

§  39.  Wooden  Buildings  on  Same  Lot  with  a  Tenement  House.  —  No 
wooden  building  of  any  kind  whatsoever  shall  hereafter  be  placed  or  built 
upon  the  same  lot  with  a  tenement  house  within  the  fire  limits.  And, 
within  the  fire  limits,  no  wooden  tenement  house,  and  no  wooden  structure 
or  other  building  on  the  same  lot  with  a  tenement  house,  shall  hereafter 
be  enlarged,  extended  or  raised ;  except  that  a  wooden  extension  not 
exceeding  in  total  area  seventv  square  feet  may  be  added  to  an  existing 
wooden  tenement  house,  provided  such  extension  is  used  solely  for  bath 
rooms  or  water-closets. 

S  40.  Combustible  Materials,  —  No  tenement  house,  nor  any  part  thereof, 
nor  of  the  lot  upon  which  it  is  situated,  shall  be  used  as  a  place  of  storage, 
keeping  or  handling  of  any  combustible  article  except  under  such  condi- 
tions as  may  be  prescribed  by  the  fire  department,  under  authority  of  a 
written  permit  issued  by  said  department  No  tenement  house,  nor  any 
jmrt  thereof,  nor  of  the  lot  upon  which  it  is  situated,  shall  be  used  as  a 
place  of  storage,  keeping  or  handling  of  any  article  dangerous  or  detrimen- 
tal to  life  or  health,  nor  for  the  storage,  keeping  or  handling  of  feed,  hay, 
straw,  excelsior,  cotton,  pa|)er  stock,  feathers  or  rags. 

S  41.  Bakeries  and  fiu  Boiling,  —  No  Irnkery  and  no  place  of  business 
in  which  fat  is  boiled  shall  be  maintained  in  anv  tenement  house  which  is 
not  fireproof  throughout,  unless  the  ceiling  and  sidewalls  of  said  bakery 
or  of  the  said  place  where  fat  boiling  is  done  are  made  safe  by  fireproof 
materials  around  the  same,  and  there  shall  be  no  openings  either  by  door 
or  window,  dumb-waiter  shafts  or  otherwise,  between  said  bakery  or  said 
place  where  fat  is  boiled  in  any  tenement  house  and  the  other  parts  of  the 
said  building. 

S  42.    Other  Dangerous  Businesses.  —  All  transoms  and  windows  opening 

VOL.  II  —  « 
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tato  ludb  6oM  aay  poftioB  of  ate&eDienl  hooae  wlim  p«ii^ 
hqmon  or  dn^  aieftoted  for  the  porpoae  erf  sileor  odieiwiie^  shall  be 
ghmd  with  wiie-f^aas  or  Ihej  shall  oe  remored  and  dosed  vp  aa  aoKd^ 
as  the  lest  of  the  wall;  and  all  doors  leadingintoany  sadi  ha'  ' 
portioii  of  cud  hoose  shall  be  made  fireproof. 


CHAFTBS  IIL    LIGHT  AHD  YEVTILATiOH 
TiTLX   I 

S  5L  Fareemiageo/LoiOectipied. — Ko  tenement  house  hoeaflerereelad 
shall  oeeopf  more  than  nioetj  per  eentom  of  a  corner  lot»  or  more  than 
serenty  per  eentom  of  any  other  lot,  except  as  otherwise  prorided  in 
seetions  sixty-one  and  sixtj-two  of  this  act;  provided,  that  the  space 
oeeopied  by  fire  escapes  of  the  size  hereinbefore  prescribed  shall  not  be 
deemed  a  part  of  the  lot  occapied.  For  the  purposes  of  this  section  the 
measurements  shall  be  taken  at  the  ground  level)  except  that  where  such 
a  building  has  no  basement,  and  the  cellar  ceiling  b  not  more  than  two 
feet  above  the  curb  level,  the  measurements  as  to  percentage  of  lot 
occupied  mav  be  taken  at  the  level  of  the  second  tier  of  beams.  The  pro> 
visions  of  this  section  shall  not  apply  to  a  tenement  house  hereafter 
erected  running  through  from  one  street  to  another  street,  provided,  that 
the  lot  on  which  it  is  situated  does  not  exceed  one  hundred  feet  in  depth. 

S  52.  Height.  —  The  height  of  no  tenement  house  hereafter  erected 
shall  bv  more  than  one-half  exceed  the  width  of  the  widest  street  npon 
which  it  stands.  Such  height  shall  be  the  perpendicular  distance  meas- 
ured in  a  straight  line  from  the  curb  level  to  the  highest  point  of  the  roof 
beams ;  provided  that  where  there  are  bulkheads  exceeding  ten  feet  in 
height  or  exceeding  in  area  ten  per  centum  of  the  area  of  the  roof,  the 
measurements  shall  be  taken  to  the  top  of  the  bulkhead ;  but  this  shall 
not  apply  to  elevator  enclosures  not  exceeding  fifteen  feet  in  height  The 
measurements  in  all  cases  shall  be  taken  through  the  centre  of  the  &cade 
of  the  house. 

S  53.  Yards,  —  Behind  every  tenement  house  hereafter  erected  there 
shall  be  a  yard  extending  across  the  entire  width  of  the  lot,  and  exoept 
upon  a  comer  lot,  at  every  point  open  from  the  ground  to  the  sky 
unobstructed,  except  that  fire  escapes  or  unenclosed  outside  stairs  mav  pro- 
ject not  over  four  feet  from  the  rear  line  of  the  house.  The  depth  of  said 
yard,  measured  from  the  extreme  rear  wall  of  the  house  to  the  rear  line 
of  the  lot,  shall  be  as  set  forth  in  the  two  following  sections. 

S  64.  Yards  of  Interior  Lots,  —  Except  upon  a  corner  lot  the  depth  of 
the  vard  behind  every  tenement  house  hereafter  erected  sixty  feet  in 
heip^ht  shall  be  not  less  than  twelve  feet  in  every  part  Said  yard  shall 
be  increased  in  depth  one  foot  for  every  additional  twelve  feet  of  height  of 
the  building,  or  fraction  thereof ;  and  may  be  decreased  in  depth  one  foot 
for  every  twelve  feet  of  height  of  the  building  less  than  sixty  feet ;  but 
it  shall  never  be  less  than  ten  feet  in  depth  in  any  part 

i  55,  Yards  of  Comer  Lots,  —  The  depth  of  tne  yard  behind  every 
tenement  house  hereafter  erected  upon  a  corner  lot  shall  be  not  less  than 
ten  feet  in  every  part,  provided  that  where  such  lot  is  less  than  one  hundred 
feet  in  depth,  the  deptn  of  the  yard  may  be  not  less  than  ten  per  centum 
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of  the  depth  of  such  lot,  but  shall  neyer  be  less  than  fire  feet  in  ererj  part| 
nor  less  tiian  the  minimum  width  of  an  outer  court  on  the  lot  line  as  pre- 
soribed  by  section  fiftj-eisht  of  this  act.  Where  a  tenement  house  here- 
after erected  on  a  comer  lot  has  no  basement  and  the  cellar  ceilinff  is  not 
more  than  two  feet  above  the  curb  level,  said  yard  may  start  at  int  level 
of  the  second  tier  of  beams.  Where  a  comer  lot  is  more  than  fifty  feet  in 
width,  the  yard  for  that  portion  in  excess  of  fifty  feet  shall  conform  to  the 
provisions  of  section  fifty-four  of  this  act. 

§  56.  Yard  Spaces  of  Lots  running  through  from  Street  to  Street. — Wher- 
ever a  tenement  house  hereafter  erected  is  upon  a  lot  which  runs  through 
fr<»n  one  street  to  another  street,  and  said  lot  is  not  less  than  seventy  feet 
nor  more  than  one  hundred  feet  in  depth,  there  shall  be  a  yard  space  through 
the  centre  of  the  lot  midway  between  the  two  streets,  which  space  shall 
extend  across  the  full  width  of  the  lot  and  shall  never  be  less  than  twelve 
feet  in  depth  from  wall  to  wall,  and  shall  be  increased  in  depth  as  pre- 
scribed in  section  fifty-four  of  this  act.  But  where  such  builaing  has  no 
basement  and  the  cellar  ceiling  is  not  more  than  two  feet  above  the 
curb  level,  such  yard  space  may  start  at  the  level  of  the  second  tier  of 
beams.  Where  such  lot  is  over  one  hundred  feet  in  depth  such  yard 
space  shall  be  left  throueh  the  centre  of  the  let  midway  between  the  two 
streets,  and  shall  extend  across  the  entire  width  of  the  lot,  and  shall 
not  be  less  than  twenty-four  feet  in  depth  from  wall  to  wall,  and  shall 
be  increased  in  depth  as  prescribed  in  section  fif  tv-four  of  this  act.  Where 
a  single  tenement  house  nereafter  erected  mns  through  from  one  street  to 
another  street  and  also  occupies  the  entire  block,  no  yard  need  be  pro- 
vided. Where  a  single  tenement  house  hereafter  erected  is  situated  on 
a  lot  formed  by  the  intersection  of  two  streets  at  an  acute  angle,  the 
▼ard  of  the  said  house  need  not  extend  across  the  entire  width  of  the 
lot,  provided  that  it  extends  to  a  point  in  line  with  the  middle  line  of 
the  olock. 

I  67.  Courts,  —  No  court  of  a  tenement  house  hereafter  erected  shall 
be  covered  by  a  roof  or  skylight^  but  every  such  court  shall  be  at  every 
point  open  from  the  ground  to  the  sky  unobstmcted,  except  as  herein- 
after ouierwise  provided,  and  shall  conform  to  the  requirements  of  the 
following  sections ;  provided,  that  an  apartment  not  containing  any  room 
fronting  upon  the  street  or  yard  shall  have  a  fire  escape  in  a  court,  pro- 
jecting not  more  than  four  feet  from  the  wall  of  the  nouse.  Such  fire 
escape  shall  directly  connect  at  the  bottom  of  such  court  with  a  fireproof 
passa^way,  not  less  than  three  feet  wide  and  seven  feet  high,  leading  in 
a  straiffht  and  direct  line  to  the  street 

S  58.  Outer  Courts. — Where  one  side  of  an  outer  court  is  situated  on 
the  lot  line,  the  width  of  the  said  court,  measured  from  the  lot  line  to  the 
opposite  wall  of  the  building,  for  tenement  houses  sixty  feet  in  height 
snail  not  be  less  than  six  feet  in  any  part ;  and  for  every  twelve  feet  of 
inerease  or  fraction  thereof  in  heisht  of  the  said  builaing,  such  width 
shall  be  increased  six  inches  throughout  the  entire  height  of  said  court ; 
and  for  every  twelve  feet  of  decrease  in  the  height  of  the  said  building 
below  sixty  feet,  such  width  may  be  decreased  six  inches.  Wherever  an 
outer  court  exceeds  sixty-five  feet  in  length  and  does  not  extend  from  the 
street  to  the  yard,  the  entire  court  shall  be  increased  in  width  one  foot 
for  6TeiT  additional  thirty  feet  or  fraction  thereof  in  excess  of  sixtj-five 
feet     Except  that  in  tenement  houses  hereafter  erected  not  exceeding 
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four  stories  and  cellar  in  height  and  which  also  are  not  occupied  or 
arranged  to  be  occupied  by  more  than  eight  families  in  all,  or  by  more 
than  two  families  on  any  floor,  and  in  which  also  each  apai-tment  extends 
through  from  the  street  to  the  yard,  the  width  of  an  outer  court  situated 
on  the  lot  line  shall  not  be  less  than  four  feet  in  any  part  provided  that 
the  length  of  such  outer  court  does  not  exceed  thirty-six  feet. 

§  69.  Outer  Courts^  Continued. — Where  an  outer  court  is  situated  be- 
tween wings  or  parts  of  the  same  building,  or  between  different  buildines 
on  the  same  lot,  the  width  of  the  said  court,  measured  from  wall  to  wall| 
for  tenement  houses  sixty  feet  in  height  shall  not  be  less  than  twelve  feet 
in  any  part ;  and  for  every  twelve  feet  of  increase  or  fraction  thereof  in  the 
height  of  the  said  Imildiiig,  such  width  shall  bu  inurc«isiul  oiiu  foot  through- 
out the  entire  height  of  the  said  court ;  and  for  every  twelve  feet  of  decrease 
in  the  height  of  the  said  building  below  sixty  feet,  such  width  of  the  said 
court  may  be  decreased  one  foot.  Wherever  an  outer  court  exceeds  sixty- 
iive  feet  in  length,  the  entire  court  shall  be  increased  in  width  two  feet  for 
every  additional  thirty  feet  or  fraction  thereof  in  excess  of  sixty-five  feet 
Except  that  in  tenement  houses  hereafter  erected  not  exceeding  four  stories 
and  cellar  in  height  and  which  also  are  not  occupied  or  arranged  to  be 
occupied  by  more  than  eight  families  in  all,  or  by  more  than  two  families 
on  any  floor,  and  in  which  also  each  apartment  extends  through  from  the 
street  to  the  yard,  the  width  of  an  outer  court  situated  between  wings  or 
parts  of  the  same  building,  or  between  different  buildings  on  the  same  lot, 
measured  from  wall  to  wall,  shall  be  not  less  than  eight  feet  in  any 
part  provided  that  the  length  of  said  outer  court  does  not  exceed  thirty- 
six  feet. 

§  60.  Outer  Courts,  Continued,  —  Wherever  an  outer  court  changes  its 
initial  horizontal  direction,  or  wherever  any  part  of  such  court  extends  in 
a  direction  so  as  not  to  receive  direct  light  from  the  street  or  yard,  the 
length  of  such  portion  of  said  court  shall  never  exceed  the  width  of  said 
portion ;  such  length  to  be  measured  from  the  point  at  which  the  change 
of  direction  commences.  Wherever  an  outer  court  is  less  in  depth  tiian 
the  minimum  width  prescribed  by  this  title  then  its  width  may  be  eaual 
to,  but  not  less  than  its  depth,  provided  that  such  width  is  never  less  uian 
four  feet  in  the  clear.  This  exception  shall  also  apply  to  each  offset  or 
recess  in  outer  courts.  And  no  window  except  windows  of  water-closet 
compartments,  bath-rooms  or  halls  shall  open  upon  any  offset  or  recess 
less  than  six  feet  in  width. 

§  61.  Inner  Courts.  —  AVhere  one  side  of  an  inner  court  is  situated  on 
the  lot  line,  the  width  of  the  said  court  measured  from  the  lot  line  to  the 
opposite  wall  of  the  building,  for  tenement  houses  sixty  feet  in  height 
shall  not  be  less  than  twelve  feet  in  any  part,  and  its  other  horizontal 
dimension  shall  not  be  less  than  twenty-four  feet  in  anv  part ;  and  for 
every  twelve  feet  of  increase  or  fraction  thereof  in  the  height  of  the  said 
building,  such  width  shall  be  increased  six  inches  throughout  the  entire 
height  of  said  court,  and  the  other  horizontal  dimension  shall  be  incn^ased 
one  foot  throughout  the  entire  height  of  said  court;  and  for  every  twelve 
feet  of  decrease  in  the  height  of  the  said  building  below  sixty  feet,  such 
width  may  be  decreased  six  inches  and  the  other  horizontal  dimension 
may  be  decreased  one  foot  Except  that  in  tenement  houses  hereafter 
erected  not  exceeding  four  stories  and  cellar  in  height  and  which  also  are 
not  occupied  or  arranged  to  be  occupied  by  more  than  eight  families  in  all. 
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or  by  more  than  two  families  on  any  floor,  and  in  which  also  each  apart- 
ment extends  tlirough  from  the  street  to  the  yard,  and  which  ^so  do  not 
oconpy  more  than  seventy-two  per  centum  of  the  lot,  in  the  case  of  an 
interior  lot,  the  width  of  an  inner  court  situated  on  the  lot  line  measured 
from  the  lot  line  to  the  opposite  wall  of  the  building  shall  not  be  less  than 
eight  feet  in  any  part,  and  its  other  horizontal  dimension  shall  not  be  less 
than  fourteen  feet  in  any  part  Except  also  that  in  such  tenement  houses 
which  do  not  exceed  three  stories  and  cellar  in  height,  and  which  also  are 
not  occupied,  or  arranged  to  be  occupied,  by  more  than  six  families  in  all, 
or  by  more  than  two  families  on  any  floor,  a  portion  of  such  inner  court 
may  be  occupied  hj  a  bath  room  extension,  provided  that  such  extension 
has  no  window  facing  an  opposite  building,  and  that  it  does  not  occupy 
a  portion  of  such  court  greater  than  four  and  one-half  feet  in  width,  or 
seven  feet  in  length,  and  that  between  such  extension  and  the  lot  line  the 
court  is  never  less  than  tliree  and  one-half  feet  in  width.  In  such  last 
named  tenement  houses  which  do  not  occupy  more  than  sixty-five  per 
centum  of  the  lot^  in  the  case  of  an  interior  lot,  where  an  inner  court  for 
its  entire  length  immediately  adioius  an  existing  inner  court  of  equal  or 
greater  size  in  an  adjoining  building  or  adjoins  such  a  court  in  an  adjoin* 
mg  building  actually  in  course  of  construction  at  tiie  same  time,  the  width 
of  such  inner  court  measured  from  the  lot  line  to  the  opposite  wall  of  the 
building  shall  be  not  less  than  four  feet  in  any  part,  and  not  less  than 
eight  feet  from  wall  to  wall,  and  its  other  horizontal  dimension  shall  be 
not  less  than  twelve  and  one-half  feet 

§  62.  Inner  Courts,  Continued,  —  W^here  an  inner  court  is  not  situated 
upon  the  lot  line,  but  is  enclosed  on  all  four  sides,  the  least  horizontal 
dimension  of  the  said  court  for  tenement  houses  sixtv  feet  in  height,  shall 
not  be  less  than  twenty-f our  feet ;  and  for  every  twelve  feet  of  increase  or 
fraction  thereof  in  the  height  of  the  said  building,  the  said  court  shall  be 
increased  one  foot  in  each  horizontal  dimension,  throughout  the  entire 
heicht  of  said  court ;  and  for  every  twelve  feet  of  decrease  in  the  height 
of  tiie  said  building  below  sixty  feet,  the  horizontal  dimensions  of  the  said 
court  may  be  decreased  one  foot  in  each  direction.  Except  that  in  tene- 
ment houses  hereafter  erected  not  exceeding  four  stories  and  cellar  in 
height  and  which  also  are  not  occupied  or  arranged  to  be  occupied  by 
more  than  eight  families  in  all,  or  by  more  than  two  families  on  any  floor, 
and  in  which  also  each  apartment  extends  through  from  the  street  to  the 
yard,  and  which  also  do  not  occupy  more  than  seventy-two  per  centum  of 
the  lot,  in  the  case  of  an  interior  lot,  the  least  horizontal  dimension  of  an 
inner  court  not  situated  on  the  lot  line,  but  enclosed  on  all  four  sides, 
shall  not  be  less  than  fourteen  feet  Except  also  that  in  such  tenement 
houses  which  do  not  exceed  three  stories  and  cellar  in  height  and  which 
also  are  not  occupied,  or  arranged  to  be  occupied,  by  more  than  six  families 
in  all,  or  by  more  than  two  families  on  any  floor,  and  which  do  not  occupy 
more  than  sixty-five  per  centum  of  the  lot,  in  the  case  of  an  interior  lot, 
the  width  of  such  inner  court  shall  not  be  less  than  eight  feet  in  any  part, 
and  its  other  horizontal  dimension  shall  not  be  less  than  twelve  and  cme- 
half  feet  In  inner  courts  which  are  not  less  than  ten  feet  wide  in  any 
party  offsets  and  recesses  will  be  permitted,  but  where  the  depth  of  such 
offset  or  recess  is  less  than  the  minimum  width  prescribed,  then  the  width 
of  said  offset  or  recess  may  be  equal  to  but  not  less  than  its  depth,  pro- 
vided that  such  width  is  never  less  than  four  feet  in  the  clear.    And  no 
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window  except  windows  of  water-closet  compartments,  bath-rooms  or  halls 
shall  open  upon  any  offset  or  recess  less  than  six  feet  in  width. 

i  63.  Inner  Courts^  Oaniinued.  —  Every  inner  court  shall  be  provided 
with  one  or  more  horizontal  intakes  at  uie  bottom.  Such  intakes  shall 
fdways  communicate  directly  with  the  street  or  yard,  and  shall  consist  of 
a  passageway  not  less  than  three  feet  wide  and  seven  feet  high  which 
shall  be  left  open,  or  if  not  open  there  shall  always  be  provided  in  said 
passageway  open  grilles  or  transoms  of  a  size  not  less  than  five  square  feet 
each,  and  such  open  grilles  or  transoms  shall  never  be  covered  ovet  by 
glass  or  in  any  other  way.  There  shall  be  at  least  two  such  grilles  or 
transoms  in  each  such  passageway,  one  at  the  inner  court  and  the  other 
at  the  street  or  yard,  as  the  case  may  be. 

§  64.  Outer  and  Inner  Courts. — Nothing  contained  in  the  foregoing 
sections  concerning  outer  and  inner  courts  snail  be  construed  as  prevent- 
ing windows  at  the  angles  of  said  courts,  provided  that  the  running  length 
of  the  wall  containing  such  windows  does  not  exceed  six  feet  Except 
that  in  outer  or  inner  courts  of  a  less  size  than  the  minimum  prescribed 
for  tenement  houses  sixtv  feet  in  height,  the  running  length  of  the  wall 
containing  windows  in  tne  angles  of  said  courts,  shall  not  exceed  four 
feet  Nothing  in  this  section  contained  shall  be  construed  so  as  to  per- 
mit the  reduction  of  any  inner  court  by  cutting  off  the  corners  thereof 
when  such  court  is  less  than  eight  feet  in  width,  measured  from  the  lot 
line  to  the  opposite  wall  of  the  building.  In  coDstruing  said  sections  the 
height  of  the  building  is  to  be  measured  from  the  curb  level  to  the  top  of 
the  highest  wall  enclosing  or  forming  such  court.  When  a  tenement  house 
hereafter  erected  exceeding  three  stories  in  height  has  no  basement  and 
the  cellar  ceiling  is  not  more  than  two  feet  above  the  curb  level,  the  courts 
mentioned  in  the  seven  preceding  sections  may  start  at  the  level  of  Uie 
second  tier  of  beams.  Where  an  inner  court  starts  at  the  second  tier  of 
beams,  a  portion  of  such  court  having  a  least  horizontal  dimension  equal 
to  the  minimum  width  of  the  court  as  prescribed  by  sections  sixty-one  and 
sixty-two  of  this  act,  shall  be  left  unbuilt  upon,  and  shall  communicate 
directly  with  the  intake  required  bv  section  sixty-three  of  this  act  Noth- 
ing in  this  section  contained  shall  be  construed  so  as  to  permit  any  room 
without  a  window  opening  on  the  street  or  yard  or  on  a  court  in  every 
part  the  dimensions  prescribed  in  the  foregoing  sections.  Where  a  court 
starts  at  the  level  of  the  second  tier  of  beams  in  whole  or  in  part,  and  the 
bottom  of  said  court  is  a  skylight  over  a  store  or  hall,  proper  access  to 
the  top  of  said  skylight  shall  be  provided,  and  said  skyhght  shall  be  so 
arranged  as  to  be  easily  cleaned. 

S  65.  Rear  Tenements,  —  No  separate  tenement  house  shfdl  hereafter 
be  erected  upon  the  rear  of  a  lot  fifty  feet  or  less  in  width  where  there  is 
a  tenement  house  on  the  front  of  the  said  lot,  nor  upon  the  front  of  any 
such  lot  upon  the  rear  of  which  there  is  such  a  tenement  house. 

§  66.  Buildings  on  Same  Lot  with  Tenement  Houses.  —  If  any  building 
is  hereafter  placed  on  the  same  lot  with  a  tenement  house  there  shall 
always  be  maintained  between  the  said  buildings  an  open  unoccupied 
s^mce  extending  upwards  from  the  nound  and  extending  across  the  entire 
width  of  the  lot ;  where  either  building  is  sixty  feet  in  height  sudi  open 
space  shall  be  twenty-four  feet  from  wall  to  wall ;  and  for  every  twelve 
feet  of  increase  or  fraction  thereof  in  the  height  of  sudi  building,  such 
open  space  shall  be  increased  one  foot  in  depth  throughout  its  entire 
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width|  and  for  ererj  twelye  feet  of  decrease  in  the  height  of  such  building 
below  Bixt^  feet,  the  depth  of  auch  open  space  may  be  decreased  one  foot 
And  no  building  of  any  kind  shall  be  hereafter  placed  upon  the  same  lot 
with  a  tenement  house  so  as  to  decrease  the  minimum  size  of  courts  or 
yards  as  hereinbefore  prescribed.  And  if  any  tenement  house  is  hereafter 
erected  u^n  any  lot  upon  which  there  is  alreiAdy  another  building,  it  shall 
eomply  with  all  of  the  provisions  of  this  act,  and  in  addition  the  space 
between  the  said  building  and  the  said  tenement  house  shall  be  of  such 
size  and  arranged  in  such  manner  as  is  prescribed  in  this  section,  the  height 
of  the  highest  building  on  the  lot  to  regulate  the  dimensions. 

S  67.  RoomSj  Lighting  and  VentikUion  of.  —  In  every  tenement  house 
hereafter  erected  every  room,  except  water-closet  compartments  and  beith* 
rooms,  shall  have  at  least  one  wuidow  opening  directly  upon  the  street  or 
upon  a  yard  or  court  of  the  dimensions  specined  in  sections  fifty-three  to 
aizty-five  of  this  act,  and  such  window  shall  be  so  located  as  to  properly 
light  all  portions  of  such  rooms.  Wherever  a  room  in  such  tenement  house 
opens  upon  an  inner  court  less  than  ten  feet  wide,  measured  from  the  lot 
Ime  to  the  opposite  wall  of  the  building,  such  room  shall  be  provided  with 
m  sash  window,  communicating  with  another  room  in  the  same  apartment, 
anoh  window  to  contain  not  less  than  ten  square  feet  of  glazea  surface, 
and  to  be  made  so  as  to  readily  open.  No  tenement  house  shal]  be  so  altered 
that  any  room  or  public  hall  or  stairs  shall  have  its  light  or  ventilation 
^Uminished  in  any  way  not  approved  by  the  department  charged  with  the 
enforcement  of  this  act^ 

S  68.  Windows  in  Rooms.  — In  every  tenement  house  hereafter  erected 
the  total  window  area  in  each  room,  except  water-closet  compartments  and 
bathrooms,  shall  be  at  least  one-tenth  of  the  superficial  area  of  the  room, 
and  the  top  at  least  of  one  window  shall  not  be  less  than  seven  feet  six 
inches  above  the  floor,  and  the  upper  half  of  it  shall  be  made  so  as  to  open 
the  full  width.  No  such  window  shall  be  less  than  twelve  square  feet  in 
area  between  the  stop  beads. 

I  70.  RoomSf  Size  of.  —  In  every  tenement  house  hereafter  erected  all 
rooms,  except  water-closet  compartments  and  bathrooms,  shall  be  of  the 
following  minimum  sizes:  In  each  apartment  there  shall  be  at  least  one 
room  containing  not  less  than  one  hundred  and  twenty  square  feet  of 
floor  area,  and  each  other  room  shall  contain  at  least  seventy  square  feet 
of  floor  area.  Each  room  shall  be  in  every  part  not  less  than  nine  feet  high 
from  the  finished  floor  to  the  finished  ceiling ;  provided  that  an  attic  room 
need  be  nine  feet  high  in  but  one-half  its  area. 

S  71.  JJooves,  —  Alcove  rooms  must  conform  to  all  the  requirements  of 
other  rooms. 

I  72.  Public  HaUs.  —  In  every  tenement  house  hereafter  erected,  which 
is  occupied  or  arranged  to  be  occupied  by  more  than  two  families  on  any 
floor  or  which  exceeds  four  stories  and  cellar  in  height,  every  public  haU 
shall  have  at  least  one  window  opening  directly  upon  the  street  or  upon 
a  yard  or  court  Either  such  window  shall  he  at  the  end  of  said  hall, 
with  the  plane  of  the  window  at  right  angles  to  the  axis  of  said  hall  or 
there  shall  be  at  least  one  window  opening  directly  upon  the  street  or 
apon  a  yard  or  court  in  every  twenty  feet  in  length  or  fraction  thereof 
or  said  nail ;  but  this  provision  for  one  window  in  every  twenty  feet  of 
hallway  shall  not  apply  to  that  portion  of  the  entrance  hall  between  the 
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entrance  and  the  first  flight  of  stairs,  provided  that  the  entrance  door 
contains  not  less  than  five  square  feet  of  glazed  surface.  In  everpr  public 
hall  in  such  tenement  house  recesses  or  returns  the  length  of  which  does 
not  exceed  twice  their  width  will  be  permitted  without  an  additional 
window.  But  wherever  the  length  of  such  recess  or  return  exceeds 
twice  its  width  the  above  provisions  in  reference  to  one  window  in  evei^ 
twenty  feet  of  hallwav  shall  be  applied.  Any  part  of  a  hall  which  is 
shut  off  from  any  other  part  of  said  hall  by  a  door  or  doors  shall  be 
deemed  a  separate  hall  within  the  meaning  of  this  section.  In  every 
tenement  house  hereafter  erected  where  the  public  hall  is  not  provided 
with  a  window  opening  directly  to  the  outer  air  as  above  providedi  there 
shall  be  a  stair-well  not  less  than  twelve  inches  wide  extending  from  the 
entrance  floor  to  the  roof,  and  all  doors  leading  from  such  public  hall$ 
shall  be  provided  with  translucent  glass  panels  of  an  area  of  not  less  than 
five  square  feet  for  each  door,  and  also  with  fixed  transoms  of  translucent 
glass  over  each  door. 

S  73.  }VindowB  and  Skylights  for  Public  HaUs^  Size  of.  —  In  every  tene- 
ment house  hereafter  erected  one  at  least  of  the  windows  provided  to 
li^ht  each  public  hall  or  part  thereof  shall  be  at  least  two  feet  six  inches 
wide  and  five  feet  high,  measured  between  stop  beads.  In  ever^  sudi 
house  there  shall  be  in  the  roofs,  directly  over  each  stair-well,  a  ventdating 
skylight  provided  with  ridge  ventilators  having  a  minimum  openinff  of 
forty  square  inches,  or  such  skylight  shall  be  provided  with  fixed  or 
movable  louvres ;  the  glazed  roof  of  such  skylight  shall  be  not  less  than 
twenty  square  feet  in  area.  In  tenement  houses  hereafter  erected  where 
the  stairs  and  public  halls  are  not  provided  with  windows  on  each  floor 
opening  directly  to  the  outer  air,  the  skylights  shall  be  provided  witii 
both  such  ridge  ventilators,  and  also  with  fixed  or  movable  louvres  or 
movable  sashes. 

§  74.  Windows  for  Stair  Halls,  Size  of  —  In  every  tenement  house  here- 
after erected  the  aggregate  area  of  windows  to  light  or  ventilate  stair  halls 
shall  be  at  least  eighteen  square  feet  for  each  floor.  There  shall  be  pro- 
vided for  each  story  at  least  one  of  said  windows,  which  shall  be  at  least  two 
and  a  half  feet  wide  and  five  feet  high,  measured  between  the  stop  beads.  A 
sash  door  shall  be  deemed  the  equivalent  of  a  window  in  sections  seventy- 
two,  seventy-three,  and  seventy-four  of  this  act,  provided  that  such  door 
contains  the  amount  of  glazed  surface  prescribed  for  such  windows. 

I  75.  iVtvooy.  —  lu  every  apartment  of  three  or  more  rooms  in  a 
tenement  house  hereafter  erected,  access  to  every  living  room  and  bed- 
room and  to  at  least  one  water-closet  compartment  shall  be  had  without 
passing  through  any  bedroom. 


Title  II 

§  76.  Percentage  of  Lot  Occupied.  —  No  tenement  house  shall  hereafter 
be  enlarged,  or  its  lot  be  diminished,  so  that  a  greater  percentage  of  the 
lot  shall  be  occupied  by  buildings  or  structures  than  provided  in  aection 
fifty-one  of  this  act,  the  measurements  may  be  t^en  at  the  level  of  the 
second  tier  of  beams;  provided  that  the  space  occupied  by  fire  eaoapes  of 
the  size  hereinbefore  prescribed,  and  by  chimneys  or  fines  located  in 
yards  and  attached  to  the  houses  which  do  not  exceed  five  square  feet 
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in  area  and  do  not  obetmot  light  or  yentilationi  shall  not  be  deemed  a  part 
of  the  lot  occupied. 

S  77.  Tard$. — No  tenement  house  shall  hereafter  be  enlarged  or  its 
lot  be  diminished^  so  that  the  yard  shall  be  less  in  depth  than  the  mini- 
mum depths  prescribed  in  sections  fifty-threCi  fifty-iouri  fifty-five  and 
fifty-six  of  this  act  for  tenement  houses  hereafter  erected.  The  measure* 
ments  in  all  oases  to  be  taken  from  the  extreme  rear  wall  of  the  buildinff 
to  the  rear  lot  line,  and  across  the  full  width  of  the  lot,  and  such  yard 
shall  be  at  every  point  open  from  the  ground  to  the  sky,  except  as  pro- 
vided in  sections  fifty-three  and  seventy-six  of  this  act 

S  77a.  Height.  —  No  tenement  house  shall  be  increased  in  height  so 
that  the  building  shall  exceed  by  more  than  one-half  the  width  of  the 
widest  street  on  which  it  stands. 

§  78.  Additional  RoaniB  and  HaUs, — Any  additional  room  or  hall 
that  is  hereafter  constructed  or  created  in  a  tenement  house  shall  com- 
ply in  all  respects  with  the  provisions  of  chapter  three  of  this  act,  except 
that  such  rooms  may  be  of  the  same  height  as  the  other  rooms  on  the 
same  story  of  the  house. 

S  79.  BoomSf  Lighting  and  VentOatian  of,  Continued. — No  room  in  a 
now  existing  tenement  house  shall  hereafter  be  occupied  for  living  pur- 

CB  unless  it  shall  have  a  window  upon  the  street,  or  upon  a  yara  not 
than  four  feet  deep,  or  upon  a  court  or  shaft  of  not  less  than  twenty- 
five  square  feet  in  area,  open  to  the  sky  without  roof  or  skylight  Pro- 
vided, however,  that  such  room  may  be  occupied  for  living  purposes  if  it 
has  a  sash  window  opening  into  an  adjoining  room  in  the  same  apartment 
which  latter  room  either  opens  directly  on  the  street  or  on  a  yard  of  the 
above  dimensions,  or  itself  connects  directly  bv  a  similar  sash  window 
with  such  an  outer  room.  Said  sash  windows  shall  be  at  least  three  feet 
by  five  feet  between  stop  beads,  and  both  halves  shall  be  made  so  as  to 
readily  open.  Where  it  is  not  possible  to  construct  a  window  of  this 
width,  then  such  window  may  be  of  such  size  as  may  be  prescribed  by  Uie 
department  charged  with  the  enforcement  of  this  act,  ^  out  such  window 
shall  never  contain  less  than  fifteen  square  feet  of  glazed  surface.  An 
alcove  ODoning  of  no  less  dimension  than  said  sash  window,  in  addition  to 
Uie  usuai  door  opening,  shall  be  deemed  its  equivalent 

§  80.  Public  HalUf  Lighting  of,  —  In  every  tenement  house  four  stories 
or  over  in  height,  whenever  a  public  hall  on  any  floor  is  not  light  enough 
in  the  daytime  to  permit  a  person  to  read  in  every  part  thereof  wiUioat 
the  aid  of  artificial  light,  the  wooden  panels  in  the  doors  located  at  the 
ends  of  the  public  haJls  and  opening  into  rooms  shall  be  removed,  and 
ground  glass,  or  other  translucent  glass  or  wire  glass  panels  of  an  aggre- 
gate area  of  not  less  than  four  square  feet  for  each  door  shall  be  suMti- 
tuted ;  or  in  lieu  of  removing  the  panels  in  tlie  doors  a  fixed  sash  window 
of  wire  ^lass  of  an  area  of  not  less  than  live  square  feet  may  be  cut  into 
the  partitions  separating  the  said  hall  from  a  room  which  opens  directly 
upon  the  street  or  upon  a  yard,  court,  or  shaft  of  the  dimensions  specified  in 
the  last  section ;  or  said  public  hall  may  be  lighted  by  a  window  or  windows 
at  the  end  thereof  with  the  plane  of  the  window  at  right  angles  to  the 
axis  of  the  said  hall,  said  window  opening  upon  the  street  or  upon  a  yard, 
court,  or  shaft  of  said  dimensions.  In  every  such  house  where  the  public 
halls  and  stairs  are  not  provided  with  windows  opening  directly  to  the 
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street  or  yard,  and  such  halls  and  stairs  are,  in  the  opinion  of  the  depart- 
ment charged  with  the  enforcement  of  this  act/  not  sufficiently  lighted, 
the  owner  of  such  house  shall  keep  a  proper  light  burning  in  the  hallway, 
near  the  stairs,  upon  each  floor,  as  may  be  necessary,  from  sunrise  to  sunset 
§  81.  Light  and  Vent  ShafU  in  Existing  Buildings.  —  Any  shaft  used  or 
intended  to  be  used  to  light  or  ventilate  rooms  used  or  intended  to  be  used 
for  living  purposes,  and  which  may  be  hereafter  placed  in  a  tenement 
house,  erected  prior  to  April  tenth,  nineteen  hundred  and  one,  shall  not  be 
less  in  area  than  twenty-five  square  feet,  nor  less  than  four  feet  in  width  in 
any  part,  and  such  shaft  shall  under  no  circumstances  be  roofed  or  coy- 
ered  over  at  the  top  with  a  roof  or  skylight;  every  such  shaft  shall  be 
provided  at  the  bottom  with  a  horizontal  intake  or  duct,  of  a  size  not  less 
than  four  square  feet,  and  communicating  directly  with  the  street  or  yard, 
and  such  duct  shall  be  so  arranged  as  to  be  easily  cleaned  out 

Title  III 

§  82.  PuJblic  Halls.  —  In  every  tenement  house  a  proper  light  shall  be 
kept  burning  by  the  owner  in  the  public  hallways,  near  the  stairs,  upon 
the  entrance  floor,  and  upon  the  second  floor,  above  the  entrance  floor  of 
said  house,  every  night  from  sunset  to  sunrise  throughout  the  year,  and 
upon  all  oUier  floors  of  the  said  house  from  sunset  until  ten  o'clock  in  the 
evening. 

§  83.  Skylights.  —  In  every  tenement  house  there  shall  be  in  the  roof, 
directly  over  each  stair  well,  a  ventilating  skylight  Provided,  that  this 
section  shall  not  apply  to  a  tenement  house  now  having  a  bulkhead  in 
the  roof  over  the  main  stairs,  which  bulkhead  is  provided  with  windows 
made  so  as  to  readily  open,  and  with  not  less  than  twelve  square  feet  of 
glass  in  the  top  of  said  bulkhead.  In  tenement  houses  erected  prior  to 
April  tenth,  nineteen  himdred  and  one,  the  roofs  of  such  skylights  shall 
contain  the  following  amounts  of  glazed  surface;  not  less  than  twelve 
square  feet  in  any  tenement  house ;  in  four  story  buildings  not  less  than 
fifteen  square  feet;  in  five  story  buildings  not  less  than  eighteen 
square  feet;  in  buildings  over  five  stories  three  square  feet  for  each 
additional  story.  In  tenement  houses  erected  prior  to  April  tenth, 
nineteen  hundred  and  one,  where  the  public  halls  and  stairs  are  heated  by 
steam  heat  or  other  artificial  heat,  such  skylights  shall  be  provided  with, 
ridge  ventilators  having  a  minimum  opening  of  forty  square  inches,  and 
also  with  either  fixed  louvres  or  movable  louvres,  or  movable  sashes,  as  the 
owner  may  elect  In  tenement  houses  erected  prior  to  April  tenth,  nine- 
teen hundred  and  one,  in  which  the  halls  are  not  heated  by  artificial  heat, 
and  which  exceed  three  stories  in  height,  or  which  are  occupied  or  arranged 
to  be  occupied  bv  more  than  four  families  in  all,  such  skylights  shsdl  be 
provided  with  ridge  ventilators  having  a  minimum  opening  of  forty  square 
inches,  and  also  with  fixed  louvres.  In  such  houses  which  do  not  exceed 
four  stories  in  height,  and  which  are  not  occupied  or  ari*anged  to  be  ooou- 
pied  by  more  than  four  families  in  all,  such  skylights  shall  be  provided 
with  ridge  ventilators  having  a  minimum  opening  of  forty  square  inches^ 
All  skylights  hereafter  placed  in  any  tenement  house  shall  conform  to  the 
provisions  of  section  seventy-three  of  this  act.  All  existing  dome  lights 
or  other  obstructions  to  skylight  ventilation  shall  be  removed. 
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§  84.  Chimneys  or  Fireplaces,  —  In  every  tenement  house  there  shall  be 
adequate  chimneys  running  through  every  floor  with  an  open  fireplace  or 
ffrate,  or  place  for  a  stovci  properly  connected  with  one  of  said  chimneys 
for  every  apartment 

§  85.  Veni  Shafts.  —  Every  vent  shaft  hereafter  constructed  in  a  tene- 
ment house  shall  be  at  least  twentv  square  feet  in  area,  and  the  least 
dimension  of  such  shaft  shall  not  be  less  than  four  feet ;  and  if  the  build- 
ing be  above  sixty  feet  in  height  such  shaft  shall  throushout  its  entire 
height  be  increased  in  area  tliroe  square  feet  for  each  additional  twelve 
feet  of  height  or  fraction  tliereof ;  and  for  each  twelve  feet  of  height  less 
than  six-feet  such  shaft  may  be  decreased  in  area  three  square  feet  A 
vent  shaft  may  be  enclosed  on  all  four  sides  but  shall  not  be  roofed  or 
covered  over  in  any  way.  Every  such  shaft  shall  be  provided  with  a  hori- 
zontal intake  or  duct  at  the  bottom,  communicating  with  the  street  or 
yard  or  with  a  court ;  such  duct  or  intidie  to  be  not  less  tiian  four  square 
feet  in  total  area,  and  to  be  so  arranged  as  to  be  easily  cleaned  out 

CHAPTER  IV.     8ANITART  PROVISIONS 

Title  I 

I  91.  Basements  and  Cellars.  —  In  tenement  houses  hereafter  erected 
no  room  in  the  cellar  or  in  the  basement  shall  be  constructed,  altered,  con- 
verted or  occupied  for  living  purposes,  unless  all  of  the  following  condi- 
tions are  complied  with : 

1.  Such  room  shall  be  at  least  nine  feet  high  in  every  part  from  the 
floor  to  the  ceiling.  Provided,  that  in  buildings  already  erected  and 
not  now  used  as  tenement  houses  but  hereafter  altered  or  converted  to 
8ach  use,  such  room  shall  be  not  less  than  seven  feet  high  in  every  part 

2.  The  ceiling  of  such  room  shall  be  at  least  four  feet  and  six  inches 
«bove  the  surface  of  the  street  or  ground  outside  of  or  adjoining  the  same. 

3.  There  shall  be  appurtenant  to  such  room  the  use  of  a  separate  water- 
closet,  constructed  and  arranged  as  required  by  section  ninety-five  of  Uiis 
act. 

4.  Such  room  shall  have  a  window  or  windows  opening  upon  the  street, 
cr  upon  a  yard  or  court  The  total  area  of  windows  in  such  room  shall  be 
mt  least  one-eighth  of  the  superficial  area  of  the  room,  and  one-half  of  the 
sash  shall  be  made  to  open  the  full  width,  and  the  top  of  each  window 
aliall  be  within  six  inches  of  the  ceiling. 

6.   All  walls  surrounding  such  room  shall  be  damp-proof. 

6.   The  floor  of  such  room  shall  be  damp-proof  and  water-proof. 

§  92.  Basements  and  Cellars,  Continued.  —  Every  tenement  house  here- 
after erected  shall  have  all  walls  below  the  ground  level  and  all  cellar  or 
lower  floors  damp-proof  and  water-proof.  When  necessary  to  make  such 
^wmlls  and  floors  damp-proof  and  water-proof,  the  damp-proofing  and  water- 
proofing shall  run  through  the  walls  and  up  the  same  as  hiffh  as  the  g^und 
level  and  shall  be  continued  throughout  the  floor,  and  tne  said  cellar  or 
lowest  floor  shall  be  properly  constructed  so  as  to  prevent  dampness  or 
water  from  entering.  All  cellars  and  basements  in  such  tenement  houses 
shall  be  properly  lighted  and  ventilated  to  the  satisfaction  of  the  depart- 
ment chargCMl  with  the  enforcement  of  this  act' 
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§  93.  SJuxftSf  OourtSf  Areas  and  Yards.  —  In  every  tenement  house 
hereafter  erected  the  bottom  of  all  shafts,  courts,  areas  and  yards  which 
extend  to  the  basement  for  light  or  ventilation  of  living  rooms,  must  be 
six  inches  below  the  floor  level  of  the  part  occupied  or  intended  to  be 
occupied.  In  every  tenement  house  all  shafts,  courts,  areas  and  yards 
shall  be  properly  graded  and  drained,  and  connected  with  the  street  sewer 
so  that  all  water  may  pass  freely  into  it  And  when  required  by  the 
department  charged  with  the  enforcement  of  this  act  ^  shall  be  properly 
concreted. 

§  94.  Waier  Supply.  —  In  every  tenement  house  hereafter  erected  there 
shall  be  in  each  apartment  a  proper  sink  with  running  water. 

§  95.  WaleT'doaet  AccominodaUiona,  —  In  every  tenement  house  here- 
after erected  there  shall  be  a  separate  water-closet  in  a  separate  compart- 
ment within  each  apartment,  provided  that  where  there  are  apartments 
consisting  of  but  one  or  two  rooms,  there  shall  be  at  least  one  water-closet 
for  every  three  rooms.  Every  water-closet  and  bath  hereafter  placed  in 
any  tenement  house  shall  be  placed  in  a  compartment  completelv  separated 
from  every  other  water-closet  and  bath ;  such  compartment  shall  be  not 
less  than  two  feet  and  four  inches  wide,  and  shall  be  enclosed  with  plas- 
tered partitions,  which  shall  extend  to  the  ceiling.  In  tenement  houses 
erected  after  April  tenth,  nineteen  hundred  and  one,  such  compartments 
shidl  have  a  window  opening  directly  upon  the  street  or  yard,  or  upon  a 
court  or  vent  shaft  In  tenement  houses  erected  prior  to  April  tenth, 
nineteen  hundred  and  one,  such  compartments  shall  have  a  window  open- 
ing directly  upon  the  street,  or  upon  a  yard  not  less  than  four  feet  deep, 
or  upon  a  court  or  shaft  of  not  less  than  twenty-five  square  feet  in  area, 
open  to  the  sky  without  roof  or  skylight.  Everv  such  window  shall  be  at 
least  one  foot  by  three  feet  between  stop  beads,  and  the  entire  window 
shall  be  made  so  as  to  readily  open.  When,  however,  such  water-closet 
compartment  is  located  on  the  top  floor  and  is  lighted  and  ventilated  by  a 
skylight  over  it,  or  is  located  at  the  bottom  of  a  shaft  or  court  of  lawful 
size,  and  is  lighted  and  ventilated  bv  a  skylight  over  it  at  the  bottom  of 
such  shaft  or  court,  no  window  shall  be  necessary,  provided  the  roof  of 
such  skylight  contains  at  least  three  square  feet  of  glazed  surface  and  is 
arranged  so  as  to  readily  open.  Nothing  in  this  section  in  regard  to  the 
separation  of  water-closet  compartments  from  each  other  shall  applv  to  a 
general  toilet  room  containing  several  water-closets  hereafter  pla<^  in  a 
tenement  house,  provided  such  water-closets  are  supplemental  to  the  water- 
closet  accommodations  reouired  by  law  for  the  use  of  the  tenants  of  the 
said  house.  Nothing  in  this  section  in  regard  to  the  ventilation  of  water- 
closet  compartments  shall  apply  to  a  water-closet  hereafter  placed  in  a 
tenement  house,  where  it  is  provided  to  replace  a  defective  fixture  in  the 
same  position  and  location.  No  water-closet  shall  be  maintained  in  the 
cellar  of  any  tenement  house  without  a  special  permit  in  writing  from 
the  department  charged  with  the  enforcement  of  this  act,^  which  shall 
have  power  to  make  rules  and  regulations  governing  the  maintenanoe  of 
such  closets.  Every  water-closet  compartment  hereafter  placed  in  any 
tenement  house  shall  be  provided  with  proper  means  of  lighting  the  same 
at  night.  If  fixtures  for  gas  or  electricity  are  not  provided  in  said  com- 
partment, then  the  door  of  said  compartment  shall  be  provided  with  trans- 
lucent glass  panels,  or  with  a  translucent  glass  transom,  not  less  in  area 
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than  fonr  square  feet  The  floor  of  every  such  water-doset  oompartinent 
shall  be  made  water-proof  with  asphalt,  tile,  stone,  or  some  other  water- 
proof material ;  and  such  water-proofing  shall  extend  at  least  six  inches 
above  the  floor  so  that  the  said  floor  can  be  washed  or  flushed  out  without 
leakinff .  No  drip  trays  shall  be  permitted.  No  water-closet  fixtures  shall 
be  enclosed  with  any  woodwork. 

§  96.  PlunUnng.  —  In  everv  tenement  house  hereafter  erected  all  plumb- 
ing pipes  shall  be  exposed,  when  so  reauired  by  the  department  cnarged 
with  the  enforcement  of  this  act^  In  all  tenement  houses  hereafter  erected 
where  plumbing  or  other  pipes  pass  through  floors  or  partitions,  tiie  open* 
ings  around  such  pipes  snail  be  sealed  or  made  air  tight  with  plaster,  or 
other  incombustible  materials,  so  as  to  prevent  the  passage  of  air  or  the 
spread  of  fire  from  one  floor  to  another  or  from  room  to  room. 


TlTUB  II 

§  97.  Basements  and  CeUare,  —  Hereafter  in  an v  tenement  house  no 
room  in  the  basement  or  cellar  shall  be  occupied  for  living  purposes  with- 
out a  written  permit  from  the  department  char^^  with  the  enforcement 
of  this  act,^  and  such  permit  shall  be  kept  readily  accessible  in  the  main 
living  room  of  the  apartment  containing  such  room.  And  no  such  room 
in  a  tenement  house  erected  prior  to  April  tenth,  nineteen  hundred  and 
one,  shall  hereafter  be  occupied  unless  all  the  following  conditions  are 
complied  with.  The  said  written  permit  shall  be  issued  when  all  of  the 
said  conditions  are  complied  with.  If  refused,  the  reason  for  such  refusal 
shall  be  stated  by  said  department,  in  writing,  and  a  copy  thereof  shall  be 
kept  in  a  proper  book  in  tne  office  of  said  department,  and  be  accessible  to 
the  public 

1.  Such  room  shall  be  at  least  seven  feet  high  in  every  part  from  the 
floor  to  the  ceiling. 

2.  The  ceiling  of  such  room  shall  be  in  every  part  at  least  two  feet 
above  the  surface  of  the  street  or  ground  outside  of  or  adjoining  the  same. 

3.  There  shall  be  appurtenant  to  such  rooms  the  use  of  a  water-closet 

4.  There  shall  be  outside  of  and  adjoining  such  room,  and  extending 
along  the  entire  frontage  of  at  least  one  of  the  rooms  of  the  apartment, 
an  open  space  of  at  least  two  feet  six  inches  wide  in  every  part  unless 
such  room  extends  for  more  than  one-half  of  ite  height  above  the  curb 
leveL     Such  space  shall  be  well  and  effectually  drained. 

5.  Such  room  shall  have  a  window  or  windows  opening  to  the  outer  air 
of  at  least  nine  square  feet  in  size  clear  of  the  sash  frame,  and  which  shall 
have  been  made  to  readily  open  for  purposes  of  ventilation. 

6.  If  the  house  is  situated  over  marshy  ground,  or  ground  on  which 
water  lies,  or  ground  on  which  there  is  water  pressure  from  below,  the 
lowest  floor  shidl  have  been  made  water-proof  ana  damp>proof. 

7.  Such  room  shall  have  sufficient  light,  shall  be  well  drained  and  dry, 
ind  shall  be  fit  for  human  habitation. 

I  98.  WcUer-doeeU,  —  In  all  now  existing  tenement  houses  the  wood- 
work enclosing  all  water-closete  shall  be  removed  from  the  front  of  said 
doeeta,  and  the  space  underneath  the  seat  shall  be  left  open.  The  floor  or 
other  sur&oe  beneath  and  around  the  closet  shall  be  maintained  in  good 
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order  and  repair  and  if  of  wood  shall  be  kept  well  painted  with  light- 
eolored  paint 

I  99.  Public  Sinks.  —  In  all  now  existing  tenement  houses  the  wood- 
work enclosing  sinks  located  in  the  public  hidls  or  stairs  shall  be  removedi 
and  the  space  underneath  said  sinks  shall  be  left  open.  The  floors  and 
wiJl  surfaces  beneath  and  around  the  sink  shall  be  maintained  in  good 
order  and  repairy  and  if  of  wood  shall  be  kept  well  painted  with  light- 
colored  paint 

§  100.  Privy  VaulUf  School  Sinks  and  WcUer-dosets.  — In  all  now  exist- 
ing tenement  houses,  where  a  connection  with  a  sewer  is  possible,  all  school 
sinks,  privy  vaults  or  other  similar  reooptaoles  used  to  receive  fecal  matter, 
urine  or  sewage,  shall  before  January  first,  nineteen  hundred  and  three, 
be  completely  removed  and  the  place  where  they  were  located  prop- 
erlv  disinfected  under  the  direction  of  the  department  charged  with  the 
enforcement  of  this  act  Such  appliances  shall  be  replaced  by  individual 
water-closets  of  durable  non-absorbent  material,  properly  sewer  connected, 
and  with  individual  traps,  and  properlv  connected  flush  tanks  providing  an 
ample  flush  of  water  to  thoroughly  cleanse  the  bowl.  Each  water-doeet 
shall  be  located  in  a  compartment  completely  separated  from  every  other 
water-closet,  and  such  compartment  shall  contain  a  window  of  not  less  than 
three  sauare  feet  in  area  opening  directly  to  the  outer  air.  The  floors  of  the 
water-closet  compartments  shall  be  water-proof  as  provided  in  section 
ninety-five  of  this  act.  Where  water-closets  are  placed  in  the  yard  to 
replace  school  sinks  or  privy  vaults  long  hopper  closets  may  be  used ;  but 
all  traps,  flush  tanks  and  pipes  shall  be  protected  against  the  action  of 
frost.  In  such  cases,  the  structure  containing  the  water-closets  shall  not 
exceed  ten  feet  in  height ;  and  shall  not  be  considered  as  increasing  the 
percenta^  of  the  lot  occupied  nor  shall  it  be  subject  to  the  provisions  of 
section  sixty-six  of  this  act,  provided  that  it  does  not  occupy  more  than 
fifty  per  centum  of  the  open  space  or  yard  in  which  it  is  placed,  and  pro- 
vided further  that  the  use  of  said  structure  is  limited  solely  to  water-closet 
purposes.  Such  structure  shall  be  provided  with  a  ventilating  skylight 
m  the  roof,  of  an  adequate  size,  and  each  water-closet  shall  be  located  in  a 
compartment  completely  separated  from  every  other  water-closet.  Proper 
and  adequate  means  for  lighting  the  structure  at  night  shall  be  provided. 
There  shall  be  provided  at  least  one  water-closet  for  every  two  families  in 
every  now  existing  tenement  house.  Except  as  in  this  section  otherwise 
provided  such  water-closets  and  all  plumbing  in  connection  therewith 
shall  be  in  accordance  with  the  ordinances  and  regulations  in  relation  to 
plumbing  and  drainage. 

Title  III 

§  101.  Basements  and  Cellars.  —  The  floor  of  the  cellar  or  lowest  floor  of 
every  teneme^t  house  shall  be  water-tight.  And  the  cellar  ceiling  shidl  be 
plastered,  when  so  required  by  the  department  charged  with  the  enforce- 
ment of  this  act,'  except  where  the  first  floor  above  the  cellar  is  con- 
structed of  iron  beams  and  fireproof  filling. 

§  102.  Cellar  WaUs  and  (jeilings.  —  The  cellar  walls  and  ceilings  of 
every  tenement  house  shall  be  thoroughly  whitewashed  or  painted  a  li^ht 
color  by  the  owner  and  shall  be  so  maintained.     Such  whitewash  or  paint 
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shall  be  renewed  whenerer  neoeesary.  as  may  be  required  by  the  depart- 
ment charged  with  the  enforcement  of  this  act^ 

I  103.  RejiairB.  —  Every  tenement  house  and  all  the  parts  thereof 
shall  be  kept  in  good  repair  and  the  roof  shall  be  kept  so  as  not  to  leak, 
and  all  rain  water  shall  be  so  drained  and  conveyed  therefrom  as  to  pre- 
vent its  dripping  on  to  the  ground  or  causing  dampness  in  the  walls,  ceU- 
ingSy  yards  or  areas. 

I  104.  WaUr  Supply,  —  Every  tenement  house  shall  have  water  furnished 
in  sufficient  quantity  at  one  or  more  places  on  each  floor  occupied  by  or 
intended  to  be  occupied  by  one  or  more  families.  The  owner  shall  pro- 
vide proper  and  suitable  tanks,  pumps  or  other  appliances  to  receive  and 
to  distribute  an  adequate  and  sufficient  supply  of  such  water  at  each  floor 
in  the  said  house,  at  all  times  of  the  year,  during  all  hours  of  the  day  and 
night  But  a  failure  in  the  general  supply  of  water  by  the  city  auUiorities 
amtll  not  be  construed  to  be  a  failure  on  the  part  of  such  owner,  provided 
that  proper  and  suitable  appliances  to  receive  and  distribute  such  water 
have  oeen  provided  in  said  house. 

1 105.  CUanHness  of  BuUdinoB.  —  Every  tenement  house  and  every  part 
thereof  shall  be  kept  clean  and  free  from  any  accumulation  of  dirt,  filtn  or 
garbage  or  other  matter  in  or  on  the  same,  or  in  the  yards,  courts,  passages, 
areas  or  alleys  connected  with  or  belonging  to  the  same.  The  owner  of 
every  tenement  house  or  part  thereof  shall  thoroughly  cleanse  all  the  rooms, 
passages,  stairs,  floors,  windows,  doors,  walls,  ceilings,  privies,  water-closets, 
cesspools,  drains,  halls,  cellars,  roofs  and  all  other  parts  of  the  said  tenement 
house,  or  part  of  the  house  of  which  he  is  the  owner,  to  the  satisfaction  of 
the  tenement  house  department,'  and  shall  keep  the  said  paCHs  of  the  said 
tenement  house  in  a  cleanly  condition  at  all  times.  No  person  shall  place 
filth,  urine  or  fecal  matter  in  any  place  in  a  tenement  house  other  than  that 
provided  for  the  same,  or  keep  nltn,  urine  or  fecal  matter  in  his  apartment 
or  upon  his  premises  such  length  of  time  as  to  create  a  nuisance. 

§  106.  Shafts  and  Courts,  —  In  every  tenement  house  there  shall  be,  at 
the  bottom  of  every  shaft  and  inner  court,  a  door  giving  sufficient  access  to 
such  shaft  or  court  to  enable  it  to  be  properly  cleaned  out  In  shafts  or 
courts  of  a  less  size  than  prescribed  in  sections  sixty-one  and  sixty-two  of 
this  act,  such  door  shall  be  fireproof  and  self-closing.  Provided,  that  where 
there  is  already  a  window  or  door  in  a  tenement  house,  giving  proper 
access  to  such  shaft  or  court,  such  window  or  door  shall  be  deemed 
sufficient 

§  107.  Walls  of  Courts  and  Shafts,— The  walls  of  all  yard-courts, 
inner-courts  and  shafts  unless  built  of  a  light  color  brick  or  stone  shall  be 
thoroughly  whitewashed  by  the  owner  or  shall  be  painted  a  li^ht  color  by 
him,  and  shall  be  so  maintained.  Such  whitewash  or  paint  shall  be 
renewed  whenever  necessary,  as  may  be  required  by  the  department 
charged  with  the  enforcement  of  this  act' 

I  108.  Wall  Paper,  —  No  wall  pai)er  shall  be  placed  upon  a  wall  or 
ceiling  of  any  tenement  house  unless  all  wall  paper  shall  be  first  removed 
tkereftrom  and  said  wall  and  ceiling  thoroughly  cleaned. 

I  109.  Receptacles  for  Ashes,  Garbage  and  Refuse,  —  The  owner  of 
every  tenement  house  shall  provide  for  said  building  proper  and  suitable 

1  Tsnement  Hoose  DepartmeDi. 
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conveniences  or  receptacles  for  ashesi  rubbish,  garbage,  refuse  and  other 
matter. 

§  110.  Prohibited  Uses.  —  No  horse,  cow,  calf,  swine,  sheep  or  goat 
shall  be  kept  in  a  tenement  house,  or  on  the  same  lot  or  premises  thereof, 
and  no  tenement  house,  or  the  lot  or  premises  thereof  shall  be  used  for  a 
lodging  house  or  stable,  or  for  the  storage  or  handling  of  rags.  Except 
that,  outside  of  the  fire  limits,  not  more  than  two  horses  may  be  kept  on 
such  lot  or  premises,  provided  they  are  stabled  at  least  twenty  feet  dis- 
tant from  any  building  used  for  living  purposes,  and  that  such  stabling  ia 
not  detrimental  to  health  in  the  opinion  of  the  department  charged  with 
the  enforcement  of  this  act^ 

§  111.  Janitor  or  Housekeeper.  — Whenever  there  shall  be  more  than 
eight  families  living  in  any  tenement  house,  in  which  the  owner  thereof 
does  not  reside,  there  shall  be  a  janitor,  housekeeper  or  some  other  respon- 
sible person  who  shall  reside  in  said  house  and  have  charge  of  the  sam^  if 
the  department  charged  with  the  enforcement  of  this  act  ^  shall  so  require. 

§  112.  Overcrowding. — No  room  in  any  tenement  house  shall  be  so 
overcrowded  that  there  shall  be  afforded  less  than  four  hundred  oubio  feet 
of  air  to  each  adult,  and  two  hundred  cubic  feet  of  air  to  each  child  under 
twelve  years  of  age  occupying  such  room. 


CHAPTER  y.    REMEDIES 
Title  I 

GBNBRAL   POWERS   AND   DUTIES 

§  121.  Permit  to  commence  Building.  —  Before  the  construction  or  alter- 
ation of  a  tenement  house,  or  the  alteration  or  conversion  of  a  building  for 
use  as  a  tenement  house  is  commenced,  and  before  the  construction  or 
alteration  of  any  building  or  structure  on  the  same  lot  with  a  tenement 
house,  the  owner,  or  his  agent  or  architect,  shall  submit  to  the  department 
charged  with  the  enforcement  of  this  act  ^  a  detailed  statement  in  writing, 
verified  by  the  affidavit  of  the  person  making  the  same,  of  the  specifica- 
tions for  the  construction  and  for  the  light  and  ventilation  of  such  tenement 
house  or  building,  upon  a  blank  or  form  to  be  furnished  by  such  depart- 
ment, and  also  a  full  and  complete  copy  of  the  plans  of  such  work.  Such 
statement  shall  give  in  full  the  name  and  residence,  by  street  and  number, 
of  the  owner  or  owners  of  such  tenement  house  or  building.  If  such  con- 
struction, alteration,  or  conversion,  is  proposed  to  be  made  by  any  other 
person  than  the  owner  of  the  land  in  fee,  such  statement  shall  contain  the 
full  name  and  residence,  by  street  and  number,  not  only  of  the  owner  of 
the  land,  but  of  every  person  interested  in  such  tenement  house,  either  as 
0¥mer,  lessee  or  in  any  representative  capacity.  Said  affidavit  aliall 
allege  that  said  specifications  and  plans  are  true  and  contain  a  correct 
description  of  such  tenement  house,  building,  structure,  lot  and  proposed 
work.  The  statements  and  affidavits  herein  provided  for  may  oe  made 
b^  the  owner,  or  the  person  who  proposes  to  make  the  construction,  alter- 
ation or  conversion,  or  by  his  agent  or  architect  No  person,  however, 
shall  be  recognized  as  the  agent  of  the  owner,  unless  he  shall  file  with  the 
said  department  a  written  instrument,  signed  by  such  owner,  designating 
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bim  M  snoh  Agent  Any  falM  swearing  in  a  material  point  in  any  snch 
alBdaTit  shall  be  deemed  perjory.  Sueb  speoifioatious.  plans  and  state- 
ments diall  be  filed  in  the  said  department  and  shall  be  deemed  pnblio 
reoords,  but  no  such  specifications,  plans  or  statements  shall  be  remorid 
from  said  department  The  said  department  shall  cause  all  such  plans 
and  specifications  to  be  examined.  If  such  plans  and  specifications  con- 
form to  the  provisions  of  this  act  and  to  the  building  ordinances  and 
regulations  they  shall  be  approved  by  such  department,  and  a  written 
certificate  to  that  effect  shall  be  issued  to  the  ])erson  submitting  the  same. 
The  department  may,  from  time  to  time,  approve  changes  in  any  plans 
and  specifications  previously  apnroved  by  it,  provided  the  plans  and  speci- 
fications when  so  dianged  snail  be  in  conformity  with  law.  The  construc- 
tion, alteration  or  conversion  of  such  tenement  house,  building,  or  structure 
or  any  part  thereof,  shall  not  be  conunenced  until  the  filing  of  such  speci- 
fications, plans  and  statements,  and  the  approval  thereof  as  above  pro- 
Tided.  The  construction,  alteration  or  conversion  of  such  house,  builainff 
or  structure,  shall  be  in  accordance  with  such  approved  specifications  and 
plans.  Any  permit  or  approval  which  may  be  issued  by  tiie  department 
charged  with  the  enforcement  of  this  act'  but  under  which  no  work  has 
been  done  above  the  foundation  walls  within  one  year  from  the  time  of 
issuance  of  such  permit  or  approval,  shall  expire  by  limitation.  Said 
department  shall  have  power  to  revoke  or  cancel  any  permit  or  approval 
in  case  of  any  failure  or  neglect  to  comply  with  any  of  the  provisions  of 
this  act,  or  in  case  any  false  statement  or  representation  is  made  in  any 
specifications,  plans  or  statement  submitted  or  filed  for  such  permit  or 
approval. 

§  122.  Certijlcate  of  Chmpliance. — No  building  hereafter  constructed 
as  or  altered  into  a  tenement  house  shall  be  occupied  in  whole  or  in  part 
for  human  habitation  until  the  issuance  of  a  certificate  by  the  department 
aforesaid  that  said  building  conforms  in  all  respects  to  the  requirements 
of  this  act  Such  certificate  shall  be  issued  witnin  ten  days  after  written 
application  therefor,  if  said  building  at  the  date  of  such  application  shall 
be  entitled  thereto. 

I  123.  Unlawful  Occupation.  —  If  any  building  hereafter  constructed  as 
or  altered  into  a  tenement  house  be  occupied  in  whole  or  in  part  for  human 
habitation  in  violation  of  the  last  section,  during  such  unlawful  occupa- 
tion any  bond  or  note  secured  by  a  mortgage  upon  said  buildinir,  or  the 
lot  upon  which  it  stands,  may  be  declared  due  at  the  option  of  Uie  mort- 
gagee. No  rent  shaU  be  recoverable  by  the  owner  or  lessee  of  such 
premises  for  said  period,  and  no  action  or  special  proceeding  shall  be  main- 
tained therefor,  or  for  possession  of  said  premises  for  non-payment  of  such 
rent  The  department  of  water  supply  snail  not  permit  water  to  be  fur- 
nished in  any  such  tenement  house,  and  said  premises  shall  be  deemed 
unfit  for  human  habitation,  and  the  tenement  house  department  *  shall 
eaase  them  to  be  vacated  accordingly. 

I  124.  Enforcement.  —  Except  as  herein  otherwise  provided,  the  provi- 
sions of  this  act  shall  be  enforowi  by  the  department  of  any  city  to  which 
this  act  applies,  which  is  now  charged  with  the  enforcement  of  laws, 
ordinances  and  regulations  relating  to  similar  subject  matter  in  tenement 
houses. 

I  125.    ViotaHons,  —  Nothing  in  this  act  shall  be  construed  to  abrogate 

>  Tenement  House  Department.  *  See  Note  %  p.  191. 
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or  impair  the  powers  of  the  department  of  health,  the  department  of  build- 
ings, or  of  the  courts,  to  enforce  anj  provisions  of  the  charter  or  building 
ordinances  and  regulations,  not  inconsistent  with  this  act,  or  to  prevent  or 
punish  violations  thereof. 

§  126.  Penalties  for  ViokUiona.  —  Every  person  who  shall  violate  or 
assist  in  the  violation  of  any  provision  of  this  act  shall  be  guilty  of  a  mis- 
demeanor punishable  by  imprisonment  for  ten  days  for  each  and  every 
dav  that  such  violation  shall  continue,  or  by  a  fine  of  not  less  than  ten 
dollars  nor  more  than  one  hundred  dollars  if  the  offence  be  not  wilful,  or 
of  two  hundred  and  fifty  dollara  if  the  offence  be  wilful,  and  in  every  case  of 
ten  dollars  for  each  day  after  the  first  that  such  violation  shall  continue,  or 
by  both  such  fine  and  imprisonment  in  the  discretion  of  the  court;  provided, 
that  the  punishment  for  a  violation  of  section  one  hundred  and  thirty-one 
of  this  act  shall  be  a  fine  of  fifty  dollars ;  and  provided  further,  that  the 
penalty  for  encumbrance  of  a  fire  escape  by  an  occupant  of  the  tenement 
house  shall  be  a  fine  of  ten  dollars,  which  the  nearest  police  magistrate 
shall  have  jurisdiction  to  impose.  The  owner  of  any  tenement  house  or 
part  thereof,  or  of  any  building  or  structure  upon  the  same  lot  with  a  tene- 
ment house,  or  of  the  said  lot,  where  any  violation  of  this  act  or  a  nuisance 
exists,  and  any  person  who  shall  violate  or  assist  in  violating  any  provi- 
sion of  this  act,  or  any  notice  or  order  of  the  department  charged  with  its 
enforcement,^  shall  also  jointly  and  severally  for  each  such  violation 
and  each  such  nuisance  be  subject  to  a  civil  penalty  of  fifty  dollars. 
Such  persons  shall  also  be  liable  for  all  costs,  expenses  and  disbursements 
paid  or  incurred  by  said  department,  by  any  of  the  officers  thereof  or 
by  any  agent,  employe  or  contractor  of  the  same,  in  the  removal  of  any 
such  nuisance  or  violation.  Any  person  who  having  been  served  with  a 
notice  or  order  to  remove  any  such  nuisance  or  violation,  shall  fail  to  com- 
ply with  said  notice  or  order  within  five  days  after  such  service,  or  shall 
continue  to  violate  any  provision  or  requirement  of  this  act  in  the  respect 
named  in  said  notice  or  order,  shall  also  be  subject  to  a  civil  penalty  of 
two  hundred  and  fifty  dollars.  For  the  recovery  of  any  such  penalties, 
costs,  expenses  or  disbursements,  an  action  may  be  brought  in  any  court  of 
civil  jurisdiction  in  said  cities.  In  case  the  notice  required  by  section  one 
hundred  and  thirty-one  of  this  act  is  not  filed,  or  in  case  the  owner,  lessee 
or  other  person  having  control  of  such  tenement  house  does  not 
reside  within  the  state,  or  cannot  after  diligent  effort  be  served  with 
process  therein,  the  existence  of  a  nuisance  or  of  any  violation  of  this 
act,  or  of  any  violation  of  an  order  or  a  notice  made  by  said  department, 
in  said  tenement  house  or  on  the  lot  on  which  it  is  situated,  shall  subject 
said  tenement  house  and  lot  to  a  penalty  of  two  hundred  and  fifty  dollars. 
Said  penalty  shall  be  a  lien  upon  said  house  and  lot 

§  127.  ViolcUion  of  Buiidhig  Laws,  Ordinancee  and  Regtdatione.  —  Any 
owner,  agent,  architect,  builder,  contractor,  subcontractor,  or  foreman  who 
shall,  in  the  construction  or  alteration  of  any  building  intended  to  be  used 
as  a  tenement  house,  knowingly  violate  any  of  the  provisions  of  the  build- 
ing laws,  ordinances  or  regulations  shall  be  guilty  of  a  misdemeanor. 

§  128.  Procedure,  —  Except  as  herein  otherwise  specified,  the  proced- 
ure for  the  prevention  of  violations  of  this  act,  or  for  the  vacation  of 
premises  unlawfully  occupied,  or  for  other  abatement  of  nuisance  in  con- 
nection with  a  tenement  house,  shall  be  as  set  forth  in  charter  and  ordi- 
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nances.  In  case  any  tenement  house,  building  or  structure  or  an^  part 
thereof  is  constructed,  altered,  converted  or  maintained  in  violation  of 
any  provision  of  this  act  or  of  any  order  or  notice  of  the  department 
charged  with  its  enforcement,^  or  in  case  a  nuisance  exists  in  any  such 
tenement  house,  building  or  structure  or  upon  the  lot  on  which  it  is  situ- 
ated,  said  department  may  institute  any  approjpriate  action  or  proceeding 
to  prevent  such  unlawful  construction,  alteration,  conversion  or  mainte- 
nance, to  restrain,  correct  or  abate  such  violation  or  nuisance,  to  prevent 
the  occupation  of  said  tenement  house,  building  or  structure,  or  to  prevent 
any  illegBd  act,  conduct  or  business  in  or  aboiA  such  tenement  house  or 
lot.  In  anv  such  action  or  proceeding  said  department  may,  by  affidavit 
setting  forth  the  facts,  apply  to  the  supreme  court,  or  to  any  justice  Uiereof , 
for  an  order  granting  the  relief  for  which  said  action  or  proceeding  is 
brought,  or  for  an  order  enjoining  all  persons  from  doing  or  permitting  to 
be  done  any  work  in  or  about  such  tenement  house,  building,  structure  or 
lot,  or  from  occupying  or  using  the  same  for  any  purpose,  until  the  entry 
of  final  judgment  or  order.  In  case  any  notice  or  order  issued  by  said 
department  is  not  complied  with,  said  department  may  apply  to  the 
supreme  court,  or  to  any  justice  thereof,  for  an  order  authorizing  said 
department  to  execute  and  carr^  out  the  provisions  of  said  notice  or  order, 
to  remove  any  violation  specified  in  said  notice  or  order,  or  to  abate 
any  nuisance  in  or  about  such  tenement  house,  building  or  structure, 
or  the  lot  upon  which  it  is  situated.  The  court,  or  any  justice  thereof, 
is  hereby  authorized  to  make  any  order  specified  in  this  section. 
In  nacase  shall  the  said  dei>artnient  or  any  officer  thereof  or  the  city  be 
liable  for  costs  in  any  action  or  proceeding  that  may  be  commenced  in 
pursuance  of  this  act  In  an  action  to  establish  a  lien  under  this  act,  the 
procedure  shall  be  as  set  forth  in  sections  one  hundred  and  thirty-four  and 
one  hundred  and  forty-six  to  one  hundred  and  fifty-one  of  this  act  The 
judgment  in  any  such  action  may  provide  for  the  sale  of  said  property, 
and  for  such  other  remedies  to  secure  the  enforcement  thereof  as  the 
court  may  deem  proper. 

§  129.  Liens.  —  Every  fine  imposed  by  judgment  under  section  one 
hundred  and  twenty-six  of  this  act  upon  a  tenement  house  owner  shall  be 
a  lien  upon  the  house  in  relation  to  which  the  fine  is  imposed  from  the 
time  of  the  filing  of  a  certified  copy  of  said  judgment  in  the  ofilce  of  the 
clerk  of  the  county  in  which  said  tenement  house  is  situated,  subject  only 
to  taxes,  assessments  and  water  rates  and  to  such  mortgage  and  mechanics' 
liens  as  may  exist  thereon  prior  to  such  filing;  and  it  shall  be  the  duty  of 
the  tenement  house  department,*  upon  the  entry  of  said  judgment,  to  forth- 
with file  the  copy  as  aforesaid,  and  such  copy,  upon  such  filing,  shall  be 
forthwith  indexed  by  the  clerk  in  the  index  of  mechanics*  liena 

§  130.  Li$  Pendens.  —  In  any  action  or  proceeding  instituted  by  the 
department  charged  with  the  enforcement  of  this  act,'  the  plaintifiF  or 
petitioner  may  file  in  the  county  clerk^s  office  of  the  county  where  the 
property  affected  by  such  action  or  proceeding  is  situated,  a  notice  of  the 
pendency  of  such  action  or  proceeding.  Said  notice  may  be  filed  at 
the  time  of  the  commencement  of  the  action  or  proceeding,  or  at  any  time 
afterwards  before  final  judgment  or  order,  or  at  any  time  after  the  service 
of  any  notice  or  order  issu^  by  said  department  Such  notice  shall  have 
the  same  force  and  effect  as  the  notice  of  pendency  of  action  provided  for 
1  Tenement  House  Department.  *  See  Note  S,  p.  191. 
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in  the  code  of  civil  procedure.  Each  county  clerk  with  whom  such  notice 
is  filed  shall  record  it,  and  shall  index  it  to  the  name  of  each  person  8i>eoi- 
fied  in  a  direction  subscribed  by  the  corporation  counsel.  Any  such  notice 
may  be  vacated  upon  the  order  of  a  judge  or  justice  of  the  court  in  which 
such  action  or  proceeding  was  instituted  or  is  pending,  or  upon  the  con- 
sent in  writing  of  the  corporation  counsel.  The  clerk  of  the  county  where 
such  notice  is  filed  is  hereby  directed  to  mark  such  notice  and  any  record 
or  docket  Uiereof  as  canceled  of  record,  upon  the  presentation  and  filing  of 
such  consent  or  of  a  certified  copy  of  such  order. 

Title  II 

REQISTRY   OF  KAMBS    AND   8BBVICB   OF   PAPBB8 

1 131.  Registry  of  Owners^  Names. — Every  owner  of  a  tenement  house 
and  every  lessee  of  the  whole  house,  or  other  person  having  control  of  a 
tenement  house,  shall  file  in  the  department  charged  with  the  enforcement 
of  this  act/  a  notice  containing  his  name  and  address,  and  also  a  descrip- 
tion of  the  property,  bv  street  number  or  otherwise,  as  the  case  ma^  be, 
in  such  manner  as  will  enable  the  department  charged  with  the  en£>rce- 
ment  of  this  act  ^  easily  to  find  the  same ;  and  also  the  number  of  apart- 
ments in  each  house,  the  number  of  rooms  in  each  apartment,  and  the 
number  of  families  occupying  the  apartments.  In  case  of  a  transfer  of 
any  tenement  house,  it  snail  be  the  duty  of  the  grantor  or  grantee  of  said 
tenement  house  to  file  in  the  department  charged  with  the  enforcement 
of  this  act^  a  notice  of  such  transfer,  stating  the  name  of  the  new  owner, 
within  thirty  days  after  such  transfer.  In  case  of  the  devolution  of  said 
property  by  will,  it  shall  be  the  duty  of  the  executor  and  the  devisee,  if 
more  tKan  twenty-one  years  of  age,  and  in  case  of  the  devolution  of  such 
property  by  inheritance  without  a  will,  it  shall  be  the  duty  of  the  heirs, 
or  in  case  all  of  the  heirs  are  under  age,  it  shall  be  the  duty  of  the  guar- 
dians of  such  heirs,  and  in  case  said  heirs  have  no  guardians,  it  shall  be  the 
dutv  of  the  administrator  of  the  deceased  owner  of  said  property  to  file  in 
said  department  a  notice,  stating  the  death  of  the  deceased  owner,  and 
the  names  of  those  who  have  succeeded  to  his  interest  in  said  property, 
within  thirty  days  after  the  death  of  the  decedent,  in  case  he  died  intes- 
tate, and  within  thirty  days  after  the  probate  of  his  will,  if  he  died  testate. 

§  132.  Registry  of  Agent's  Name.  —  Every  owner,  agent,  or  lessee  of  a 
tenement  house  may  file  in  the  tenement  house  department '  a  notice  con- 
taining the  name  and  address  of  an  agent  of  such  house,  for  the  purpose 
of  receiving  service  of  process,  and  also  a  description  of  the  property  by 
street  number  or  otherwise,  as  the  case  may  be,  in  such  manner  as  will 
enable  the  department  of  health  easily  to  find  the  same.  The  name  of  the 
owner  or  lessee  may  be  filed  as  agent  for  this  purpose. 

§  133.  Service  of  Notices  and  Orders,  —  E  verv  notice  or  order  in  relation 
to  a  tenement  house  shall  be  served  five  days  before  the  time  for  doing 
the  thing  in  relation  to  which  it  shall  have  been  issued.  The  posting  of 
a  copy  of  such  notice  or  order  in  a  conspicuous  place  in  the  tenement 
house,  together  with  the  mailing  of  a  copy  thereof,  on  the  same  day  that 
it  is  posted,  to  each  person,  if  any,  whose  name  has  been  filed  with  the 
tenement  house  department'  in  accordance  with  the  provisions  of  seotionB 
^  Tenement  House  Department.  •  See  Note  2,  p.  191. 
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one  bandred  and  thirty-one  and  one  hundred  and  thirty-two  of  (b!^  acty  at 
hit  address  as  therewith  filed,  shall  be  sufficient  senrioe  thereof. 

I  134.  Service  of  Summons. — In  any  action  brought  by  any  city  depart- 
ment in  relation  to  a  tenement  house  for  injunotiouy  vacation  of  the  prem- 
iaesi  or  other  abatement  of  nuisance,  or  to  establish  a  lien  thereon,  it  shall 
be  soiBoient  service  of  the  summons  to  serve  the  same  as  notices  and  orders 
aie  served  under  the  provisions  of  the  last  section ;  provided,  that  if  the 
address  of  any  agent  whose  name  and  address  have  oeeu  filed  in  aocord- 
anoe  with  the  provisions  of  section  one  hundred  and  thirty-two  of  Uiis  act 
is  in  the  city  in  which  the  tenement  house  is  situated,  then  a  copy  of  the 
summons  sliall  also  be  delivered  at  such  address  to  a  person  of  proper  age, 
if  upon  reasonable  application  admittance  can  be  obtained  and  such  person 
foand;  and  provided  also,  that  personal  service  of  the  summons  upon  the 
owner  of  sucn  tenement  house  shall  be  sufficient  service  thereof  upon  him. 

1 135.  Indexina  Names,  —  The  names  and  addresses  filed  in  accordance 
with  sections  one  hundred  and  thirty-one  and  one  hundred  and  thirty-two 
shall  be  indexed  under  direction  of  the  registrar  of  records  of  the  tene« 
ment  house  department,'  in  such  a  manner  that  all  of  those  filed  in  relation 
to  each  tenement  house  shall  be  together,  and  readily  ascertainable.  The 
tenement  house  department^  shall  provide  the  registrar  with  the  necessary 
books  and  clerical  assistance  for  that  purpose,  and  the  expense  thereof 
ehall  be  paid  by  the  city.  Said  indexes  shall  be  public  reoordSi  open  to 
pnblio  inspection  during  business  hours. 

TlTLB  III 
PROSTITUTION   IN  TSNSMSNT   HOUSU 

f  141.  VcLffrancy,  —  A  woman  who  knowingly^  resides  in  or  commits 
prostitution  in  a  house  of  prostitution  or  assignation  of  nnj  description  in 
a  tenement  house  or  solicits  any  man  or  boy  to  enter  therein  for  purposes 
of  prostitution  shall  be  deemed  a  vagrant,  and  upon  conviction  thereof 
shall  be  committed  to  a  county  jail  for  a  term  not  exceeding  six  months 
from  the  date  of  commitment  The  procedure  in  such  case  shall  be  the 
same  as  that  provided  by  law  for  other  cases  of  vagrancy. 

1 142.  Lien.  —  A  tenement  house  shall  be  subject  to  a  penalty  of  one 
thousand  dollars,  if  it  or  any  part  of  it  shall  be  used  for  the  purpose  of  a 
house  of  prostitution  or  assignation  of  any  description,  with  the  permis- 
sion of  the  owner  thereof,  or  his  agent,  and  said  penalty  shall  be  a  lien 
upon  the  house  and  the  lot  upon  which  the  house  is  situated. 

1 143.  Permission  of  Lessee,  —  If  a  tenement  house,  or  any  part  thereof, 
shall  be  used  for  the  purpose  of  a  house  of  prostitution  or  assignation  of 
any  description  with  the  permission  of  the  lessee  of  the  whole  of  said 
tenement  house,  or  his  agent,  the  lease  shall  be  terminable  at  the  election 
of  the  lessor.  And  the  owner  shall  be  entitled  to  recover  possession  of 
said  tenement  house  by  summary  proceedings  in  the  manner  provided  by 
title  two  of  chapter  seventeen  of  the  code  of  civil  procedure. 

1 144.  Permission  of  Owner,  —  A  tenement  house  shall  be  deemed  to 
have  been  used  for  the  purpose  specified  in  the  last  two  sections  with  the 
permission  of  the  owner  and  lessee  thereof,  if  summarv  proceedings  for 
the  removal  of  the  tenants  of  said  tenement  house,  or  of  so  much  thereof 

1  Tenement  House  Department. 
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as  is  unla^Y^ully  used,  shall  hot  have  been  commenced  within  five  days 
after  notice  of  such  unlawful  use,  served  by  the  tenement  house  de^mrt- 
ment^  in  the  manner  prescribed  by  law  for  the  service  of  notices  and 
orders  in  relation  to  tenement  houses. 

§  145.  litdes  of  Evidence.  —  In  a  prosecution  against  an  owner  or  agent 
of  a  tenement  house  under  section  three  hundred  and  twenty-two  of  the 
penal  code,  or  in  an  action  to  establish  a  lien  under  section  one  hundred 
and  forty-two  of  this  act,  the  general  reputation  of  the  premises  in  the 
neighborhood  shall  be  competent  evidence,  but  shall  not  be  sufficient  to 
support  a  judgment  without  coiToborative  evidence,  and  it  shall  be  pre- 
sumed that  their  use  was  with  the  permission  of  the  owner  and  lessee  ^ 
provided,  that  such  presumption  may  be  rebutted  by  evidence. 

§  140.  Title  of  Action  and  Parties,  —  Said  action  shall  be  brought  against 
the  tenement  house  as  defendant.  Said  house  may  be  described  in  the 
title  of  the  action  by  its  street  number,  or  in  any  other  method  sufficiently 
precise  to  secure  identification.  The  property  shall  be  described  in  the 
complaint  The  plaintiff,  except  as  hereinafter  provided,  shall  be  the 
tenement  house  department^  In  case  any  taxpayer  of  any  city  to  which 
this  act  applies,  shall  request  such  department  in  writing  to  institute  an 
action  under  this  title  against  any  tenement  house  specified  in  such  re- 
quest, and  such  department  shall  not  institute  such  action  within  ten  days 
after  receiving  sucn  request,  then  any  taxpayer  of  said  city  may  institute 
and  maintain  such  action  against  such  tenement  house  in  his  own  name;, 
and  in  such  case  the  court  may  in  its  discretion  require  security  for  costs. 

§  147.  Jurisdiction  and  Procedure,  —  Said  action  shall  be  brought  in  the 
supreme  court  in  the  county  in  which  the  property  is  situated.  At  or 
before  the  commencement  of  the  action  the  complaint  shall  be  filed  in  the 
office  of  the  clerk  of  the  county,  together  with  a  notice  of  the  pendency  of 
the  action,  containing  the  names  of  the  paities,  the  object  of  the  action 
and  a  brief  description  of  the  property  affected  thereby.  Said  notice  shall 
be  immediately  recorded  by  the  clerk  in  accordance  with  the  provisions 
of  section  sixteen  hundred  and  seventy-two  of  the  code  of  civil  procedure. 
The  owner  or  lessee  of  said  building,  or  both,  may  appear  in  said  action 
and  answer  or  demur  to  the  complaint  and  the  subsequent  proceedings  in 
the  action  shall  be  the  same  as  in  other  actions  brought  to  establish  a  lien 
or  encumbrance  upon  real  propertv,  and  the  action  shall  be  entitled  to  a 
preference  in  the  trial  or  hearing  thereof. 

§  148.  Judgment,  —  The  judgment  in  such  action,  if  in  favov  of  the 
plaintiff,  shall  establish  the  penalty  sued  for  as  a  lien  upon  said  premises, 
subject  only  to  taxes,  assessments  and  water  rates,  and  to  such  mortgage 
and  mechanics'  liens  as  may  exist  thereon  prior  to  the  filing  of  the  notice 
of  pendency  of  the  action. 

§  149.  Sale  of  Property,  —  At  any  time  after  the  entry  of  any  judgment 
establishing  a  lien  upon  tenement  property  the  tenement  house  depart- 
ment,^ if  there  be  no  stay  pending  appeal,  may  apply  to  the  court  for  leave 
to  sell  such  property.  Ui)on  such  application  the  court,  if  it  deem  advisar 
ble,  may  order  such  property  to  be  sold  at  public  auction,  subject  to  taxes, 
assessments  and  water  rates  and  to  such  mortgage  and  mechanics'  liens  as 
aforesaid.  The  deed  to  the  purchaser  shall  be  made  by  the  tenement 
house  department^  The  justices  of  the  appellate  division  of  the  supreme 
court  of  any  judicial  department  may  establish  rules  of  practioe,  which 

1  See  Note  2,  p.  101. 
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shall  be  followed  by  Buch  department  in  the  conduct  of  said  sales  in  said 
de|>artmeut 

§  150.  Receivership.  —  Whenever  the  lien  or  liens  upon  a  tenement 
property,  established  by  judgment,  shall  amoont  to  one  thousand  dollars 
or  over,  if  there  be  no  sta^  pending  appeal,  the  tenement  house  depart- 
ment' shall  appoint  a  receiver  of  the  rents  and  profits  of  said  property. 
Said  receiver  shall  ffive  security  for  the  performance  of  his  duties  m  the 
manner  and  form  nzed  by  said  department  He  shall  have  the  powers 
and  duties  of  a  receiver  of  rents  and  profits  of  real  estate  appointed  b^ 
the  supreme  court ;  provided,  that  the  corporation  counsel  shall  act  as  his 
counsel  and  that  he  shall  not  be  allowed  any  ^expenditure  for  counsel  fees, 
and  provided,  that  his  commissions  shall  be  ten  per  centum  of  his  collec- 
tions, which  sum  shall  be  full  compensation  for  his  services  and  those  of 
any  agent  or  agents  whom  he  may  employ.  Said  receivership  shall  con- 
tinue until  the  amount  of  said  liens,  with  interest  thereon  at  the  rate  of 
six  per  centum,  and  of  said  commissions,  have  been  fully  paid ;  provided, 
that  nothing  in  this  section  shall  be  construed  to  prevent  any  prior  lienor 
from  applying  to  the  court  in  a  proper  case  for  a  receiver  of  the  property. 

§  151.  Cancellation  of  Notice  of  Pendency  of  the  Action,  —  If  an  action 
to  establish  a  lien  upon  tenement  property  terminate  otherwise  than  in  a 
jud^ent  establishing  such  a  lien,  or  if  said  judgment  be  fully  paid,  said 
notice  may  be  cancelled  in  the  manner  prescribed  by  section  one  thousand 
six  hundred  and  seventy-four  of  the  coae  of  civil  procedure. 


CHAPTER  VI.  GENERAL  PROVISIONS 

§  101.  Repeal,  —  All  statutes  of  the  state  and  ordinances  of  the  city 
so  far  as  inconsistent  with  the  provisions  of  this  act  are  herebv  repealed ; 
provided,  that  nothing  in  this  act  contained  shall  be  construed  as  repeal- 
ing or  abrogating  any  present  law  or  ordinance  in  an^  city  of  tlie  first 
class,  further  restricting  or  prohibiting  tlie  occupation  of  cellars,  or 
increasing  the  amount  of  air  space  to  each  individual  occupying  a  room, 
or  as  prohibiting  any  future  ordinance  in  respect  thereto. 

§  162.  Building  Regulations,  —  Except  as  herein  otherwise  specified, 
every  tenement  house  shall  be  constructed  and  maintained  in  conformity 
with  the  existing  law,  but  no  ordinance,  regulation   or   ruling  of  any 
municipal  authority  shall  modify  or  dispense  with  any  provision  of  this' 
act 

§  163.  Penalties.  —  All  penalties  collected  under  this  act  shall  be  paid 
into  the  city  treasury. 

I  164.  Time  for  Compliance,  —  All  alterations  hereby  required  upon  now 
existing  tenement  houses  shall  be  made  within  one  ^ear  from  the  time 
when  this  act  shall  take  effect,  or  at  such  earlier  period  as  may  be  fixed 
by  the  departments  charged  with  the  enforcement  of  this  act 

§  165.  When  to  take  Effect,  —  This  act  shall  take  effect  immediately ; 
provided,  that  sections  one  hundred  and  thirty-four  and  one  hundred  and 
forty-four  shall  not  take  effect  until  three  months  after  the  passage 
thereof. 

1  See  Note  9,  p.  101. 
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A  HISTORY  OF  TENEMENT  HOUSE    LEGISLATION   IN 
NEW  YORK,  1862-1900 

BY  LAWRENCE  VEILLER 


PREFACE 

This  history  embraces  all  legislation  in  New  York  State  in  relation  to 
tenement  houses  up  to  1900.  It  purposely  does  not  include  those  prori- 
sions  of  law  which  relate  to  geneiul  powers  of  city  departments  in  regard 
to  tenement  houses  in  common  with  other  buildings,  nor  such  ceneral 
questions  of  building  construction  as  thickness  of  walls,  quality  ox  build- 
ing materials,  etc.  It  also  does  not  include  the  laws  in  relation  to  tene- 
ment house  labor,  as  these  are  more  properly  labor  laws  than  tenement 
house  laws,  nor  does  it  include  certain  minor  provisions  of  the  New  York 
Charter  which  do  not  directly  affect  this  inquiry. 

Most  of  this  legislation  is  to  be  found  in  the  different  tenement  house 
acts,  in  the  general  building  laws  of  New  York  and  Brooklyn,  in  the 
health  laws  of  these  cities,  and  also  in  the  charters  and  local  ordinances. 

In  preparing  this  history,  the  different  provisions  of  law  have  been 
classified  with  reference  to  their  purpose,  as  "  Fire  Provisions,"  *'  Health 
Provisions,"  "  Light  and  Ventilation  Provisions,"  etc 

Following  the  general  description  of  the  changes  that  have  taken 
place  in  reference  to  these  different  subjects,  will  be  found  in  small  type, 
m  each  case,  the  text  of  the  different  enactments  upon  this  subject, 
arranged  chronologically. 

The  present  law  (in  1900^  upon  each  point  will  also  be  found  in  the 
enactments  of  1897  and  1899,  indicated  by  an  asterisk  placed  before  these 
sections. 

At  the  end  of  this  history  will  be  found  a  list  of  all  laws  with  their 
exact  titles  and  the  dates  of  their  enaotmenty  for  purposes  of  reference. 


A    HISTORY    OF    TENEMENT  HOUSE  LEGISLATION   IN 
NEW  YORK,  1862-1900 

SnrcB  1647  there  have  been  laws  relating  to  buildings  in  New  York 
City.  In  that  year,  an  ordinance  was  enacted,  appointing  surveyors  of 
baildings  to  regulate  the  erection  of  new  houses  within  or  around  Uie  city 
of  New  Amsterdam.  This  ordinance  dealt  chiefly  with  chimney  firesL 
seeking  to  minimize  the  dangers  arying  from  improperly  constructed 
ohimneys. 

From  this  time  up  to  the  year  1849,  numerous  ordinances  of  different 
kinds  were  adopted,  relating  to  the  construction  of  buildings,  nearly  all 
^  them  for  the  purpose  of  reducing  the  danger  from  fire.  The  first  im- 
;|Knrtant  piece  of  legislation,  however,  in  reference  to  buildinss,  was  noi 
^oaoted  until  1849,  when  an  act  was  passed,  entitled  "  An  Act  for  the 
^iiore  effectual  prevention  of  fires  in  the  city  of  New  York."    This  law 
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dded  for,  in  a  veiY  detailed  manner^  the  way  in  which  new  buildings 

ild  be  construoted,  and  is,  practicallyi  the  basis  of  all  building  laws 

sted  since  that  time. 

In  1852  the  first  building  law  in  reference  to  the  city  of  Brooklyn 
was  passed,  forming  the  basis  of  the  Brooklyn  building  law.  In  this  law 
are  to  be  found  the  first  provisions  in  reference  to  furnishing  means  of 
egress  in  case  of  fire  in  buildings,  applying  to  tenement  houses  as  well  as 
to  buildings  of  other  kinds.  The  word  '<  tenement  house/'  however,  does 
not  occur  in  the  statutes  until  the  year  1862,  when  it  is  found  for  the 
first  time  in  Chapter  356  of  the  laws  of  that  year,  although  there  had  been 
numerous  provisions  before  that  time,  between  1852  and  1862,  in  refer- 
ence to  houses  occupied  by  more  than  three  families,  as  will  be  seen  from 
a  study  of  the  different  provisions  contained  in  this  report.  The  first 
tenement  law  was  passed  in  1867. 


ADMINISTRATION   OF   THB   XiAW 

THB  BUILDINa  XiAWS.  —  The  enforcement  of  the  building  laws  and 
ordinances  was  originally  vested  in  the  fire  wardens  of  the  city,  a  number 
of  men  appointed  in  each  ward  for  the  purpose  of  preventing  fires  and 
performing  in  certain  respects  functions  analogous  to  those  now  performed 
by  the  building  inspectors  and  the  fire  marshals. 

In  1844  the  fire  wardens  were  abolished,  and  their  duties  and  powers 
were  transferred  to  the  Police  Department.  In  1849  they  were  conferred 
on  the  assistant  engineers  of  the  Fire  Department,  where  the  responsibility 
for  enforcing  the  building  laws  remained  until  1862,  when  these  powers 
and  duties  were  transferred  to  the  newly  created  ''department  lor  the 
survey  and  inspection  of  buildings."  The  duty  of  enforcing  the  building 
laws  remained  in  this  department  until  1880,  at  which  time  the  depart- 
ment was  abolished  and  once  more  made  a  bureau  of  the  Fire  Depart- 
ment. The  Fire  Department  retained  these  powers  and  duties  until  1892, 
when  the  Bureau  of  the  Fire  Department  was  abolished  and  a  new 
Department  of  Buildings  was  created.  This  is  the  department  at  the 
present  time  vested  with  the  responsibility  and  duty  of  enforcing  the 
building  laws. 

THB  TENBMXniT  HOUSE  LAWS.  —  The  first  tenement  house  act, 
which  was  the  Act  of  1867,  placed  the  responsibility  for  its  enforcement  upon 
the  newly  created  Metropolitan  Board  of  Health,  and  the  Board  of  H^edth 
since  that  time  until  1892  has  had  almost  entirely  the  sole  responsibility 
for  enforcing  these  laws.  Such  provisions  of  the  general  building  laws 
as  affect  the  construction  of  builaings,  especially  with  a  view  to  the  pre- 
vention of  dangers  from  fire,  have  always  been  enforced  by  the  Building 
Department  or  its  equivalent  —  the  Bureau  of  Buildings  of  the  Fire 
Department  ^ 

The  second  tenement  house  act,  in  1879,  amended  the  Act  of  1867 
and  still  left  the  responsibility  for  its  enforcement  with  the  Board  of 
Health.  In  1892,  however,  when  the  Building  Department  was  created, 
besides  transferring  the  powers  and  duties  of  the  Bureau  of  Buildings  of 
the  Fire  Department  to  the  newly  created  Department  of  Buildings,  the 
powers  and  duties  of  the  Board  of  Health  in  relation  to  the  plumbing 
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and  drainage,  and  the  light  and  yentilation  of  new  buildings  were  also 
transferred  to  the  Building  Department^  simply  learing  with  the  Board 
of  Health  jurisdiction  over  these  subjects  as  thej  affected  old  buildings 
already  constructed.  The  new  tenement  house  act  of  1895  placed  the 
responsibility  for  its  enforcement,  so  far  as  it  affected  existing  buildingSi 
upon  the  Board  of  Health,  and  in  relation  to  new  tenement  houses  upon 
the  Department  of  Buildings,  and  this  division  of  responsibility  remains 
at  the  present  time,  having  been  continued  in  the  Greater  New  York 
Charter.  Certain  laws  in  relation  to  tenement  houses^  however,  also  place 
the  responsibility  for  their  enforcement  upon  the  Fire  Department — as 
for  example,  the  provision  that  fire-escapes  shall  not  be  encumbered ;  here 
there  is  a  divided  responsibility  for  the  enforcement  of  the  statute,  both 
the  Police  Department  and  the  Fire  Department  being  directed  to  enforce 
this  provision. 


ImAWB.  —  From  1804  to  1850  the  duty  of  enforcing  the 
health  nrovisions  in  reference  to  all  buildings  in  the  city  of  New  York 
was  lodged  with  the  "  City  Inspector ''  and  the  health  wardens  of  the 
dty.  The  health  wardens  were  men  appointed  in  each  ward,  charged 
with  the  duties  of  general  sanitary  inspection,  and  in  the  early  years,  the 
Board  of  Health,  as  it  was  then  constituted,  was  also  chiurged  with  the 
responsibility  for  cleaning  the  streets,  and  had  several  other  powers,  which 
it  aoes  not  now  possess.  In  1850  an  act  was  passed  transferring  all  the 
powers  then  vested  in  the  local  Board  of  Health  to  the  Mayor  and  Com- 
mon Council  of  the  city.  In  1866,  as  a  result  of  the  terrible  disclosures  of 
the  sanitary  condition  of  the  city,  made  by  the  Council  of  Hygiene,  the 
first  health  law  of  the  city  was  enacted.  This  law  took  away  from  the 
local  authorities  all  jurisdiction  over  the  health  of  the  city  and  vested  all 

Kwers  and  responsibilities  of  this  nature  in  a  newly  created  state  board, 
own  as  the  Metropolitan  Board  of  Health.  'This  law  is  one  of  the  most 
important  laws  that  has  ever  been  enacted  in  this  State  and  is  the  basis  of 
all  subsequent  health  and  sanitanr  laws,  not  onl^  in  New  York,  but  in  most 
of  the  other  American  cities.  Under  Uie  provisions  of  this  act,  the  Gov- 
ernor was  directed  within  fifteen  days  after  its  passage  to  appoint,  with 
the  concurrence  of  the  Senate,  four  persons,  who  should  be  residents  of 
the  metropolitan  district,  three  of  wnom  were  to  be  physicians  and  one 
who  was  to  be  a  resident  of  Brooklyn,  ^hese  four,  with  the  Health 
Officer  of  the  Port  of  New  York,  were  constituted,  for  the  time  being,  the 
Sanitary  Commissioners  of  the  metropolitan  district,  and  with  the  Com- 
missioners of  the  Metropolitan  Police,  who  should  never  exceed  four  in 
number,  they  constituted  the  Metropolitan  Board  of  Health.  The  Sani- 
tary Commissioners  were  to  hold  office  for  the  following  terms :  One  for 
one  year,  one  for  two  years,  one  for  three  years  and  one  for  four  years, 
and  until  their  successors  were  appointed.  After  the  expiration  of  these 
terms  the  term  of  office  of  future  sanitary  commissioners  was  to  be  four 
years,  and  thev  were  to  be  appointed  always  by  the  Governor,  with  the 
concurrence  of  the  Senate.  Any  vacancies  in  their  number  that  might 
occur  were  to  be  filled  in  a  similar  manner.  Each  Sanitary  Commissioiier 
was  to  receive  a  salary  of  92500  a  year,  and  each  police  commisdooer 
was  to  receive,  in  addition  to  bis  regular  salary,  the  sum  of  $500  a  year 
for  his  service  as  a  member  of  the  Board  of  Health.  In  order  to  insure 
a  full  attendance  at  all  of  the  meetings  of  the  Board,  it  was  provided  thai 
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for  eyery  regular  meeting  that  any  commissioner  should  fail  to  attend,  the 
sum  of  f  10  was  to  be  deducted  from  his  salary. 

The  President  of  the  Board  was  vested  with  all  the  powers  previously 
given  to  the  City  Inspector  in  reference  to  the  cleaning  of  the  streets,  and 
ti^e  Board  was  authorized  to  appoint  a  chief  executive  officer,  who  was  to 
be  an  experienced  and  skilful  physician,  to  be  known  as  the  Sanitary 
Superintendent.  The  Board  was  also  authorized  to  appoint  two  assistant 
superintendents,  one  of  whom  should  be  a  resident  of  the  city  of  Brook- 
lyn, and  who  was  to  perform  his  duties  in  that  city ;  also,  it  was  provided 
that  not  more  than  fifteen  sanitary  inspectors  might  be  appointed  by  the 
Board,  and  the  Board  was  authorized  to  prescribe  their  duties  and  the 
salary  of  each.  At  least  ten  of  these  inspectors  were  required  to  be  phy- 
sicians of  skill  and  of  practical  professional  experience,  and  the  rest  were 
to  be  selected  in  reference  to  their  practical  knowledge  of  scientific  or 
sanitary  matters.  Each  inspector  was  required  to  make  a  written  report 
of  his  work  to  the  Board  twice  a  week  and  was  also  required  to  call  the 
attention  of  the  Board  to  such  facts  as  came  within  his  personal  knowl- 
edge that  he  deemed  worthy  of  their  special  consideration.  The  Board 
was  also  authorized  to  employ  clerks  and  other  subordinates  as  well  as 
retain  attorneys  and  rent  and  e(|uip  offices,  etc. 

It  is  interesting  to  find  that  in  this  act  the  Board  of  Health  was  author- 
ized to  condemn  buildings  that  were  unfit  for  habitation  if  they  were  likely 
to  prove  injurious  to  the  public  health,  whether  they  were  so  unfit  from 
the  drainage  or  ventilation  thereof,  or  from  lack  of  repair,  or  any  other 
cause ;  and  the  Board  was  given  very  large  powers  to  order  any  building 
or  part  of  a  building  to  be  cleaned  or  altered  or  improved  as  might  be 
necessary.  It  was  also  distinctly  specified  that  it  should  be  the  duty  of 
every  owner  or  part  owner,  and  also  of  every  lessee,  tenant  and  occupant 
of  any  room  or  apartment  or  building  to  keep  the  same  thoroughly  clean. 
Any  person  violating  any  of  the  provisions  of  this  act  or  the  provisions 
of  any  law  or  ordinance  adopted  by  the  Board  of  Health  was  liable  to 
arrest,  and  such  violation  was  constituted  a  misdemeanor. 

In  the  presence  of  great  and  imminent  peril  to  the  public  health,  by 
reason  of  impending  pestilence,  the  Board  was  granted  very  unusual  and 
extraordinary  powers ;  but  such  powers  were  not  to  be  exercised  except 
with  the  written  assent  of  at  least  six  members  of  the  Board,  and  only 
after  a  public  proclamation  b^the  G^overnor  as  to  the  existence  of  such 
danger.  The  Board  was  also  authorized  to  establish  a  code  of  health  ordi- 
nances for  the  protection  of  the  public  health  in  the  district.  These  ordi- 
nances were  to  be  published  for  three  weeks,  at  least,  in  the  public  press 
before  they  should  take  effect.  The  law  also  provided  for  the  duties  and 
rights  of  the  employees  of  the  Department,  and  other  powers  of  the  Board 
not  especially  concerned  with  the  regulation  of  tenement  houses. 

In  1870  the  powers  vested  in  the  Metropolitan  Board  of  Health  by  the 
Act  of  1866  were  transferred  to  a  local  Board  of  Health  created  by  the  new 
charter  adopted  in  that  year.  This  local  Board  of  Health  succeeded  to  all 
the  powers  and  duties  of  the  State  Board,  and  the  enforcement  of  the  health 
laws  has  been  vested  in  this  local  body  without  change  since  that  time. 

ADDITIONAL  POWERS  OF  THE  BOARD  OF  HBALTH  AND 
DBPARTBOBNT  OF  BUILDINOS  TO  BCAKB  RBQUKATIONS.  —  The 
Tenement  House  Act  of  1867,  in  addition  to  the  specific  powers  which 


APPENDIX  VI  207 

were  given  to  the  Board  of  Ilealtli,  alao  vested  that  bodj  with  eertain 
diecretionarv  powers  to  make  rules  and  regulations  as  to  cellars  and 
as  to  ventilation,  when  the  Board  was  satisfied  that  such  regulations 
would  secure  equally  well  the  health  of  the  occupants,  and  provided 
that  such  regulations  should  not  be  inconsistent  with  the  provisions 
of  the  existing  laws.  These  powers  were  somewhat  added  to  in  1892, 
when  it  was  provided  that,  in  addition  to  the  power  to  make  regu- 
lations as  to  cellars  and  ventilation,  the  Board  should  also  have  power  to 
make  regulations  as  to  the  proportion  of  any  lot  to  be  covered  by  a  tene- 
ment or  lodging  house,  as  to  light  and  ventilation,  the  supply  of  water 
above  the  first  story,  and  the  use  of  such  buildings  for  a  stable  or  for  Uie 
storage  of  rags.  In  1895,  in  addition  to  these  powers  given  to  the  Board 
of  Health,  the  new  tenement  house  act  also  gave  to  the  Superintendent  of 
Buildings  the  power  to  make  rules  and  regulations  not  inconsistent  with 
the  other  provisions  of  the  act,  these  regulations  to  govern  the  arrange- 
ment and  distribution  of  the  uncovered  area,  the  size,  lighting,  location 
and  arrangement  of  air  shafts,  rooms,  cellars  and  halls ;  and  the  Superin- 
tendent  of  Buildings  was  also  empowered  to  modif v  or  change  these  regu- 
lations from  time  to  time.  These  powers  of  both  the  Board  of  H«dth  and 
the  Building  Department  were  continued  in  the  Greater  New  York  Charter, 
and  exist  at  the  present  day,  excepting  that  the  Department  of  Buildings 
no  longer  has  the  power  to  modify  or  change  the  regulations. 

(1867)— Chapter  908,  Section  18. 

'*  The  Metropolitan  Board  of  Health  shall  have  authority  to  make  other 
regulations  as  to  cellars  and  as  to  ventilation,  consistent  with  the  fore- 
going, where  it  shall  be  satisfied  that  such  regulations  will  secure  equally 
well  the  health  of  the  occupants." 

(1882) —Chapter  410,  Section  667.  —  Continued. 

(1888)  —  Brooklyn — Chapter  583,  Section  39.    (Brooklyn  ConeoL  Aot.)    Pro- 
Tieione  of  I»aw  of  1867,  retaaoted. 

(1892)— Chapter  329,  Section  1.     (Section  667,  ConeoL  Aot,  ementlert  aa 

foUowe) : 

"  The  Board  of  Health  shall  have  authority  within  present  provitionM  of 
the  law,  to  make  other  regulations  than  the  foregoing  in  special  cases  as 
to  the  proportion  of  any  lot  to  be  covered  by  any  tenement  or  lodging 
house,  as  to  cellars,  supply  of  water  above  the  first  floor  in  anv  house, 
and  the  providing  of  fixtures  therefor,  light  and  ventilation,  and  the  use 
of  buildings  or  premises  for  a  tenement  house,  for  a  school  or  stable,  or 
for  the  storaffe  of  rags,  when  it  shall  be  satisfied  that  such  regulations  will 
secure  equally  well  the  health  of  the  occupants  and  the  public  health, 
provided  however,  that  in  all  such  cases  any  modifications  made  by  such 
regulations  shall  be  in  accordance  with  the  conditions  of  a  permit  in  writ- 
ing, issued  by  the  said  board  of  health.'' 

(1895) —Chapter  567,  Section  B.    (Amende  Section  661,  ConeoL  Aot.) 

**  The  superintendent  of  buildings  is  hereby  empowered  and  directed 
to  make  rules  and  regulations  not  inconsistent  witn  the  requirements  of 
this  title,  and  which  in  addition  to  the  requirements  of  this  title  shall  be 
the  conditions  of  approval  for  the  plans  and  permits ;  these  rules  and  regu- 
lations shall  govern  Uie  arrangement  and  uistribution  of  the  uncovered 
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area,  sizei  lighting,  location  and  arrangement  of  shafts,  rooms,  cellars  and 
halls,  and  may  be  modified  or  changeof  from  time  to  time  by  the  superin- 
tendent of  buildings." 

(1895)  —  Chapter  567,  Section  12.    (Amends  Section  667,  ConsoL  Act.) 

<<  The  superintendent  of  buildings  shall  have  authority  to  make  other 
regulations  as  to  light  and  ventilation  of  all  new  tenement  or  lodging- 
houses  consistent  with  the  foregoing;  when  he  shall  be  satisfied  that  such 
regulations  will  secure  equally  well  the  health  and  safety  of  the  occupants ; 
likewise  the  board  of  health  shaU  have  authority  to  make  other  regula- 
tions as  to  cellars  and  as  to  ventilation  of  completed  buildings,  consistent 
with  the  foregoing,  where  it  shall  be  satisfied  that  such  regulations  will 
secure  equally  well  the  health  of  the  occupants." 

•(1897) —Chapter  378,  Greater  New  Tork  Charter,  Section  1304. 

"  Every  house,  building  or  portion  thereof  in  the  city  of  New  York, 
used,  occupied,  leased  or  rented  for  a  tenement  or  lodging-house  must 
conform  in  its  construction,  appurtenances  and  premises  to  the  require- 
ments of  this  title,  and  its  use  and  occupation  shall  be  regulated  subject  to 
the  ordinances  of  the  Sanitary  Code,  applicable  thereto,  and  the  orders  of 
the  bourd  of  health  duly  made,  pursuant  to  its  authori^,  duty  and  powers 
conferred  and  enjoined  upon  it  in  this  chapter." 

•(1897)  —  Chapter  378,  Ghreater  New  Tork  Charter,  Section  1323. 

Provisions  of  Section  12,  Chapter  567  of  the  laws  of  1895,  continued 
with  the  exception  that  the  words  <' superintendent  of  buildings"  are 
changed  to  <<  department  of  buildings." 

8ANITAR7  IN8PBCTOR8.  —  The  first  health  law  in  New  York  SUte, 
viz. :  that  enacted  in  18G0,  authorized  the  newly  created  Board  of  Health 
to  appoint  as  many  as  fifteen  sanitary  inspectors,  and  to  prescribe  their 
duties  and  regulate  their  salaries ;  ten  of  these  inspectors  were  required  to 
be  physicians  of  skill  and  of  practical  professional  experience  in  the 
cities  embraced  by  the  metropolitan  district,  and  the  remaining  inspectors 
were  to  be  selected  with  reference  to  their  practical  knowledge  of  scientific 
or  sanitary  matters ;  each  inspector  was  required  to  make  a  written  report 
twice  a  week  to  the  Board  of  Health,  stating  what  work  he  had  done,  and 
also  calling  the  attention  of  the  Board  to  any  matters  which  he  thought 
might  be  of  interest  to  them  and  to  the  public  health.  In  1887  this  pro- 
vision of  the  health  law  was  amended  by  increasing  the  number  of  sani- 
tary inspectors  from  fifteen  to  twenty-five,  and  the  number  of  those  who 
were  required  to  be  physicians  of  experience,  from  ten  to  twenty.  In  the 
same  year  another  act  was  passed,  at  a  later  date,  amending  this  law, 
which  provided  that  the  number  of  sanitary  inspectors  should  be  increased 
from  fifteen  to  a  number  not  exceeding  forty ;  and  of  these,  twenty  were 
to  be  physicians  of  skill  and  practical  experience.  In  1895,  in  the  amended 
tenement  house  law,  it  was  provided  that  the  number  of  sanitary  inspectors 
should  be  at  least  thirty-five,  and  that  the  Board  of  Health  should  have  the 
power  to  appoint  at  least  five  additional  inspectors  if  the  Board  deemed  it 
needfuL  In  the  Greater  New  York  Charter,  with  the  consolidation  of  the 
work  of  the  Health  Departments  of  Brooklyn  and  of  New  York  and  the 
other  boroughs,  it  became  necessary  to  increase  the  number  of  these 

•  Indicates  the  existing  law  in  1000. 
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•aoitarT  inspeoton ;  the  Charter  accordingly  increased  this  number  from 
thirt}r-five  to  fifty,  and  authorized  the  Board  of  HealA  to  appoint  twenty 
additional  sanitary  inspectors  whenever  the^  deemed  it  neeoful ;  also  the 
number  of  inspectors  required  to  be  physicians  of  skill  and  practice  was 
increased  from  twenty  to  thirty,  and  the  sanitary  inspectors  were  no 
longer  required  to  make  a  written  report  twice  a  week|  once  a  week  being 
deemed  sufficient 

(1866)  —  Chapter  74,  Section  U. 

**  The  Metropolitan  board  of  health  may  appoint  and  commission  such 
number  of  '  sanitary  inspectors '  as  the  board  may  deem  needful,  not  exceed- 
ing 15,  and,  from  time  to  time,  prescribe  the  duties  and  salaries  of  each  of 
said  inspectors,  and  the  place  of  their  performance  (and  of  all  other  per- 
sons exercising  any  authority  under  said  board  except  as  herein  especially 
provided)  ;  but  at  least  10  of  such  inspectors  shall  be  physicians  of  skill 
and  of  practical  professional  exiierience  in  said  district,  and  the  residue 
thereof  shall  be  selected  with  reference  to  their  practical  knowledge  of 
scientific  or  sanitary  matters,  which  may  especially  qualify  them  for  such 
inspectors.  Each  of  such  inspectors  shall,  twice  in  each  week,  make  a 
written  report  to  the  said  board,  statins  what  duties  he  has  performed, 
and  where  he  has  performed  them,  and  also  such  facts  as  have  come  to  his 
knowledge  connected  with  the  purposes  of  this  act,  as  are  by  him  deemed 
worthy  tLe  attention  of  said  board." 

(1862)  —  Chapter  410,  Section  568.  —  Continued. 

(1887)  —  Chapter  84,  Section  4.    (Amends  Section  568,  Cooeol.  Act.) 

Continued,  but  number  of  sanitary  inspectors  increased  from  16  to  26; 
number  of  same  to  be  physicians  increasea  from  10  to  20. 

(1887)  —  Chapter  489,  Section  1. 

Above  provision  amended  as  follows :  Number  of  sanitary  inspectors 
increased  from  15  to  ''  not  exceeding  40,"  number  of  same  to  be  physicians 
increased  from  10  to  20,  also  the  following  additional  clause  inserted: 
^The  additional  sanitary  inspectors  heretofore  duly  appointed  and  com- 
missioned may  be  included  among  the  sanitary  inspectors  mentioned  in 
this  section,  and  may  continue  to  act  as  such  without  re^ippointment  All 
of  the  said  inspectors  shall  have  such  practical  knowledge  of  scientific  or 
sanitary  matters  as  qualify  them  for  the  duties  of  their  office.'' 

(1895)  —  Chapter  567,  Section  3.     (Amends  Section  588,  CoimoL  Act.) 

**  The  board  of  health  shall  appoint  and  commission  at  least  36  sani- 
tary inspectors,  and  shall  have  power  to  appoint  five  additional  sanitary 
inspectors,  if  it  deems  that  number  needful,  and  from  time  to  time  pre- 
scribe the  duties  and  salaries  of  each  of  said  inspectors,  and  the  place  of  their 
performance  and  of  all  other  persons  exercising  any  authority  under  said 
Doard,  except  as  herein  especially  provided ;  but  twenty  of  such  inspectors 
shall  be  physicians  of  skill  and  of  practical  professional  experience  in  said 
city ;  the  additional  sanitary  inspectors  heretofore  duly  appointed  and 
commissioned  may  be  included  among  the  sanitary  inspectors  mentioned 
in  this  section,  and  majr  continue  to  act  as  such  without  re-appointment, 
but  nothing  herein  contained  shall  curtail  any  of  the  powers  vested  in  the 
health  department  by  section  580  of  this  act,  and  the  number  of  sanitary 
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inspectors  for  whom  provision  is  made  in  this  section  shall  be  exclusive  of 
the  special  inspectors  for  whom  provision  is  made  in  section  580.  All  of 
the  said  inspectors  shall  have  such  practical  knowledge  of  scientific  or 
sanitary  matters  as  qualify  them  for  the  duties  of  their  office.  Each 
of  said  inspectors  shall  twice  in  each  week,  make  a  written  report  to 
said  board  stating  what  duties  he  has  performed,  and  where  he  has  per- 
formed them,  and  also  such  facts  as  have  come  to  his  knowledge  connected 
with  the  purposes  of  this  chapter,  as  are  by  him  deemed  worthy  of  the 
attention  of  said  board,  or  such  as  its  regulations  may  require  of  him ; 
which  reports  with  the  other  reports  herein  elsewhere  mentioned  shall  be 
filed  among  the  records  of  the  said  board." 

«  (1897)  —  Chapter  378,  Qreater  New  Tork  Charter,  Chapter  19.  TiUe  1,  Beo- 
tlon  1185. 

Provisions  of  the  law  of  1895  continued  with  the  following  changes : 
Number  of  sanitary  inspectors  increased  from  at  least  35  to  at  least  50 ; 
number  of  additional  inspectors  authorized  to  be  appointed  increased  from 
5  to  20;  number  of  inspectors  to  be  physicians  of  skill  and  practice 
increased  from  20  to  30 ;  also  inspectors  only  required  to  make  a  report 
once  a  week  instead  of  twice  a  week. 

SANITAR7  POUCB. — In  1879,  in  the  amendment  to  the  tenement  house 
law,  provision  was  made  for  the  appointment  of  a  corps  of  sanitary  police 
for  the  purpose  of  enforcing  the  provisions  of  the  different  tenement  house 
acts,  it  being  found  that  very  oiten  a  uniformed  officer  was  much  more 
successful  in  such  work  than  the  ordinary  sanitary  inspector ;  accordingly, 
the  new  law  provided  that  the  Board  of  Police  might,  upon  requisition  of 
the  Board  of  Health,  detail  to  the  service  of  the  Health  Department  a  squad 
of  not  more  than  thirty  men  who  should  all  be  men  of  at  least  five  years' 
experience  on  the  police  force ;  and  the  Board  of  Health  was  required  to 
pay  the  salaries  of  such  policemen,  although  the  discipline  of  these  men 
was  left  entirely  with  the  police  commissioners ;  if  any  member  of  this 
company  was  not  satisfactory,  the  Board  of  Health  was  authorized  to  request 
the  detailing  of  another  man  in  his  place.  This  provision  of  the  law  was 
amended  in  the  following  jrear,  a  new  clause  being  added  authorizing  the 
Police  Department  to  appoint  additional  policemen  to  fill  the  vacancies 
caused  in  the  force  by  the  detailing  of  these  men  to  the  Board  of  Health. 
In  1887,  the  number  of  sanitary  \x}\ice  detailed  to  the  Board  of  Health  was 
increased  from  thirty  to  forty-five,  and  it  was  especially  provided  that  at 
least  fifteen  of  these  men  should  be  employed  exclusively  in  the  enforce- 
ment of  the  laws  relating  to  tenement  and  lodging  houses.  In  1895  the 
number  of  sanitary  police  was  increased  to  fifty,  and  the  number  of  men  to 
be  employed  exclusively  in  inspecting  tenement  and  lodging  houses 
was  increased  from  fifteen  to  twenty.  A  clause  was  also  add^  empower- 
ing the  Police  Department  to  appoint  twenty-five  additional  men  to 
fill  the  vacancies  created  in  the  police  force  by  this  detail.  It  was 
also  provided  that  the  sanitary  policemen  who  should  be  detailed  to 
the  service  of  the  Board  of  Health  should  be  selected  for  their  peculiar  fit- 
ness from  amongst  those  who  should  pass  a  civil  service  examination,  con- 
ducted by  the  Municipal  Civil  Service  Board.  With  the  consolidation  of 
the   different  communities  into  Greater  New  York,  in  1897,  it  became 

•  Indicates  the  exUting  law  in  1000. 
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necessary  to  increase  the  number  of  sanitary  police,  owing  to  the  increased 
territory  to  be  inspected.  The  Charter  provided,  therefore,  that  there 
should  be  at  least  fift^  and  not  more  than  one  hundred  sanitary  police 
detailed  to  the  Board  of  Health  by  the  Police  Department,  and  that  Uiese 
men  should  be  selected  for  their  peculiar  fitness,  and  that  at  least  thirty 
of  them  should  be  employed  exclusively  in  the  enforcement  of  the  laws 
relating  to  tenement  and  lodging  houses.  All  the  other  provisions  of  this 
law  in  reference  to  the  payment  and  discipline  of  the  men  were  reSnacted. 
These  provisions  of  the  Charter  constitute  the  present  law  (in  1900) 
upon  the  subject 

(1879)  —  Chapter  504,  Beotlon  5. 

**  The  board  of  jpolice  of  the  city  of  New  York,  upon  requisition  of  the 
board  of  health  of  the  city  of  New  York,  shall  detail  to  the  service  of 
the  said  board  of  health,  for  the  purpose  of  the  enforcement  of  the  pro- 
visions of  this  act,  and  of  Chapter  908  of  the  laws  of  1867,  in  said  city,  not 
exceeding  thirty  suitable  officers  and  men  of  experience,  of  at  least  five 
years'  service  in  the  police  force ;  provided  that  the  board  of  health  shall 
pay  monthly  to  the  lK)ard  of  police  a  sum  equal  to  the  pay  of  all  ofilcers 
and  men  so  detailed.  These  officers  and  men  shall  belong  to  the  sanitary 
company  of  police,  and  shall  report  to  the  president  of  the  board  of  h^th. 
The  bosurd  of  health  may  report  back  to  the  board  of  police,  for  punish- 
ment, any  member  of  said  company  guilty  of  any  breach  of  orders  or  dis- 
cipline or  of  neglecting  his  duty,  and  thereupon  the  board  of  police  may 
detail  another  officer  or  man  in  his  place;  and  the  discipline  of  said 
members  of  tlie  sanitary  company  shall  be  in  the  jurisdiction  of  the  board 
of  police ;  but  at  any  time  the  board  of  health  may  object  to  the  efficiency 
of  any  member  of  said  company,  and  thereupon  another  officer  or  man . 
may  be  detailed  in  his  place.'' 

(1880)  ^Cbaptar  399,  Beotlon  2.      (Section  5,  Chapter  504,  of  Um  I*aws  d 
1879,  unendod  by  adding  to  the  end  the  following  provialoa.) 

''The  board  of  police  shall  have  the  power,  and  it  shall  be  their  duty 
to  fill  all  vacancies  m  the  police  force  of  the  citv  caused  bv  the  detailing 
of  said  officers  and  men  uix>n  the  requisition  of  the  boanl  of  health,  and  to 
make  new  appointments  to  said  force  equal  in  number  to  the  officers  and 
men  now,  or  who  may  hereafter  be  detailed  to  tlie  service  of  the  board  of 
health  under  and  by  virtue  of  the  provisions  of  this  act" 

(1887)  —Chapter  84,  Beotion  1.     (Amends  SecUoo  296,  ConaoL  Act.) 

**  The  board  of  police  upon  the  requisition  of  the  board  of  health,  shall 
detail  to  the  service  of  the  said  board  of  health,  for  the  purpose  of  the  en* 
foroement  of  the  provisions  of  the  sanitary  code,  and  of  the  acts  relating 
to  tenement  and  lodging-houses,  not  exceeding  forty-five  suitable  officers 
and  men  of  experience  of  at  least  five  years'  service  in  the  police  force, 
provided  that  the  board  of  health  shall  iMty  monthly  to  the  board  of  polioe 
a  sum  equal  to  the  pay  of  all  officers  and  men  so  detailed.  At  least  fifteen 
of  the  officers  and  men  so  detailed  shall  be  employed  exclusively  in  the 
enforcement  of  the  laws  relating  to  tenement  and  lodging-houses.  These 
offioers  and  men  shall  belong  to  the  sanitary  company  of  police  and  shall 
report  to  the  president  of  the  board  of  health.  The  board  of  health  may 
report  back  to  the  board  of  police  for  punishment  any  member  of  said  com- 
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pany  guilty  of  any  breach  of  orders  or  discipline^  or  of  neglecting  his  duty, 
and  thereupon  the  board  of  police  may  detail  another  officer  or  man  in  his 
place,  and  uie  discipline  of  said  members  of  the  sanitary  company  shall  be 
in  the  jurisdiction  of  the  board  of  police,  but  at  any  time  the  board  of 
health  may  object  to  the  efficiency  of  any  member  of  said  sanitary  com- 
pany, and  thereupon  another  officer  or  man  may  be  detailed  in  his  place. 
The  board  of  police  shall  have  the  power,  and  it  shall  be  their  duty  to  fill 
all  vacancies  in  the  police  force  in  the  city  caused  by  the  detailing  of  said 
officers  and  men  upon  the  requisition  of  the  boara  of  health.  And  the 
board  of  police  are  hereby  authorized  and  empowered  to  appoint  fifteen 
additional  men  to  the  police  force  subject  to  all  the  rules  and  regulations 
relating  to  and  governing  the  appointment  of  patrolmen  in  said  city." 

(1895)  ~  Chapter  567,  fitootion  1.     (Amends  Section  296,  ConsoL  Act.) 

Provisions  of  Chapter  504  of  the  laws  of  1879  as  amended  by  Chapter 
399  of  the  laws  of  1880,  as  amended  by  Chapter  84  of  the  laws  of  1887, 
re^nacted  with  the  following  changes :  The  number  of  men  to  be  at  least 
fifty ;  with  a  further  provision  that  at  least  twenty  shall  be  employed  ex- 
clusively on  tenement  and  lodging-houses,  and  also,  bv  adding  at  the  end 
of  t^e  section  the  following  new  clause :  ''  and  the  boara  of  police  are  hereby 
authorized  and  empowered  to  appoint  twenty-five  additional  men  to  the 
police  force  subject  to  all  the  law,  rules  and  regulations  relating  to  and 
governing  the  appointment  of  patrolmen  in  said  city ;  and  the  officers  thus 
detailed  to  the  service  of  the  said  board  of  health  shall  be  selected  for  their 
peculiar  fitness  from  amongst  those  who  shall  pass  a  civil  service  exami- 
nation conducted  by  the  supervisory  board  of  commissioners  of  the  New 
York  municipal  civil  service.*' 

.  •  (1897)  —  Chapter  378,  Ghreater  New  York  Charter,  Section  1324. 

''  The  board  of  health  shall  make  requisition  upon  the  police  board  for 
the  detail  of  at  least  50  and  not  more  than  100  suitable  officers  and  men 
of  at  least  five  years'  service  in  the  police  force,  who  shall  be  selected  for 
their  peculiar  fitness,  for  the  enforcement  of  the  provisions  of  the  sanitary 
code  and  the  acts  relating  to  tenement  and  lodging-houses.  These  officers 
and  men  shall  be  detailed  to  such  service  by  the  police  board,  and  the 
department  of  health  shall  pay  to  the  police  department  monthly,  the 
amount  of  the  pay  of  the  officers  and  men  so  detailed,  who  shall  belong 
to  the  sanitary  company  of  the  police  and  shall  report  to  the  board  of 
health.  At  least  thirty  of  the  officers  and  men  so  detailed  shall  be  em- 
ployed exclusively  in  the  enforcement  of  the  laws  relating  to  tenement 
ana  lodging-houses.  The  board  of  health  may  report  back  to  the  police 
board  for  punishment,  any  member  of  said  company  guilty  of  anv  breach 
of  orders  or  discipline,  or  of  neglecting  his  duty,  and  thereupon  the  police 
board  shall  detail  another  officer  or  man  in  his  place,  and  the  discipline 
of  the  said  members  of  the  sanitary  companv  shall  be  in  the  jurisdiction 
of  the  police  department ;  but  at  an^  time  the  board  of  health  may  object  to 
the  efficiency  oi  any  member  of  said  sanitary  company  and  thereupon  an- 
other officer  or  man  shall  be  detailed  in  his  place." 

BNTRT  TO  TUNUMXINT  OR  LODGINO  HOUSXIS  —  RIOHT8  OF 
PUBZJC  OFFICIALS. — The  first  tenement  house  act  provides  very  speoifi- 

•  Indicates  the  ezirting  law  in  1000. 
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callj  that  all  pnblio  ofAoiaUy  sanitary  iiiBpeotors  and  others,  charged  with 
the  duty  of  enforcing  the  health  laws  or  the  tenement  house  laws,  shall 
ha^e  the  right  of  entry  to  all  buildings  in  the  performance  of  their  duties, 
and  the  owner,  lessee  and  occupant  of  every  tenement  house  is  especially 
charged  to  give  such  officials  free  access  to  their  house  and  to  every  part 
of  it  This  has  remained  the  law  unchanged  since  it  was  originally 
enacted. 

(1867)  —  Chapter  908,  Beotion  10. 

**  The  keeper  o^  any  lodging  house,  and  the  owner,  agent  of  the  owner, 
lessee,  and  occupant  of  any  tenement-house,  and  every  other  person  hav« 
ing  the  care  or  management  thereof  shall  at  all  times,  when  required  by 
any  officer  of  the  Metrbpolitan  board  of  health  or  by  any  officer  upon 
whom  any  duty  or  authority  is  conferred  by  this  act,  give  mm  free  access 
to  such  house  and  to  every  part  thereof.'' 

(1882)  — Chapter  410,  Beotion  65a  -^Contiiraed. 

(1867)  —  Chapter  84,  Beotion  8.  —  Continued. 

(1868) — Brooklyn  —  Chapter   563,   Beotion  32.     (Brooklyn  CooeoL   Aot.) 
Proiialoiie  of  the  Laii^  of  1867,  reinaoted. 

*  (1897)  —  Chapter  378,  Oreater  New  7ork  Charter,  Beotion  1314. 

"  The  keeper  of  any  lodging-house,  and  the  owner,  asent  of  the  owner, 
lessees  or  occupant  of  any  tenement-house,  and  every  other  person  having 
the  care  and  management  thereof,  shall,  at  all  times,  when  required  by 
any  officer  of  the  department  of  h^th,  or  by  any  officer  upon  whom  any 
duty  is  conferred  by  this  title,  give  him  free  access  to  such  house,  and  to 
every  part  thereof." 

nrepBcnoN  of  tenubcbnt  houbbs  at  ruqujulr  ihtbrvalb. 

— In  1887,  in  the  amended  tenement  house  act,  it  was  provided  that  the 
Board  of  Health  should  make  a  regular  semi-annual  inspection  of  every 
tenement  and  lodging  house  in  the  city ;  and  also  that  whenever  any 
order  had  been  made  by  the  Board  of  Health  concerning  a  tenement  or 
lodging  house,  a  reinspection  of  the  building  should  be  made  within  six 
days  idfter  the  Board  of  Health  was  informed  that  the  order  had  been 
complied  with.  This  is  the  present  law  upon  the  subiect  with  the  excep- 
tion that  the  Charter  re<^uires  that  such  reinspection  shall  be  made  within 
six  days  after  the  order  is  served,  instead  of  waiting  for  notice  that  it  has 
been  complied  with. 

(1887)  —Chapter  84,  Beotion  8. 

'<It  shall  be  the  duty  of  the  board  of  health  to  cause  a  careful  inspec- 
tion to  be  made  of  every  tenement  or  lodging-house  at  least  twice  in  each 
year.  And  whenever  the  board  of  health  has  made  any  order  concerning 
a  tenement  or  lod^ng-house,  it  shall  cause  a  re-inspection  to  be  made  of 
the  same  within  six  days  after  it  has  been  informed  that  the  order  has 
been  obeyed." 

*  (1867) — Chapter  378^  Oreater  New  7ork  Charter,  Beotloo  1314. 

Continued  with  the  following  change :  Last  word  "  obeyed  "  changed 
to  •'served.'* 

•  Indkatfls  the  eziaUng  Uw  fai  1000. 
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P08TIN0  OF  OWIVXIR'8  NAMB.  —  The  first  tenement  house  law  re- 
quiredy  among  other  things,  that  the  name  of  the  owner  and  also  of  the 
agent  of  every  tenement  house  should  be  posted  in  a  conspicuous  place  in 
the  public  hall  or  on  the  entrance  door  of  every  tenement  house.  This 
requirement  was  enacted  so  as  to  facilitate  the  work  of  the  Health  Depart- 
ment in  the  service  of  papers  upon  the  responsible  persons.  It  was  also 
felt  that  the  publicity  thus  given  would  have  the  effect  of  making  owners 
of  tenement  houses  more  careful  in  their  management,  and  would  prevent 
them  from  allowing  the  buildings  to  get  out  of  repair  and  prevent  the 
buildings  from  being  kept  in  an  improper  condition.  The  law  in  1887  was 
considerably  changed  and  very  much  strengthened,  the  new  law  requiring 
that,  instead  of  posting  the  owner's  name  on  the  door  of  Uie  house,  every 
owner  of  a  tenement  house  or  lodging-house  or  any  person  having  control 
of  it,  should  file  in  the  Department  of  Health  a  statement  containing  his 
name  and  address,  also  a  description  of  the  property  by  street  number,  or 
in  such  other  way  as  would  readily  identify  it ;  also  the  number  of  apart- 
ments in  each  building,  the  number  of  rooms  in  each  apartment,  the  num- 
ber of  families  occupying  each  apartment  and  the  trades  or  occupations 
carried  on  in  them ;  and  it  was  further  provided,  in  the  same  law,  that  all 
notices  and  orders  of  the  Board  of  Health  in  reference  to  tenement  or 
lod^ng-houses  should  be  deemed  sufficiently  served  if  a  copy  of  the 
notice  or  order  was  posted  in  a  conspicuous  place  in  the  house,  and  also 
if  an  additional  copy  was  mailed  to  the  owner  of  the  building  at  the 
address  given  in  his  statement  filed  at  the  Board  of  Health.  This  law 
was  amended  in  1895  by  a  further  provision,  requiring  that  in  case  of  a 
transfer  of  any  tenement  or  lodging  house,  the  name  of  the  new  owner 
should  be  filed  with  the  Board  of  Health  within  thirty  days,  and  imposing 
a  penalty  of  from  $10  to  $50  for  a  failure  to  file  such  notice.  These  pro- 
visions of  the  laws  of  1895  and  of  1887  have  been  re^nacted  in  the  Charter 
and  are  the  present  law  (in  1900)  upon  the  subject 

(1867)  — Ghaptw  908,  Section  9. 

"  Everv  tenement  or  lodging-house  shall  have  legiblv  posted  or  painted 
on  the  wall  or  door  in  the  entry,  or  some  public  accessible  place,  the  name 
and  address  of  the  owner  or  owners,  and  of  the  agent  or  agents,  or  any 
one  having  charge  of  the  renting  and  collecting  of  the  rents  for  the  same ; 
and  service  of  any  papers  required  by  this  act  or  by  any  proceedings  to 
enforce  any  of  its  provisions,  or  of  the  acts  relating  to  the  Metropolitan 
board  of  health,  or  the  department  for  the  survey  and  inspection  of  build- 
ings shall  be  sufficient  if  made  upon  the  person  or  persons  so  designated 
as  owner  or  owners,  agent  or  agents." 

(1882)  —  Ghaptw  410,  Section  657.  —  Continued. 

(1887)— Chapter  84,  fitootion  7.    (Previous  provision  repealed,  and  the  fol- 

lowinf  new  tiaotion  enacted. ) 

''  Every  0¥mer  of  a  tenement  or  lodging-house,  and  every  person  hav- 
ing control  of  a  tenement  or  lodging-house,  shall  file  in  the  board  of  health 
a  notice  containing  his  name  and  address,  and  also  a  description  of  the 
property  by  street  number,  or  otherwise  as  the  case  may  be,  in  such  man- 
ner as  will  enable  the  board  of  health  easily  to  find  the  same ;  and  also 
the  number  of  apartments  in  each  house,  tne  number  of  rooms  in  eaoh 
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apartment,  the  number  of  families  occupying  each  apartment  a.  id  the 
trades  or  oocupatious  carried  on  therein.  Every  person  claiming  to  have 
an  interest  in  any  tenement  or  lodging-house  may  nle  his  name  and  address 
in  the  department  of  health.  All  notices  and  orders  of  the  board  of  hwdth 
required  by  law  to  be  served  in  relation  to  a  tenement  or  lodging-house 
shall  be  served  by  posting  in  some  conspicuous  place  in  the  housCi  a  copy 
of  the  notice  or  order,  five  days  before  the  time  tor  doing  the  thing  in  rela- 
tion to  which  said  notice  or  order  was  issued.  The  posting  of  a  copy  of 
an  order  or  notice,  in  accordance  with  this  section,  shall  be  sufficient  ser- 
vice upon  the  owner  of  tlie  property  allected.  It  shall  be  the  duty  of  the 
board  of  health  to  cause  a  copy  of  every  such  notice  or  order  to  be  mailed, 
on  the  same  day  that  it  is  posted  in  the  house,  addressed  to  the  name  and 
address  of  each  person  who  has  filed  with  the  department  of  healtti,  the 
notioe  provided  for  in  this  section.'' 

(1888)— Brooklyn  — Chapter  583,   Beotion  31.      (Brooklyn  OooeoL  Aot.) 
Provieions  of  I»aw  of  1867,  retaaoted. 

(1895)  —  Chapter  567,  Beotion  6.  (Provlaions  of  Chapter  84,  fitootloo  7,  oi  the 
Xoiws  of  1887,  oontlniied  with  the  following  new  olanee  added.) 
"  In  case  of  a  transfer  of  any  tenement-house,  or  lodging-house,  it  shall 
be  the  duty  of  the  grantor  and  grantee  of  said  tenement  or  lodging-house 
to  file  in  Uie  department  of  h^th  a  notioe  of  such  transfer  stating  the 
name  of  the  new  owner  within  thirtv  days  after  such  transfer.  In  case 
of  the  devolution  of  said  property  bv  will,  it  shall  be  the  duty  of  the 
executor  and  of  the  devisee,  if  more  than  twenty -one  yeara  of  age,  and  in 
case  of  the  devolution  of  such  property  bv  inheritance  without  a  will,  it 
shall  be  the  duty  of  the  heirs,  or  in  case  all  of  tlie  heirs  are  under  ase,  it 
shall  be  the  duty  of  the  guardians  of  such  heirs,  and  in  case  said  heira 
have  no  guardians,  it  shall  be  the  duty  of  the  administrator  of  the  deceased 
owner  of  said  property  to  file  in  said  department  a  notioe  stating  the  death 
of  the  deceased  owner  and  the  names  ot  those  who  have  succeeded  to  his 
interest  in  said  property,  within  thirty  days  after  the  death  of  said 
decedent  in  case  he  died  intestate,  and  within  thirtv  days  after  the  pro- 
bate of  his  will,  if  he  died  testate.  A  failure  to  file  such  notice  snail 
make  said  property  and  the  ownen  thereof  liable  to  a  penalty  of  not  less 
than  910  nor  more  than  $50.  Said  penalty  may  be  collected  in  the  man- 
ner prescribed  in  section  665  of  this  acf 

•  (1897)  —  Chapter  378,  GhreatOT  New  Toik  Chaiter,  Bwitloo  1318.  —  Ooa- 


OWHBR'B  RBBPONBIBILITT.  —  The  main  responsibility  for  oom- 
pliance  with  the  different  provisions  of  the  tenement  house  acts  has  been  in 
all  cases  placed  upon  the  owner  of  the  tenement  house  primarily,  and  after 
him  on  the  lessee  of  the  whole  house  rather  than  upon  the  oocupant  of  the 
individual  apartment  or  set  of  rooms.  The  first  tenement  house  act  oon- 
tained  a  provision  to  this  effect,  and  such  provision  has  been  continued  in 
all  succeeding  acts.  It  was  also  provided  m  this  tenement  house  law  that 
if  the  date  of  the  erection  of  a  tenement  house  should  become  a  material 
fact  in  any  proceeding  on  the  part  of  the  Health  Department  to  enforce 

•  Indicates  the  ezkUng  Uw  fai  IMW. 


216  APPENDIX  VI 

the  law,  it  should  be  the  duty  of  the  owner  to  prove  the  date  of  the  erec- 
tion of  the  building  and  not  the  duty  of  the  Board  of  Health. 

(1867)  —  Chapter  908,  Seotioa  16. 

**  In  every  proceeding  for  a  violation  of  this  act,  and  in  every  such 
action  for  a  penalty,  it  shall  be  the  duty  of  the  owner  of  the  house  to 
prove  the  date  of  its  erection  or  conversion  to  its  existing  use,  if  tiiat 
tact  shall  become  material,  and  the  owner  shall  be  prima  facie,  the  per- 
son liable  to  pay  such  penalty,  and  after  him  the  person  who  is  the  lessee 
of  the  whole  house,  in  preference  to  the  tenant  or  lessee  of  a  part  thereof. 
In  anv  such  action  the  owner,  lessee  and  occupant  or  any  two  of  them, 
may  be  made  defendants,  and  judgment  may  be  given  against  the  one 
or  more  shown  to  be  liable,  as  if  he  or  they  were  sole  defendant  or 
defendants.'' 

(1879)  —Chapter  504,  Section  6. 

*^  In  every  proceeding  for  a  violation  of  this  act,  and  in  every  such 
action  for  a  penalty,  the  owner  shall  be  prima  facie,  the  person  liable  to 
pay  such  a  penal^,  and  after  him  the  person  who  is  the  lessee  of  the 
whole  house,  in  preference  to  the  tenant  or  lessee  of  a  part  thereof. 
In  any  such  action  the  owner,  lessee  and  occupant  or  any  two  of  them 
may  te  made  defendants,  and  judgment  may  be  given  against  the  one  or 
more  shown  to  be  liable  as  if  he  or  they  were  sole  defendant  or 
defendants." 

(1882)  —  Chapter  410,  Bectloa  665.    Provlsiona  of  Xoiw  of  1867,  oontlnaed. 

(1888)  —  Brooklyn  —  Chapter  583,  Beotlon  37.    ProvUions  of  Laws  of  1867, 
oontinuad. 

(1895)  —  Chapter  567,  Beotlon  11.     (Amends  Beotlon  665,  ConaoL  Aot.) 
—  Contlnnad. 

•(1897)— Chapter  378,  Qreatar  New  York  Charter,  Beotlon  1322.  —  Con- 
tinued. 

PUNXBHACmiT  FOR  VIOLATION  OF  THB  TENBMENT  HOX78B 
LAW. — The  Act  of  1867  made  a  violation  of  this  provision  a  misdemeanor, 
punishable  by  a  fine  of  not  less  than  910  or  more  than  9100,  or  by  im- 
prisonment for  not  more  than  ten  days  for  each  and  every  day  the  violation 
might  continue,  or  by  both  the  fine  and  imprisonment  in  the  discretion  of 
the  court  Any  person  violating  the  law  was  also  made  liable  to  a  further 
penalty  of  910  a  day  for  each  and  every  day  that  the  offence  should  continue, 
and  the  Board  of  Health  was  authorized  to  sue  for  and  collect  such  penalties, 
which  were  to  be  paid  over  to  the  treasurer  of  the  Board.  The  Act  of  1879 
amended  this  slightly,  requiring  that  the  penalties  when  recovered  should 
be  paid  over  to  the  City  Chamberlain  and  become  part  of  the  tenement 
house  fund ;  and  the  Act  of  1895  provided  that  the  penalty  should  be  paid 
to  the  Comptroller  instead  of  to  the  Chamberlain.  This  is  the  present  law 
upon  this  subject 

(1867)  —Chapter  908,  Beotlon  16. 

« Every  owner  or  other  person  violating  anv  provision  of  this  aot 
after  the  same  shall  take  effect,  shall  be  guilty  of  a  misdemeanor  punish- 

•  Indicates  the  eztsUng  law  in  1900. 
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able  by  a  fine  of  not  less  than  ten  dollars  nor  more  than  one  hundred 
dollars,  or  by  imprisonment  for  not  more  than  ten  days  for  eaob  and 
every  day  that  such  violation  shall  continue,  or  by  both  such  fine  and 
imprisonment  in  the  discretion  of  the  court.  He  shall  also  be  liable  to 
pay  a  penalty  of  ten  dollars  for  each  and  every  day  that  such  offense 
shall  continue.  Such  penalty  may  be  sued  for  and  recovered  by  the 
Metropolitan  board  of  health  and  when  recoyered  shall  be  paid  over  to 
the  treasurer  of  said  board.^ 

(1879)  —  Chapter  504,  Seotioo  6. 

**  Every  owner  or  other  person  violating  any  provisions  of  this  act 
shall  be  liable  to  pay  a  penalty  of  ten  dollars  for  each  and  every  day  that 
such  offense  shall  continue.  Such  penalty  may  be  sued  for  and  recovered 
b^  the  board  of  health,  and  when  recovered  shall  be  paid  over  to  the 
city  chamberlain,  and  become  part  of  the  tenement-house  fund.'' 

(1882)  —  ChaptMr  410,  Bmotkm  665.  —  Cootiinied. 

<1888)  —Brooklyn  —  Chapter  583,  Seotioo  37. 

**  Every  owner  or  other  person  violating  any  provisions  of  Sections 
24  to  36  both  inclusive  (tenement-house  law)  of  this  title  shall  be  guilty 
of  a  misdemeanor  punishable  by  a  fine  of  not  less  than  ten  dollars  nor 
more  than  one  hundred  dollars,  or  by  imprisonment  for  not  more  than 
ten  days  for  each  and  every  day  that  such  violation  shall  continue,  ot 
by  both  such  fine  and  imprisonment  in  the  discretion  of  the  court  He 
shall  also  be  liable  to  pay  a  penalty  of  ten  dollars  for  each  and  every 
day  that  such  offense  shall  continue.  Such  penalty  may  be  sued  for  and 
recovered  by  the  health  commissioner  and  wnen  recovered  shall  be  paid 
over  to  the  treasurer  of  the  city  of  Brooklyn." 

(1895)  —  Chapter  567,  Seotioo  U.     (Amends  8«>tioo  665,  CooeoL  Aot.) 

'*  Every  owner  or  other  person  violating  any  provision  of  thi^  title  shall 
be  guilty  of  a  misdemeanor,  punishable  by  a  fine  of  not  less  than  910  nor 
more  than  9100,  or  by  imprisonment  for  not  more  than  ten  days  for  each 
and  every  day  Uiat  such  violation  shall  continue,  or  by  both  such  fine  and 
imprisonment,  in  the  discretion  of  the  court  He  shall  also  be  liable  to 
pay  a  penalty  of  910  for  each  and  every  day  that  such  offense  shall  con- 
tinue. Such  penal^  may  be  sued  for  and  recovered  bv  the  board  of  health 
in  any  civil  tribunal  of  said  city,  and  when  recovered  shall  be  paid  over 
to  the  city  chamberlain^  and  become  part  of  the  tenement-house  fund, 
directed  by  section  194,  subdivision  9  of  this  act,  to  be  annually  appro- 
priated to  the  credit  of  the  health  department  and  to  be  expended  by  the 
board  of  health.  ...  No  part*  of  Chapter  275  of  the  laws  of  1892,  or  of 
any  other  act  shall  be  so  construed  as  to  abrogate  or  impair  the  power  of 
the  board  of  health  to  sue  for  and  recover  such  a  penalty  whether  the 
liability  to  pay  said  penalty  shall  arise  from  a  violation  of  the  laws,  ordi- 
nances or  sections  of  the  sanitary  code,  in  regard  to  light,  ventilation, 
plumbing  and  drainage,  so  far  as  the  same  affects  the  sanitary  condition 
of  the  premises;  and  except  that  the  department  of  buildings  of  the  city 
of  New  York  shall  have  jurisdiction  and  cognizance  over  all  matters  and 
things  in  this  title  contained  which  relate  to  the  construction  *  of  buildings 
or  structures  or  any  part  thereof,  and  as  to  light,  ventilation,  drainage  and 
plumbing.*    Any  penalty  *  for  a  violation  of  the  provisions  of  this  title  in 
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respect  to  the  matters  aforesaid*  shall  be  sned  for  and  reoovered  in  the 
same  manner  as  the  violations  of  the  building  laws  of  the  city  of  New 
York  are  now  sued  for  and  recovered  by  the  department  of  buildings  in 
the  city  of  New  York ;  and  said  penalty  so  collected  shall  be  paid  to  the 
comptroller'  of  the  city  of  New  xork  to  be  applied  as  other  penalties  col- 
lect^ by  said  department  are  applied." 

•  (1897)  —  Chapter  378,  Greater  New  York  Charter,  Section  1322. 

Provisions  of  the  law  of  1895  continued  with  the  following  slight 
changes :  Beginning  with  the  word  <'  and  "  after  the  word  **  chamberlain  "  ^ 
omit  idl  the  matter  from  there  down  to  the  beginning  of  the  words  ''No 
part " ;  •  also,  after  the  word  "  construction  "  •  insert  the  words  "  or  altera- 
tion ; "  also  after  the  word  **  plumbing  "  ^  insert  the  words  **  of  such  build- 
ings when  in  process  of  construction  or  alteration/'  After  the  word 
''  penalty  "  *  insert  the  words  ''  hereinabove  mentioned."  After  the  word 
«  aforesaid  "  *  insert  the  words  *'  within  the  jurisdiction  and  cognizance  of 
the  department  of  buildings."  For  the  word  ''  comptroller/' '  substitute 
the  word  <'  chamberlain." 

INJUNCTION  TO  RB8TRA1N  PERSONS  VIOLATINa  PROVISIONS 
OF  THB  TENHBIENT  HOUSB  LAW.  —  In  addition  to  the  other  remedies 
of  civil  and  criminal  actions  given  to  the  Board  of  Health  by  previous 
statutes,  the  Board  of  Health  in  1887  was  given  the  remedy  of  injunction  in 
certain  cases,  i,e.  where  there  was  any  violation  of  the  terms  and  conditions 
of  the  plan  for  any  tenement  or  lodging  house  approved  by  the  Board  of 
Health,  or  of  the  conditions  of  the  permit  granted  by  the  Board  for  the  light 
and  ventilation  of  the  buildings,  or  where  there  was  any  violation  of  the  pro- 
visions of  the  tenement  house  laws  in  reference  to  the  percentage  of  the  lot 
occupied,  the  amount  of  space  left  vacant  at  the  rear  of  the  building,  the 
amount  of  space  left  vacant  between  front  and  rear  tenement  houses,  and 
other  similar  provisions,  any  court  of  record  or  any  judge  or  justice  of  a  court 
of  record  was  authorized  to  restrain,  by  an  injunction  order,  the  further 
progress  of  the  building,  but  only  after  an  action  had  been  brought  by  the 
Heaith  Department  and  only  upon  proof  by  affidavit  of  such  violation,  and 
that  a  service  of  the  notice  of  the  violation  or  non-compliance  of  the  law  had 
been  made  upon  the  owner  or  builder  of  the  house,  or  other  person  superin- 
tending the  building  operations.  These  powers  of  the  Health  Department 
were,  m  1892,  transferred  to  the  Department  of  Buildings,  all  of  their 
powers,  in  relation  to  light  and  ventilation  in  new  buildings  being  vested 
in  the  new  Building  Department  Since  1892  there  has  been  no  change  ia 
the  law,  and  it  is  t£e  present  law  upon  this  subject. 

(1887)— Chapter  84,  Section  10. 

**  In  case  of  any  violation  of  the  provisions  of  this  section,  or  of  any 
failure  to  complv  with,  or  of  any  violation  of  the  terms  and  conditions  of 
the  plan  for  sucn  tenement  or  lodging-house  approved  by  the  said  board 
of  health,  or  of  the  conditions  of  the  permit  granted  by  the  board  of  health 
for  such  house,  or  for  the  air,  light  and  ventilation  of  the  same,  any  court 
of  record  or  any  judge  or  justice  thereof,  shall  have  power  at  any  time 
after  service  of  notice  of  violation,  or  of  non-compliance  of  the  owner^ 

•  lodlcatei  the  exUting  law  hi  1900. 
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builder,  or  other  person  superintending  the  building  or  oonTerting  of  anj 
said  house,  upon  proof  by  affidavit  of  any  violation  or  non-oompfiance  as 
aforesaid,  or  that  a  plan  for  the  light  and  ventilation  of  said  house  has 
not  been  approved  by  the  board  of  health,  to  restrain  by  injunction  order 
in  an  action  by  the  health  department  of  the  further  progress  of  anj  viola- 
tion as  aforesaid.  No  undertaking  shall  be  required  as  a  condition  ot 
granting  an  injunction,  or  by  reason  thereof." 

(1887)  —  OhmptMr  288,  Beotlon  1.  —  ContlmMd. 

(1891)  —  ChaptMT  204,  Beotloo  1.— Oontiiraed. 

(1892)  —  Chapter  238,  Sectioo  1.  —  Oontimied. 

(1895)  —  Brooklyn  —  OhmptMr  539,  Beotloo  1.    (Amends  Beotloii  55,  Coimol. 
Act.)  —  OooUmied. 


(1895)  — ChaptOT  567,  Bw>tloo  8.     (Ameods   Beotloo    661,  CoosoL  Act.) 
—  Oontlmied. 

(1896)  —  Brooklyn — Chapter  355,  Beotloo  1.     (Amends  Beotlon  55 ,  Brooklyn 
ConeoL  Aot. )  —  Oontlmied. 

•(1897)  —  Chaptmr  378,  Oreater  New  York  ChaitMr,  Beotlon  1318. 

Continued  with  the  following  addition :  After  the  word  "  by  "  and 
before  the  words  <' board  of  hcN^th"  insert  the  words  ''department  of 
buildings  or  by." 

BOARD  OF  APPBAIi.  —  Since  the  creation  of  the  Department  of 
Building^,  in  1862,  there  has  always  been  some  body  vested  with  the  power 
of  modifying  or  setting  aside  the  law  in  special  cases.  The  act  of  1SG2 
gave  to  the  ''department  for  the  survey  and  inspection  of  buildings"  full 
power  in  reference  to  the  manner  of  construction,  kind  or  (juality  of 
materials  to  be  used  in  the  erection  of  any  building  in  the  city,  where 
the  law  did  not  specifically  provide  for  it,  and  the  Department  was  also 
authorized  to  make  ail  materials  and  methods  of  construction  conform  to 
the  true  intent,  meaning  and  spirit  of  the  building  lawa  In  addition,  the 
Department  was  given  discretionary  power  to  modify  or  vary  any  of  the 
provisions  of  the  act  in  special  cases,  but  anlif  where  it  did  noi  cav^iei  with 
public  Bofety  or  the  ptiblic  good,  in  order  that  substantial  justice  miffht  be 
dcme  and  the  apirit  of  the  law  conservedy  but  such  modification  could  only 
be  granted  upon  an  order  being  obtained  from  the  Supreme  Courts  after  a 
sworn  petition  had  been  made  to  the  court  setting  forth  the  reasons  wh^ 
the  jprovisions  of  the  law  should  be  modified  in  each  special  case.  This 
provision  of  the  law  of  1862  was  reCnacted  in  the  building  law  of  1866 
and  again  in  1871,  but  was  in  1874  very  materially  changed.  The  new 
act  took  away  from  the  Supreme  Court  the  power  to  modifv  the  law  and 
vested  this  power  in  a  newly  created  "  board  of  examiQers."  This  Boi^d 
of  Examiners  was  constituted  in  the  following  manner :  Its  members 
consisted  of  the  Superintendent  of  Buildings,  a  representative  of  the 
examining  committee  of  the  New  York  Chapter  of  the  American 
Institute  of  Architects,  one  of  the  ex-presidents  of  the  New  York 
Board  of  Underwriters  and  two  members  of  the  Mechanics  and  Traders* 
Kiehange,  one  of  whom  was  required  to  be  a  master  carpenter  and  one  a 

•  Indicates  the  exisUng  law  In  1000. 
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master  mason,  and  all  of  these  persons  were  to  be  selected  by  their  respect- 
iye  organizations,  excepting,  of  course,  the  Superintendent  of  Buildings. 
The  law  provided  in  no  way  for  the  removal  of  the  members  of  this  Board, 
but  allowed  the  Board  to  perpetuate  itself  from  year  to  year.  The  same 
law  also  required  that  no  application  to  modify  the  law  should  be  passed 
imless  it  received  at  least  tnree  affirmative  votes  of  the  Board ;  also  that 
no  member  of  the  Board  should  pass  upon  any  question  in  which  he  was 
pecuniarily  interested.  The  Board  was  to  meet  upon  the  call  of  the 
Superintendent  of  Buildings,  and  each  member,  excepting  the  Superintend- 
ent, was  to  receive  ten  dollars  for  each  meeting  that  he  attended,  but  ia 
no  case  were  they  to  receive  compensation  for  more  than  two  meetings  in 
any  month.  In  1882  this  law  was  slightly  changed,  the  chief  clerk  of  the 
Bureau  of  Buildings  of  the  Fire  Department  acting  as  clerk  of  the  Board, 
instead  of  the  Superintendent  of  Buildings.  In  1885,  however,  the  law 
was  very  much  modified,  the  powers  of  the  Superintendent  of  Buildings  to 
vary  or  modify  the  provisions  of  the  laws  being  very  much  restricted. 
This  power  was  to  be  exercised  only  in  case  of  alterations  to  old  buildings, 
in  the  use  of  party  walls  belonging  to  different  owners  where  the  party 
walls  could  not  be  taken  down ;  and  generally,  only  where  there  were 
practical  difficuUies  in  the  way  of  carrying  out  the  strict  letter  of  the  laWf 
the  purpose  of  the  modifications  being  to  see  that  the  spirit  of  the  law  was 
observea  and  public  safety  secured  and  substantial  justice  done.  It  was 
further  provided  that  no  modification  of  the  law  should  be  permitted  unless 
a  record  of  it  was  kept  by  the  Superintendent  of  Buildings  and  a  certificate 
issued  to  the  person  applving  for  the  modification,  and  such  certificate 
was  not  to  be  issued  until  it  had  first  been  passed  upon  by  the  Board 
of  Examiners  appointed  under  the  Act  of  1874 ;  the  composition  of  this 
Board  was  in  tnis  year  somewhat  changed.  The  two  members  of  the 
Mechanics  and  Traders'  Exchange  were  no  longer  required  to  be  carpenters 
and  masons,  and  a  member  of  the  Society  of  Architectural  Iron  Manufacture 
ers,  and  a  member  of  the  Real  Estate  Owners  and  Builders'  Association 
were  added  to  the  members  of  the  Board.  In  the  new  Board,  four  affirma- 
tive votes  were  necessary  to  pass  an  application  instead  of  three.  In 
addition  to  the  reasons  above  set  forth  for  modifying  the  law,  it  was 
further  provided  that  in  cases  where  it  was  claimed  bv  the  owner  of  the 
building  or  his  representative,  that  the  provisions  of  the  building  law  did 
not  directly  apply  to  the  form  of  construction  he  desired  to  use,  or  that  an 
equallv  good  and  more  desirable  form  of  construction  could  be  employed 
than  that  re(|uired  by  the  law,  then  the  owner  was  given  the  right  to 
present  a  petition  to  tne  Board  of  Examiners,  asking  to  be  authorized  to 
use  such  a  form  of  construction,  and  the  Board  was  empowered  to  grant  or 
reject  his  petition,  and  it  was  also  added  that  their  decision  should  be 
final.  In  1892  this  part  of  the  law  was  again  changed,  and  the  law 
materially  weakened ;  the  previous  act  had  permitted  modifications  of  the 
law  only  in  cases  of  alterations  to  old  buildings  in  the  use  of  party  walls 
belonging  to  different  owners,  where  the  party  walls  could  not  be  taken 
down ;  this  provision  was  stricken  from  the  new  law.  The  chief  of  the 
Fire  Department  was  added  to  the  Board,  and  five  affirmative  votes  were 
oonsidered  necessary  instead  of  four  to  the  granting  of  any  application,  and 
the  Superintendent  of  Buildings  and  the  Chief  Clerk  of  the  Buuding  Depart- 
ment were  authorized  to  receive  compensation  at  the  rate  of  ten  dollars  a 
day  in  addition  to  their  other  salaries  for  each  meeting  that  they  might 
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mtteucL  The  Qreater  New  York  Charter  reOnaoted  most  of  the  provisions 
of  the  law  of  1892  in  reference  to  this  sobjeot  though  in  a  slightly 
modified  form ;  it  gave  to  each  Commissioner  of  Buildings  the  power  to 
pass  upon  any  question  relating  to  the  manner  of  construction  or  the  kind 
of  materials  to  be  used  in  the  erection  of  any  building,  and  to  require  that 
such  materials  and  manner  of  oonstruction  should  conform  to  the  true  intent 
of  the  building  laws,  and  in  case  the  commissioner  should  reject  or  refuse 
to  approve  any  special  form  of  oonstruction,  then  the  owner  of  the  build- 
ing was  authorized  to  appeal  from  his  decision  to  the  Board  of  Buildings 
(wnich  was  composed  of  the  three  commissioners^ ;  but  no  such  i^peal 
could  be  made  except  where  the  amount  of  money  involved  by  the  decision 
exceeded  the  sum  of  91000.  This  provision  of  the  law,  however, 
applied  only  to  the  boroughs  of  Brooklyn,  Queens  and  Richmond, 
but  not  to  the  boroughs  of  Manhattan  and  the  Bronx;  in  the  latter 
boroughs  any  appeal  from  the  decision  of  the  commissioner  is  required  to  be 
taken  to  the  Board  of  Examiners,  created  by  the  Act  of  1874,  and  added  to  by 
subsequent  acts.  The  law  sets  forth  in  considerable  detail  the  conditions 
under  which  such  appeals  may  be  taken,  and  provides  that  the  decision  of 
the  Board  of  Buildings  in  the  boroughs  of  Brooklyn,  Queens  and  Richmond 
and  the  decision  of  the  Board  of  Examiners  in  the  boroughs  of  Manhattan 
and  the  Bronx  shall  be  final,  and  that  no  other  appeal  may  be  made. 
Another  section  of  the  Charter  also  gives  to  each  Commissioner  of  Build- 
ings, with  the  approval  of  the  other  two  commissioners,  the  power  to  vary 
or  modify  any  rule  or  regulation  of  the  Board  of  Buildings,  and  also  the 
power  to  vary  or  modify  any  existing  law  or  ordinance  relating  to  the 
construction  of  buildings,  where  there  are  practical  difficulties  in  the  way 
of  carrying  out  tlie  strict  letter  of  the  law,  so  that  tlie  spirit  of  the  law 
may  be  observed  and  public  safety  secured  and  substantial  justice  done, 
but  no  such  variation  of  the  statute  is  to  be  allowed  except  by  a  vote  of  a 
majoribr  of  the  Board  of  Buildinj^s. 

The  Building  Code,  a  local  ordinance  adopted  in  1899  by  the  Municipal 
Assembly  (under  authority  vested  in  it  by  Section  647  of  the  Greater  New 
York  Charter),  provides  also  that  each  Commissioner  of  Buildings  shall 
have  power,  witn  the  approval  of  the  Board  of  Buildings,  to  vary,  not 
only  any  existing  law  or  ordinance,  but  also  any  of  the  provisions  of 
Chapter  12  of  the  Greater  New  York  Charter,  in  relation  to  the  ereo- 
tion  of  buildings,  pursuant  to  the  provisions  of  Section  650  of  the  Charter 
above  quoted.  Tlie  act  also  provides  tliat  the  Board  of  Examiners  for 
the  boroughs  of  Manhattan  and  the  Bronx  shall  be  continued  as  provided 
for  in  the  Charter  and  in  the  previous  acts. 

(1862)  —  ChaptMT  356,  Beotlon  36. 

'*  Tlie  deimrtnicnt  created  under  this  act  (the  deputment  for  the  survey 
and  inspection  of  buildings)  shall  have  full  power  in  passing  upon  any 
question  relative  to  the  moae,  manner  of  construction  or  materials  to  be 
used  in  the  erection,  alteration,  or  repair  of  anjr  building  in  the  city  of 
New  York,  where  the  same  is  not  specially  provided  for  herein  to  make 
the  same  conform  to  the  true  intent,  meaning  and  spirit  of  the  several 
provisions  thereof ;  and  shall  also  have  discretionary  power  upon  applica- 
tion therefor  to  modify  or  vary  anv  of  the  several  provisions  of  tnis  act 
to  meet  the  requirements  of  special  cases,  where  the  same  do  not  oonflict 
with  public  safety  and  the  public  good,  so  that  substantial  jnstioe  may  be 
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done;  but  no  suoh  deviation  shall  be  permitted  except  a  record  of  the 
same  shall  be  kept  by  said  department,  and  a  certificate  be  first  issued  to 
the  party  applying  for  the  same,  such  certificate  shall  be  issued  only  upon 
an  order  first  being  obtained  therefor  upon  a  sworn  petition  setting  forth 
the  facts  upon  application  to  a  special  term  of  the  supreme  court  in  the 
city  of  New  YorlL,  said  supreme  court  hereby  being  authorized  to  grant 
such  order  in  its  discretion." 

(1866)  —  Chapter  873,  Section  33.  —  Oontinued. 

(1871)  —  Chapter  625,  Section  31.  -^  Continadd. 

(1874)  —  Chapter  547,  Section  8. 

Provisions  of  previous  laws  amended  as  follows :  The  provision  giving 
to  the  Department  of  Buildings  the  power  to  modify  the  law  re^nacted, 
down  to  tne  words  ''applying  for  the  same,''  ^  the  rest  of  this  section  is 
very  materially  changed,  the  supreme  court  no  longer  being  the  body  to 
grant  such  changes  in  the  law.    The  following  section  is  all  new  matter :  — 

''Such  certificates  shall  be  issued  only  upon  an  application  setting 
forth  the  facts  sworn  to  by  the  applicant,  and  after  said  application  shali 
have  been  passed  upon  favorably  by  a  board  of  examiners  consisting  of 
the  superintendent  of  buildings,  a  member  of  the  examining  committee 
of  the  New  York  Chapter  of  American  Institute  of  Architects,  one  of  the 
ex-presidents  of  the  New  York  Board  of  Underwriters,  and  two  members 
of  the  Mechanics  &  Traders'  Exchange  of  said  city,  one  of  the  latter  of 
whom  shall  be  a  master  carpenter  and  one  a  master  mason;  all  of  whom, 
except  said  superintendent  shall  be  selected  by  their  respective  organiza- 
tions, and  so  certified  by  the  proper  officers  to  the  said  superintendent ; 
no  application  shall  be  considered  as  passed  by  said  board  unless  the  same 
receive  three  affirmative  votes ;  no  member  of  said  board  shall  pass  upon 
any  question  in  which  he  is  pecuniarily  interested.  The  said  board  shall 
meet  upon  notice  from  the  said  superintendent  who  shall  be  chairman  of 
the  board,  and  shall  keep  the  record  of  its  proceedings,  which  shall  be 
filed  in  the  office  of  the  said  department.  The  members  of  said  board, 
excepting  the  said  superintendent,  shall  each  be  entitled  to  and  shidl 
receive  $10  for  each  attendance  at  a  meeting  of  said  boaixl  to  be  paid  by 
the  comptroller  of  the  city  of  New  York  from  the  contingent  fund  of  said 
department  upon  the  voucher  of  said  superintendent,  but  in  no  case  shidl 
they  be  entitled  to  receive  compensation  for  more  than  two  meetings  in 
any  one  month." 

(1882)  —  Chapter  410,  Section  504. 

Provisions  of  the  law  of  1874  continued  with  the  following  slight 
changes:  Wherever  the  word  "superintendent"  occurs,  substitute  the 
word  "  inspector,"  and  wherever  the  words  "  building  department "  occur 
substitute  the  words  "bureau  of  buildings  of  the  fire  department;"  also, 
instead  of  the  Superintendent  of  Buildings  being  required  to  act  as  clerk 
of  the  Board  of  Examiners  it  is  provided  that  the  Chief  Clerk  of  the  Bureau 
of  Buildings  shall  act  as  clerk  of  the  said  Board  and  keep  the  record  of  its 
proceedings. 

(1885)  —  Chapter  456,  Section  31. 

"The  superintendent  of  buildings  shall  have  full  power  (except  as 
herein  otherwise  provided  for)  in  passing  upon  any  question  relative  to 
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the  mode,  maimer  of  construction,  or  materials  to  be  used  in  the  erection 
or  alteration  of  any  building  or  other  structure  prorided  for  in  this  title, 
in  anpr  part  of  the  ci^  of  New  York,  to  make  the  same  to  conform  to  the 
true  intent  and  meaning  of  the  sereral  provisions  thereof.  He  shall  idso 
hare  power  to  vary  or  modify  the  provisions  of  this  title,  upon  application 
therefor  in  wntinff,  only  in  case  of  alteration  of  old  buildings,  or  the  use 
of  party  walls  belonging  to  different  owners,  where  the  same  cannot  be 
taken  down,  and  where  there  are  practical  difficulties  in  the  way  of  carry- 
ing out  the  strict  letter  of  this  law,  so  that  the  spirit  of  the  law  is  observed, 
the  public  safety  secured,  and  substantial  justice  done ;  but  no  such  devia- 
tion shall  be  permitted  except  a  record  of  the  same  shall  be  kept  by  the 
said  superintendent  of  buildings,  and  a  certificate  be  first  issued  to  the 
party  applying  for  the  same ;  such  certificate  shall  not  be  issued  until  a 
Doard  of  examiners  consisting  of  a  member  of  the  New  York  chapter  of 
American  Institute  of  Architects,  one  member  of  the  New  York  Board  of 
Underwriters,  two  members  of  the  Mechanics  and  Traders'  Exchange 
of  said  city,  one  member  of  the  Society  of  Architectural  Iron  Manufac- 
turers of  said  city,  and  one  member  of  the  Real  Estate  Owners  and 
Builders'  Association  of  said  citv,  who  shall  be  an  architect  or  builder,  all 
of  whom  shall  be  ap^iointed  by  their  respective  organizations  (and  so  certi- 
fied to  annually  to  said  superintendent  of  buildings)  shall  also  approve  the 
proposed  modifications  of  the  law.  The  said  examiners  shall  eacn  take  the 
usual  oath  of  office  before  entering  upon  the  performance  of  their  duties. 
The  superintendent  shall  be  ex-officio  a  member  of  said  board  and  be  chair- 
man thereof.  No  vote  of  concurrence  shall  be  passed  by  said  board  unless 
the  same  shall  receive  four  affirmative  votes.  In  cases  in  which  it  is 
claimed  by  an  owner,  in  person  or  by  his  representative,  that  the  pro- 
visions of  this  title  do  not  directly  apply,  or  that  an  equally  good  and 
more  desirable  form  of  construction  can  be  employed  in  any  specific  case 
than  that  required  by  this  title,  then  such  person  shall  have  tne  right  to 
present  a  petition  to  the  board  of  examiners,  and  may  appear  before  said 
Doard  and  be  heard ;  and  said  board  shall  consider  such  petition  in  its 
regular  order  of  business,  and  as  soon  as  practicable  render  a  decision 
thereon.  The  said  board  of  examiners  are  hereby  suthorized  and 
empowered  to  mnt  or  reject  such  petition,  and  their  decision  shall  be 
final.  If  such  decision  is  favorable  to  said  petitioner  a  certificate  shall  be 
issued  by  the  superintendent  of  buildings  in  accordance  therewith.  No 
member  of  said  board  shall  pass  upon  any  question  in  which  he  is  pecunia- 
rily interested.  The  said  board  shall  meet  once  in  each  week  upon  notice 
from  the  superintendent  of  building^.  The  chief  clerk  in  the  office  of  the 
superintendent  of  buildings  shall  be  clerk  of  said  board,  and  shall  keep  a 
record  of  its  proceedings,  which  shall  be  kept  in  the  office  of  the  superin- 
tendent of  buildings.  The  members  of  said  board,  exceptins  the  superin- 
tendent, shall  each  be  entitled  to  and  shall  receive  ten  dollars  for  each 
attendance  of  a  meeting  of  said  board,  to  be  paid  by  the  comptroller  from 
the  contingent  fund  upon  the  voucher  of  the  superintendent  of  buildings, 
certified  to  by  the  board  of  fire  commissioners." 

(1892)  —  Chapter  275.  Seotloii  40. 

Provisions  of  the  law  of  1885  amended  as  follows :  After  the  words 
**he  shall  liso  have  power  to  vaij  or  modifv  the  provisions  of  this  title 
upon  application  therefor  in  writing,"  the  following  clause  in  the  law  of 
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1885  has  been  omittedi  **  only  in  case  of  alteration  of  old  buildingSi  or  the 
use  of  x>arty  walls  belonging  to  different  owners,  where  the  same  cannot 
be  taken  down  " ;  also,  the  new  law  requires  that  such  application  shall  be 
made  by  an  owner  of  the  building  or  structure  or  his  representative.  The 
law  of  1892  idso  provides  that  of  the  two  members  of  the  Mechanics  and 
Traders'  Exchange  on  the  Board  of  Examiners  one  shall  be  a  master 
mason  and  one  a  master  carpenter,  and  also  the  Chief  of  the  Fire  Depart- 
ment is  added  to  the  members  of  the  board.  Five  affirmative  votes  in  the 
new  law  are  considered  necessary  to  the  granting  of  an  application  instead 
of  four ;  also  in  the  new  law  the  Superintendent  of  Buildings  is  to  reoei ve 
compensation  at  the  rate  of  ten  dollars  a  day  for  each  meeting  that  he  may 
attend,  as  is  also  the  chief  clerk  of  the  Building  Department  The  other 
provisions  of  the  law  are  continued  without  change. 

•(1897)— Ohaptar  378,  Oroftter  New  York  Charter,  Chapter  12,  Beottons 
648-650. 

<<  Each  commissioner  shall  have  power  and  it  shall  be  his  duty,  subject 
to  the  provisions  of  law  and  the  ordinances  of  the  municipal  assembly 
and  the  general  rules  and  regulations  established  by  the  board,  to  pass 
upon  any  question  relative  to  the  mode,  manner  of  construction  or  mate- 
rials to  be  used  in  the  erection  or  alteration  of  any  building  or  other 
structure  erected  or  to  be  erected  within  the  borough  or  boroughs  under 
his  jurisdiction  which  is  included  within  the  provisions  of  this  chapter  or 
of  any  existing  law  applicable  to  such  borougn  or  boroughs  relating  to  the 
construction,  alteration  or  removal  of  buildings  or  other  structures,  and  to 
require  that  such  mode,  manner  of  construction,  or  materials  shall  conform 
to  the  true  intent  and  meaning  of  the  several  provisions  of  this  chapter 
and  of  the  laws  and  ordinances  aforesaid  and  the  rules  and  regulations 
established  by  the  board.  Whenever  a  commissioner  to  whom  such  ques- 
tion has  been  submitted  shall  reject  or  refuse  to  approve  the  mode,  manner 
of  construction  or  materials  proposed  to  be  followed  or  used  in  the  erection 
or  alteration  of  anv  such  building  or  structure,  or  when  it  is  claimed  that 
the  rules  and  regulations  of  the  board  or  the  provisions  of  law  or  of  said 
ordinances  do  not  apply  or  that  an  equally  good  and  more  desirable  form 
of  construction  can  be  emploved  in  any  specific  case,  the  owner  of  such 
building  or  structure,  or  his  duly  authorized  agent,  may  appeal  from  the 
decision  of  such  commissioner  to  the  board  in  any  case  where  the  amount 
involved  by  such  decision  shall  exceed  the  sum  of  one  thousand  dollars ; 
provided,  however,  that  in  the  boroughs  of  Manhattan  and  the  Bronx  such 
appeal  shall  be  taken  to  the  board  of  examiners,  established  by  chapter 
456  of  the  laws  of  1885  and  the  several  acts  amendatory  thereof  or  sup- 
plemental thereto.  The  commissioner  for  the  boroughs  of  Manhattan  and 
the  Bronx  shall  be  ex-officio  a  member  and  the  chairman  of  said  board  of 
examiners.  The  other  members  of  said  board  of  examiners  shall  be  the 
persons  mentioned  and  described  in  section  31  of  said  chapter  456  of  the 
laws  of  1885  and  the  several  acts  amendatory  thereof  or  supplemental 
thereto.  The  appeal  authorized  by  this  section  may  be  taken  within  ten 
days  from  the  entry  of  a  decision  upon  the  records  of  the  commissioner 
by  filing  with  the  commissioner  rendering  such  decision  and  with  the  sec- 
retary of  the  board  established  by  this  act  or  with  the  clerk  of  the  bcMird 
of  examiners,  as  the  case  may  tie,  a  notice  of  appeal  stating  specifically 

•  Indicatet  the  exIsUng  law  in  1000. 
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the  aaestions  which  the  appellant  desires  to  hare  passed  upon  bj  the 
boara  of  buildings  or  by  the  board  of  examiners,  as  the  ease  maj  be,  and 
bj  filinff  with  the  secretary  of  the  board  of  buildings  or  the  clerk  of  the 
board  of  examinersi  as  the  case  may  be,  copies  of  all  papers  required  by 
law  or  by  the  rules  and  regulations  of  the  board  of  buildings  to  be  sub- 
mitted to  the  commissioner  unon  an  application  for  a  building  permit,  and 
the  board  of  buildings  or  the  board  of  examiners,  as  the  case  may  be,  shall 
thereafter  fix  a  day  within  a  reasonable  time  for  the  hearing  of  such  i^peal, 
and  uDon  such  hearing  the  appellant  may  be  represented  either  in  person 
or  by  his  agent  or  attorney.  The  decision  of  the  board  of  buildings  or  the 
board  of  examiners,  as  the  case  may  be,  upon  such  appeal,  shidl  be  ren- 
dered without  unnecessary  delay  and  such  decision  shall  be  final.'' 

Seotiooesa 

''Each  commissioner  shall  have  power  with  the  approTal of  the  board, 
to  Tary  or  modify  any  rule  or  regulation  of  the  board  or  the  proTisions  of 
this  chapter  or  of  any  existing  law  or  ordinance  relating  to  the  construc- 
tion, alteration  or  removal  of  any  building  or  structure  erected  or  to  be 
erected  within  his  jurisdiction  uuon  an  application  to  him  therefor  in 
writing  by  the  owner  of  such  building  or  structure  or  his  duly  authorized 
agent,  where  there  are  practical  difficulties  in  the  way  of  carrying  out  the 
strict  letter  of  the  law,  so  that  the  snirit  of  the  law  shall  be  observed  and 
public  safety  secured  and  substantial  justice  done ;  but  no  such  variation 
or  modification  shall  be  granted  or  allowed  except  bv  a  vote  of  a  majority 
of  the  board.  Where  such  application  has  been  filea  with  a  commissioner 
the  owner  of  such  building  or  structure  or  his  duly  authorized  agent  shall 
have  the  right  to  present  a  petition  to  such  commissioner  and  Uie  board, 
setting  forl^  the  grounds  for  the  desired  variation  or  modification,  and 
may  appear  before  said  board  and  be  heard.  The  board  shall  fix  a  date 
within  a  reasonable  time  for  a  hearing  upon  such  application  and  shall  as 
soon  as  practicable  render  a  decision  thereon,  which  decision  shall  be 
final.  The  particulars  of  each  such  application  and  of  the  decision  of  the 
boiu^  thereon  shall  be  entered  upon  tne  records  of  the  board,  and  if  the 
application  is  granted  a  certificate  therefor  shall  be  issued  by  the  commis- 
sioner to  whom  the  application  is  made  and  shall  be  countersigned  by  the 
secretary  of  the  board.^' 

•(1899)  ^Ths   Building    Code — (An  ordinanoe    adopted  Deoeoiber  90, 

1899).    Section  14a 

''Each  commissioner  of  building^  shall  have  power,  with  the 
approval  of  the  board,  to  vary  or  modify  any  rule  or  regulation  of  the 
board,  or  the  provisions  of  chapter  12,  of  the  Grester  New  York  charter, 
or  of  any  existing  law  or  ordinance  relating  to  the  construction,  alteration 
or  removal  of  any  buildins  or  structure  erected  or  to  be  erected  within  his 
jurisdiction,  pursuant  to  the  provisions  of  section  660  of  the  Greater  New 
York  charter.^ 

•8eotionl49. 

^The  board  of  examiners  for  the  boroughs  of  Manhattan  and  The 
Bronx  shall  be  constituted  as  prescribed  by  section  649  of  the  Greater 
New  York  charter.    Each  of  said  examiners  shall  take  the  usual  oath  of 

•Indioatss  (be  existii^  Uw  fai  1900. 

VOL.   II  — Q 
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office  before  entering  upon  his  duties.  Ko  members  of  said  board  shall 
pass  upon  any  question  in  which  he  is  pecuniarily  interested.  The  said 
board  shall  meet  as  often  as  once  in  each  week  upon  notice  from  the  com- 
missioner of  buildings. 

<<  The  members  of  said  board  of  examiners,  and  the  clerk  of  sud  board, 
shall  each  be  entitled  to  and  shall  receive  ten  dollars  for  each  attendance 
at  a  meeting  of  said  board,  to  be  paid  by  the  comptroller  from  the  annual 
appropriation  to  be  made  therefor  upon  the  voucher  of  the  commissioner 
of  buildings  for  the  boroughs  of  Manhattan  and  The  Bronx.'' 

TBNBBCBNT  HOUSB  FUND. — In  1879  a  special  fund,  known  as  the 
tenement  house  fund,  amouutiug  to  $10,000,  was  required  to  be  appro- 
priated annually  for  the  use  of  the  Board  of  Health  in  connection  with 
tenement  house  work.  This  provision  of  the  law  was  re^naoted  in  the 
Consolidation  Act  and  is  a  part  of  the  Greater  New  York  Charter,  being 
the  present  law  upon  this  subject. 

(1879)  —Chapter  504,  Section  4. 

**  The  board  of  estimate  and  apportionment  of  the  city  of  New  York 
shall,  within  twenty  days  after  the  passage  of  this  act,  transfer  from  any 
unexpended  balances  standing  to  the  credit  of  any  department  of  said 
city,  or  shall  otherwise  provide,  and  shall  annually  hereafter  appropriate 
to  the  credit  of  the  health  department,  the  sum  of  $10,000,  to  be  known 
as  the  '  tenement-house  fund,'  to  be  expended  by  the  board  of  health." 

(1882)  —  Chapter  410,  Saction  194,  Part  9. 

**  The  board  of  estimate  and  apportionment  shall  annually  include  in 
its  final  estimate  the  following  sums,  which  shall  be  annually  raised  and 
appropriated. 

'<  The  sum  of  910,000  to  the  credit  of  the  health  department  to  be 
known  as  the  tenement-house  fund,  to  be  expended  by  the  board  of 
health." 

*  (1897)  —  Chapter  378,  Oreatar  Naw  Tork  Charter,  Section  230,  Part  9 
—  Continued. 

PERMANUNT  TENEBSBNT  HOUSB  COBftMISSION.  —  The  tenement 
house  law  of  1887  was  enacted  as  a  result  of  the  investigations  of  the 
Tenement  House  Commission  appointed  by  the  legislature  in  1884,  This 
Commission  was  very  much  impressed  with  the  fact  that  a  large  part  of  the 
evils  of  the  tenement  house  system  was  due  to  the  fact  that  there  was  no 
permanent  body  interested  in  securing  tenement  house  reform,  and  the  Com- 
mission felt  that  if  there  were  such  a  permanent  body,  matters  would  be  very 
much  remedied.  They  accordingly  enacted  a  requirement  that  the  Mayor  of 
the  city  of  New  York,  with  certain  of  his  officials,  should  constitute  a  Tene- 
ment House  Commission  to  consider  the  subject  of  tenement  house  reform; 
These  public  officials  consisted  of  the  following :  The  Mayor,  the  Commis- 
sioner of  the  Department  of  Public  Works,  a  delegate  from  the  Bureau  of 
Buildings  of  the  Fire  Department,  and  the  Commissioner  of  Street  Cleaning. 
This  body  was  required  to  meet  annually  between  the  fifteenth  day  of  No- 

•  Indicates  the  existing  law  hi  1900. 
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Tember  and  the  thirtieth  day  of  December,  for  the  purpose  of  ooneidering  the 
subject  of  tenement  and  lodging  houses  in  the  citj,  and  to  make  such  rec- 
ommendations for  imnroTement  of  the  laws  affecting  them,  as  Uiej  might 
deem  to  be  for  the  public  welfare ;  their  recommendations  were  to  be  sent 
to  the  Ooremor  of  the  State  and  also  to  the  Senate  and  Assembly  on  or 
before  the  fifteenth  day  of  January  in  each  year,  and  this  body  was,  in 
addition,  empowered  to  consider  also  the  way  in  which  such  laws  were 
being  enforced  in  the  city.  This  provision  of  the  law,  however,  was 
repealed  in  1895,  as  it  was  found  that  the  different  city  officials  were  so 
full^  occupied  with  their  regular  duties,  that  it  was  impossible  for  them 
to  give  any  time  or  thought  to  this  very  large  and  important  question. 

{1887)  —  Chapter  84,  Section  2.     (Amends  Section  533,  ConaoL  Act.) 

"  The  mayor  and  one  commissioner  from  the  department  of  health,  a 
commissioner  of  the  department  of  public  works,  one  delegate  from  the 
bureau  of  iuBpcction  of  buildings,  and  the  commissioner  of  the  deimrtment 
of  street  cleaning,  shall  meet  aiinuallv,  between  the  15th  day  of  ifoveniber 
and  the  dOth  day  of  December,  for  the  purpose  of  considenng  the  subject 
of  tenement  and  lodging-houses  in  the  city,  and  shall  make  such  recom- 
mendations of  improvement  in  the  laws  affecting  tenement  and  lodging- 
bouses  as  they  may  deem  for  the  good  of  the  people  of  the  city ;  they 
shall  cause  such  recommendations  to  be  sent  to  the  governor  of  the  state, 
and  to  the  senate  and  assembly  annually  on  or  before  the  15th  day  of 
January ;  they  shall  also  consider  the  subject  of  the  execution  of  said  laws, 
and  shall  recommend  to  the  board  of  health  such  chan^  in  the  same  as 
they  may  deem  to  be  for  the  good  of  the  people  of  the  city.** 

(1895)  —  Chapter  567.  —  Repealed. 


FIRB  PROVISIONS 

BORBIS  OR  BSCAPB  IN  CASB  OF  FIIUBl  MEANS  OF.  — The  first 

S revision  in  reference  to  this  subject  was  enacted  in  the  vear  1852  in  the 
rooklyn  law,  when  it  was  provided  that  all  buildings  should  have  scuttles  in 
the  roof  made  of  or  covered  with  metal.  In  I860  a  further  provision  was 
added,  that  there  should  be  a  ladder  or  stairs  leading  to  such  scuttles,  and 
in  the  same  year  the  New  York  law  was  amended,  requiring,  in  addition 
to  scuttles  and  ladders,  a  system  of  fire-escapes  upon  all  dwelling  houses 
occupied  by  more  than  eight  families.  This  law  provided  that,  outside 
of  tibe  building  in  question,  but  connected  with  it,  in  such  a  way  as  to 
afford  a  place  of  refuf^e  for  the  tenants,  there  should  be  a  set  of  stairs  in 
a  fireproof  building.  This  was  practically  a  plan  for  a  separate  tower  fire- 
escape,  and  has  been  advocated  bv  many  persons  at  different  times.  The 
law  further  provided  that  if  such  a  system  of  tower  fire-escapes  was  not 
adopted,  there  should  be,  on  the  outside  of  the  building,  fire-escape  bal- 
oonies  of  metal  connected  by  fireproof  stairs,  and  that,  in  addition,  the 
rooms  on  each  floor  should  communicate  by  doors.  If  neither  the  tower 
escape  nor  the  fire-escape  balconies  were  furnished,  then  the  building  was 
required  to  be  constructed  fireproof  throughout;  there  was  a  further  pro- 
rision  that  all  scuttle  ladders  should  be  iron,  if  movable,  and  that  the  site 
of  the  scuttle  should  not  be  less  than  two  feet  by  three  feet     In  1862  the 
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law  was  again  amended,  the  tower  fire-escape  no  longer  bein^  required ; 
nor  was  it  required  that  where  buildings  were  not  built  as  provided  in  the 
previous  law,  they  should  be  fireproof  throughout.  The  new  law  applied 
to  all  dwelling  houses  containing  six  families  above  the  first  floor,  and 
which  were  also  more  than  forty  feet  high,  and  also  to  all  dwelling 
houses  containing  more  than  eight  families  above  the  first  floor,  irrespec- 
tive of  their  height  A  scuttle  in  the  roof  was  still  required  to  be  pro> 
vided ;  all  rooms  on  each  floor  were  to  connect  by  doors  from  front  to  rear ; 
and  every  building  of  this  kind  was  to  have  on  the  outside  a  practical  fire- 
proof fire-escape  of  a  form  to  be  approved  by  the  Department  of  Buildings. 
There  was  also  a  further  provision  for  means  of  egress,  where  front  and 
rear  tenement  houses  were  built  ou  the  same  lot ;  iu  such  cases,  the  front 
and  rear  buildings  were  to  be  connected  by  an  iron  bridge  over  the  roof, 
but  where  such  buildings  were  built  fireproof,  and  where  there  were  two 
or  three  of  such  buildings  adjoining  each  other,  of  equal  height  and  with 
flat  roofs,  the  bridge  was  not  required. 

The  next  change  in  the  law  was  in  1866.  The  law  of  that  year  pro> 
vided  tliat  all  buildings  of  any  kind  should  have  scuttles  or  bulkheads  in 
the  roof,  constructed  fireproof,  with  stairways  or  iron  ladders  leading  to 
them ;  with  the  further  provision  that  the  ladders  should  be  kept  so  as  to 
be  ready  for  use  at  all  times,  and  the  scuttles  were  not  to  be  less  in  size 
than  two  feet  by  three  feet.  The  other  provisions  of  the  law  of  1862,  in 
reference  to  placing  fire-escapes  on  such  building,  and  having  the  different 
rooms  connect  by  doors,  etc.,  were  re^nacted.  In  1867  the  first  tenement 
house  law  was  passed ;  this  provided  that  every  building  used  as  a  tene- 
ment or  lodging  house  should  be  provided  with  a  proper  fire-escape  of  a 
form  to  be  approved  by  the  Inspector  of  Buildings. 

In  the  same  year  an  amendment  was  passed  to  the  general  building 
laws ;  this  required  that  every  dwelling  house  occupied  by  four  or  more 
families  above  the  first  floor  should  have  a  proper  scuttle  in  the  roof, 
with  a  stairway  leading  thereto ;  also,  that  all  the  rooms  on  each  floor 
should  connect  hj  doors  from  front  to  rear ;  that  all  such  buildings  should 
have  on  the  outside  a  practical  fire-escape  of  a  form  to  be  approved  by  the 
Superintendent  of  Buildings ;  and  with  the  further  important  provision 
tiiat  no  front  and  rear  tenement  houses  should  thereafter  be  erected  upon 
the  same  lot,  unless  each  of  the  said  houses  was  built  fireproof.  In  addi- 
tion, the  Superintendent  of  Buildings  was  given  very  large  powers  to 
order  alterations  made  in  existing  dwelling  houses  occupied  by  four  or 
more  families  above  the  first  floor,  to  secure  a  safe  and  secure  means  of 
escape  in  case  of  fire,  and  was  authorized  to  make  such  alterations  himself, 
upon  application  to  the  Supreme  Court  for  an  order  so  to  do,  in  case  the 
owner  should  fail  to  make  them  within  a  reasonable  time,  the  expense  of 
such  alterations  to  become  a  lien  upon  the  property.  The  next  year  this 
law  was  again  amended,  the  new  law  providing  that  all  dwelling  houses 
occupied  by  two  or  more  families  on  any  floor  above  the  first,  and  fdso  that 
all  dwelling  houses  more  than  three  stories  in  height,  containing  more 
than  four  families,  should  have  a  proper  bulkhead  in  the  roof,  with  a 
stairway  leading  thereto;  that  all  rooms  should  connect  by  doors  from 
front  to  rear,  and  that  the  building  should  have  on  the  outside  a  proper 
fire-escape.  The  powers  granted  to  the  Superintendent  of  Buildings, 
under  the  law  of  tne  previous  year,  in  reference  to  making  alterations  in 
buildings  already  erected,  were  re^nacted. 
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This  law  was  repealed  in  1871,  and  oonsiderablj  modified.  The  new 
law  required  that  any  dwelling  house  more  than  two  stories  in  height, 
oocnpied  bv  two  or  more  families  aboTe  the  first  floor,  and  also  all  dwemng 
houses,  either  thereafter  erected  or  already  built,  more  than  three  stories 
in  height,  and  occupied  by  three  or  more  families  above  the  first  story, 
should  be  provided  with  such  fire-escapes,  alarms,  doors  and  ventilators, 
as  miffht  be  directed  by  the  Superintendent  of  Buildings.  In  1874  a  new 
amendment  to  the  law  was  passed,  continuing  the  provisions  of  Uie 

Erevious  act  with  a  slight  change,  the  ventilators  not  being  required.  This 
tw  was  reOnaoted  in  the  Consolidation  Act  of  1882,  except  that  the 
powers  previously  vested  in  the  Superintendent  of  Buildings  were  trans- 
ferred to  the  Fire  Department  In  the  same  year,  the  provision  of  the 
Tenement  House  Act  of  1867,  requiring  all  tenement  houses  to  have  proper 
fire-escapes,  approved  by  the  Superintendent  of  Buildings,  was  reSnacted. 
In  1885  the  law  was  again  amended,  and  a  similar  provision  was  enacted, 
requiring  that  all  dwelling  houses  already  erected,  or  that  thereafter  were 
to  DO  erected,  over  two  stories  in  height  and  occupied  by  two  or  more 
families  on  any  floor  above  the  first,  should  be  provided  with  such  good 
Mid  sufficient  fire-escapes  or  other  means  of  egress  in  case  of  fire,  as 
might  be  directed  by  the  Superintendent  of  Buildings,  and  the  Superin- 
tendent of  Building^  was  expressly  authorized  to  direct  that  such  means 
of  egress  be  provided  in  all  cases.  In  1887  the  law  was  again  changed, 
the  provisions  of  the  previous  jrear  being  reOnacted,  with  the  following 
additional  provision:  That  similar  fire-escapes  should  be  provided  for 
every  building  already  erected,  or  that  might  thereafter  be  erected,  more 
than  four  stories  in  height,  occupied,  or  built  to  be  occupied,  by  three  or 
more  families  above  the  first  story.  In  the  same  law  it  was  also  provided 
that  in  every  tenement  house  over  five  stories  in  height  thereafter  erected, 
to  be  occupied  by  two  or  more  families  on  any  fioor  above  the  first,  at 
least  one  fiight  of  stairs  should  extend  to  the  roof  and  be  enclosed  in  a 
fireproof  bulkhead. 

In  1888  the  Brooklyn  Consolidation  Act  was  passed,  grouping  together 
all  previous  enactments,  and  the  provisions  of  the  previous  laws  requiring 
a  scuttle  in  the  roof,  with  proper  ladders  or  stairs  leading  thereto,  were 
reOnacted.  It  was  also  provided  that  any  dwelling  house  aiready  erected, 
over  two  stories  in  height  and  occupied  by  two  or  more  families  on  any 
floor  above  the  first,  or  by  three  or  more  families  above  the  first  story, 
should  be  provided  with  such  fire-escapes  and  doors  as  might  be  directed 
by  the  Commissioner  of  Buildings ;  and  a  special  penalty  of  9500  was  im- 
posed for  the  violation  of  this  provision,  it  bein^  deemed  a  misdemeanor. 
In  1892  the  New  York  Building  Law  was  again  amended,  and  the  pro- 
visions of  previous  statutes  were  rednacted,  witli  a  further  provision  Uiat 
the  Su|)erintoiident  of  Buildings  should  have  full  and  exclusive  power 
within  the  city  to  direct  fire-escapes  and  other  means  of  egress  to  be  pro- 
Tided  upon  buildings  of  this  kino.  In  1804  the  Brooklyn  Consolidation 
Act  was  amended,  giving  the  Brooklyn  Commissioner  the  same  full  and 
exdusivepower  as  was  given  to  the  r^ew  York  Commissioner  in  1892. 

In  1897,  in  the  Greater  New  York  Charter,  the  provisions  of  the  Tene- 
ment House  Act  of  1867  were  reOnacted,  requiring  that  every  tenement 
bouse  should  be  provided  with  a  proper  fire^scape  or  such  means  of  egress 
as  might  be  approved  bv  the  Department  of  Buildings ;  and  in  1899,  a 
local  ordinance  was  adopted,  known  as  "The  Building  Code,^  which| 
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among  other  thingSi  oontained  provisions  upon  this  subject.  Where 
fireproof  apartment  or  tenement  houses  had  a  frontage  of  over  forty 
feet|  and  where  such  buildings  were  over  eighty-five  feet  in  height,  then 
they  were  required  to  have  at  least  two  separate  fireproof  stairways, 
accessible  from  each  apartment,  leading  from  the  ground  floor  to  the 
roof,  and  one  of  such  stairways  was  required  to  be  remote  from  elevator 
shafts.  The  Building  Code  also  re^nacted  the  provisions  of  the  law  of 
1892,  requiring  that  all  tenement  houses  should  be  provided  with  good 
and  sufficient  fire^scapes  and  stairways,  or  other  means  of  egress,  as 
the  Department  of  Buildings  might  direct,  giving  to  this  Department 
full  and  exclusive  power  and  authority  to  direct  such  means  of  egress 
upon  any  building  of  this  class.  The  present  law  is  found  in  tlie  pro- 
visions of  the  Charter  and  of  the  Building  Code  above  quoted. 

(1852)  —  Brooklyn — Chapter  355,  Ctootion  7. 

<<  Every  building  hereafter  erected  or  built  within  the  fire  limits  as 
aforesaid,  shall  have  a  scuttle  or  place  of  egress  in  the  roof  thereof.  All 
scuttle  frames  and  scuttle  doors  on  every  brick  or  stone  dwelling-house 
or  other  building  hereafter  to  be  erected  or  built  within  the  fire  limits 
as  aforesaid,  shall  be  made  of  or  covered  with  copper,  zinc,  tin  or  iron.'' 

(1860)  —  Brooklyn  —  Chapter  474,  Section  7.    (Repeals  Chapter  355,  of  the 
Laws  of  1852.) 

« Every  building  having  scuttles  now  built  or  hereafter  erected  or 
built,  shall  have  a  scuttle  or  place  of  egress  in  the  roof  thereof,  with  a  lad- 
der or  stairs  placed  on  the  inside.  All  scuttle  frames  and  scuttle  doors  on 
every  brick  or  stone  dwelling  or  other  building  hereafter  to  be  erected  or 
built  within  the  fire  limits  shall  be  made  of  or  covered  with  copper,  tin, 
zinc  or  iron." 

(1860)  —  Chapter  470,  Section  25. 

**  In  all  dwelling-houses  which  are  boilt  for  the  residence  of  more  than 
eight  families  there  shall  be  a  fireproof  stairs  in  a  brick  or  stone  or  fireproof 
building  attached  to  the  exterior  walls,  and  all  the  rooms  on  every  story 
must  communicate  by  doors ;  or  if  the  fireproof  stairs  are  not  built  as  above 
then  there  must  be  fireproof  balconies  on  each  story  on  the  outside  of  the 
building,  connected  by  fireproof  stairs,  and  all  the  rooms  on  every  story 
must  communicate  by  doors.  If  the  buildings  are  not  built  with  either 
the  stairs  or  balconies  as  above  specified  then  they  must  be  boilt  fire- 
proof throughout.  All  ladders  or  stairs  from  upper  stories  to  scuttles  or 
roofs  of  any  building  shall,  if  movable,  be  of  iron ;  and  if  not  movable  may 
be  of  wood ;  and  all  scuttles  shall  not  be  less  than  three  feet  by  two  feet'' 

(1862)  — Chapter  356,  Section  27.     (Repeals  Section  25,  Chapter  470,  of 
the  Laws  of  1860.) 

"  All  dwelling-houses,  in  any  part  of  the  city  of  New  York,  already 
erected,  or  that  may  hereafter  be  built,  that  now  are,  or  may  be  more  than 
forty  feet  high,  that  shall  be  occupied  by  or  built  to  contain  six  or  more 
families  above  the  first  story,  and  all  dwelling-houses  that  shall  be  occu- 
pied by  or  built  to  contain  eight  or  more  families  above  the  first  story, 
shall  have  the  stairway  connected  with  a  proper  scuttle  or  other  opening, 
leading  to  the  roof,  and  all  the  rooms  on  each  floor  shall  connect  by  doors 
from  front  to  rear,  and  every  said  dwelling-house  shall  have  placed  thereon 
a  priaotioal  fireproof  fire  escape  that  shall  be  approved  of  by  the  depart- 
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ment  for  the  sunrej  and  inapection  of  baildings  in  the  city  of  New  York, 
and  all  front  and  rear  tenement  hoases  on  the  same  lot  shall  be  connected 
by  an  iron  bridge ;  provided,  that  where  any  such  building  shall  be  built 
fireproof  througnout,  or  where  there  are  two  or  more  dwelling-houses  adjoin- 
ing, and  of  equal  height  and  with  flat  roofs,  the  same  may  be  exempt  from 
the  requirements  of  this  section." 

(1M6)  —  Chmptar  873,  Section  23. 

**  All  buildings  in  the  city  of  New  York  whether  already  erected  or 
hereafter  to  be  built  shall  have  scuttle  frames  and  doors  or  bulkheads 
leading  to  the  roof,  made  of  or  covered  with  some  fireproof  material,  and 
shall  have  stairways  or  stationary  iron  ladders  leading  to  the  same,  and 
all  such  scuttles  or  stairways  or  ladders  leading  to  the  roof  shall  be  kept 
so  as  to  be  ready  for  use  at  all  times,  and  all  scuttles  shall  not  be  less  m 
size  than  two  feet  by  three  feet" 

(1866)  —  Chapter  873,  Section  32. 

"  All  dwelling-houses  in  any  part  of  the  city  of  New  York  already 
erected,  or  that  may  hereafter  be  built,  that  now  are  or  may  be  forty  feet 
high  that  shall  be  built  to  contain  or  be  occupied  by  six  or  more  fami- 
liee  above  the  first  story,  and  all  dwelling-houses  that  shall  be  built  to 
contain  or  be  occupied  by  eight  or  more  families  above  the  first  story, 
shall  have  a  stairway  connected  with  a  proper  scuttle  or  other  opening, 
leading  to  the  roof,  and  all  the  rooms  on  each  floor  shall  connect  by  doors 
from  front  to  rear;  and  every  such  dwelling-house  shall  have  placed 
thereon  a  practical  fireproof  fire  escape  that  shall  be  approved  of  by  the 
department  for  the  survey  and  inspection  of  buildings  in  the  city  of  New 
York,  and  all  front  and  rear  tenement-houses  on  Uie  same  lot  shall  be 
connected  by  an  iron  bridge ;  provided,  that  where  any  such  building  shall 
be  built  fireproof  throughout,  or  where  there  are  two  or  more  dwelling- 
bouses  adjoining  and  of  equal  height  and  with  flat  roofs,  the  same  may  be 
exempt  from  the  requirements  of  placing  thereon  fireproof  fire  escapes." 

(1866)  —  Brooklyn  —  Chapter  858,  Section  7. 

**  Every  building  hereafter  erected  or  built  within  the  fire  limits  shall 
have  a  scuttle  or  place  of  egress  in  the  roof  thereof  of  proper  size,  and 
shall  have  ladders  or  stairways  leading  to  the  same,  and  all  such  scuttlee 
and  stairways  or  ladders  leading  to  the  roof  shall  be  kept  in  readiness  for 
use  at  all  times.  All  scuttle  framee  and  scuttle  doors  snail  be  made  of  or 
covered  with  copper,  zinc,  tin  or  iron." 

(1867)  —  Chapter  908,  Section  3. 

**  Everv  house,  building,  or  portion  thereof  in  the  cities  of  New  York 
and  Brooklyn,  designed  to  be  used,  occupied,  leased  or  rented,  or  which 
is  used,  occupied,  leased  or  rented  for  a  tenement  or  lodging-house,  shall 
be  provided  with  a  proper  fire  escape  or  meana  of  escape  in  case  of  fire, 
to  be  approved  in  New  York  by  the  inspector  of  buildings,  and  in  Brook- 
lyn by  the  assistant  sanitary  superintendent  of  the  Metropolitan  board  of 
health." 


(1867)  -.  Chapter  839,  Seotioa  10.    (Amende  Seotioa  88,  Ckmp%m  873,  of 
the  Laws  of  1866.) 

'*  All  dwelling-houses  that  now  are  or  may  hereafter  be  erected  in  the 
-''V  of  New  York,  to  contain  or  be  occupied  by  four  or  more  famlllea 
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above  the  first  story,  shall  hare  a  stairway  connected  with  a  proper  open- 
ing, leading  to  the  roof,  and  all  the  rooms  on  each  floor  shall  connect  by 
doors  from  front  to  rear;  and  every  such  dwelling-house  shall  have  placed 
thereon  a  practical  fireproof  fire  escape,  that  shall  be  approved  of  by  the 
superintendent  of  buildings,  and  in  no  case  hereafter  shall  a  front  and 
rear  tenement  house  be  erected  on  the  same  lot  unless  the  said  houses,  and 
each  of  them,  shall  be  built  fireproof." 

(1867)  —  Chapter  939,  Section  10. 

''In  all  dwelling-houses  already  erected  in  the  city  of  New  York 
intended  to  be  occupied  by  four  or  more  families  above  the  first  story,  the 
superintendent  of  buildings  shall  have  power  to  determine  what  alterations 
are  necessary  to  be  made  in  such  buildings  in  order  to  afford  a  safe  and 
secure  means  of  escape  in  case  of  fire,  and  shall  proceed  therein  as 
follows,  to  wit :  He  shall  cause  a  notice  to  be  served  on  the  owner  of 
said  building  (or  where  the  owner  cannot  be  found  after  diligent  search 
for  twenty-four  hours,  the  notice  shall  be  posted  on  the  premises,  and 
shall  have  all  the  effect  of  a  personal  service,)  directing  nim  to  make 
the  alterations  set  forth  in  said  notice  within  the  time  specified  therein, 
and  in  case  the  said  owner  refuses  or  neglects  to  comply  with  saia 
order,  the  said  superintendent  shall  thereupon  apply  to  the  supreme  court 
for  an  order  to  proceed  to  make  the  alterations  specified  in  said  notice, 
and  all  costs  and  expenses  and  disbursements  in  the  carrying  out  of  said 
order  shall  become  a  lien  upon  the  said  building,  and  the  supreme  court, 
in  the  discretion  of  the  judge  to  whom  application  shall  be  made,  is  hereby 
authorized  to  grant  sucn  order  and  take  such  proceedings  as  shaJl  be 
necessary  to  make  the  same  effectual,  and  to  enforce  said  lien  in  aooord- 
ance  with  the  mechanic's  lien  law  in  the  city  of  New  York." 

(1868)  —  Chapter  634,  Seotion  2.    (Amends  Section  10,  Chapter  939,  of  the 
Laws  of  1867.) 

''All  dwelling-houses  now  erected,  occupied  bv  or  built  to  contain 
two  or  more  families  on  any  of  the  floors  aoove  tne  first  story,  and  all 
dwelling-houses  now  erected,  more  than  three  stories  in  height  occupied 
by  or  built  to  contain  four  or  more  families,  shall  have  a  stairway  con- 
nected with  a  proper  bulkhead  leading  to  the  roof,  and  all  rooms  shall 
connect  by  doors  from  front  to  rear,  and  every  such  dwelling-house  shall 
have  placed  thereon  a  practical  fireproof  fire  escape  that  shall  be  approved 
of  by  the  superintendent  of  buildings.'' 

(1868)  —  Chapter  634,  Section  2.     (Amends  Section  10,  Chapter  939,  of  the 
Laws  of  1867.) 

AUeraJtione  to  Existing  Buildings,  — "  In  all  cases  where  any  of  the 
provisions  of  this  section  are  not  fully  complied  with  either  in  buildings 
already  erected  or  hereafter  to  be  built,  the  superintendent  of  buildings 
shall  have  full  power  to  make  the  same  conform  to  the  requirements  of 
this  section,  and  he  shall  proceed  therein  as  follows,  to  wit :  He  shall 
cause  a  personal  notice  to  be  served  on  the  owners,  lessee,  agent  or  anv 
other  person  having  a  contingent  interest  therein,  or  in  case  no  sucn 
person  shall  be  found,  then  on  any  person  in  possession  of  said  buildings, 
directing  him  or  them  to  make  the  alterations  set  forth  in  said  notice, 
within  the  time  specified  therein ;  and  in  case  said  owner  or  any  of  the 
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persons  thus  notified  refuses  or  neglects  to  oomplj  with  said  order,  the 
said  superintendent  shall  thereupon  apply  to  the  supreme  court  at  special 
term,  for  an  order  to  proceed  to  maxe  the  alterations  specified  in  said 
notice,  and  all  costs,  expenses  and  disbursements  incurred  in  carrying  out 
of  said  order,  shall  become  a  lien  upon  said  building,  and  the  supreme 
court  at  special  term  in  the  discretion  of  the  judge  to  whom  application 
shall  be  made,  is  hereby  authorized  to  g^rant  such  order,  and  take  such 
proceedings  as  shall  be  necessary  to  make  the  same  effectual,  and  to 
enforce  said  lien  in  accordance  with  the  mechanic's  lien  law  of  the  city  of 
New  York,  and  in  case  the  notice  hereinbefore  mentioned  shall  be  served 
on  any  lessee  or  part^r  in  possession  it  shall  be  the  duty  of  the  person 
upon  whom  such  service  is  made  to  g^ve  immediate  notice  thereof  to  the 
owner  or  agent  of  said  building,  personalljr,  if  such  person  shall  be  within 
the  limits  of  the  city  of  New  York,  and  his  residence  shall  be  known,  and 
if  not  within  said  city,  then  by  depositing  a  copv  of  said  notice  in  the  post 
office  in  New  York,  properly  enclosed  and  audressed  to  such  owner  or 
agent  at  his  then  place  of  residence,  if  known,  and  hy  pavins  the  postage 
thereon.  And  in  case  any  lessee  or  party  in  possession  shall  neslect  and 
refuse  to  give  said  notice  as  herein  provided,  he  shall  be  personally  liable 
to  the  owner  or  owners  of  said  buildings  for  all  damages  ne  or  they  shall 
sustain  by  reason  thereof." 

(1868) — Brooklyn  —  Chapter  632,  Beotlon  17.     (Provisions  of  Section  7, 
Chapter  858,  of  the  Laws  of  1866,  oontinoed.) 

(1871)  —  Chapter  625,  Section  28.     (Repeals  all  previous  aots.) 

''Any  dwelling-house  now  erected  or  that  may  hereafter  be  erected  in 
said  city,  more  than  two  stories  in  height,  occupied  by  or  built  to  be  occu- 
pied bv  two  or  three  families  on  anv  one  of  the  floors  above  the  first  story, 
and  all  dwelling-houses  now  erected  or  that  mav  hereafter  be  erected  more 
than  three  stories  in  height,  occupied  by  or  built  to  be  occupied  by  tliree 
or  more  families  above  the  first  story,  and  any  building  already  erected 
or  that  may  be  hereafter  erected  more  than  two  stories  in  height  occupied 
as  or  built  to  be  occupied  as  a  lodging-house,  shall  be  provided  with  such 
fire  escapes,  alarms,  doors  and  ventilators  as  shall  be  directed  and  approved 
of  by  the  superintendent  of  buildings." 

(1874)  —  Chapter  547,  Section  7.     (Amends  Section  28,  Chapter  625,  of  the 

Laws  of  1871.) 

''Any  dwelling-house  now  erected,  or  that  may  hereafter  be  erected, 
more  than  two  stories  in  height,  occupied  by,  or  built  to  be  occupied  by, 
two  or  three  families,  on  any  floor  above  the  first,  and  all  buildings  now 
erected,  or  that  may  be  hereafter  erected,  more  than  four  stories  in  height, 
occupied  by,  or  built  to  be  occupied  by,  three  or  more  families,  above  the 
first  story,  and  any  building  already  erected,  or  that  may  hereafter  be 
erected,  more  than  three  stories  in  height,  occupied  or  used,  or  built  to  be 
occupied  or  used,  as  a  lodging-house,  and  all  buildings  in  an  isolated  posi- 
tion already  erected  or  that  may  hereafter  be  erected,  more  than  three 
stories  in  height  built  to  contain  or  that  does  contain,  or  is  occupied  by, 
three  or  more  families  above  the  first  story,  shall  be  provided  with  such 
fire  escapes,  alarms  and  doors  as  shall  be  directed  by  the  superintendent 
of  buildings." 
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(1882)  —  Cbmptar  410,  Saotloii  499  (Coiuol.  Act).  CoDtliiiied«  wtth  tbm  ex- 
oaiytion  that  the  words  **  fire  department  **  are  enbetitiited  tor  the  worda 
**  superintendent  of  buildings  **  at  the  end. 

(1882)  —  Chapter  410,  Section  651.  (Provisions  of  Section  3,  Chapter  908^ 
Laws  of  1867y  continued.) 

(1885)  —  Chapter  456,  Section  28.     (Section  499,  Consol.  Act,  amended.) 

<<A11  dwelling-houses  now  erected,  or  that  may  hereafter  be  erected 
more  than  two  stories  in  height,  occupied  or  built  to  be  occupied  by  two 
or  more  families  on  any  floor  above  the  first,  and  all  buildings  already 
erected  more  than  three  stories  in  height,  occupied  or  used  as  a  lodging- 
house,  shall  be  provided  with  such  good  and  sufficient  fire  escapes  or  other 
means  of  egress  in  case  of  fire  as  shall  be  directed  by  the  superintendent 
of  buildings,  and  said  superintendent  shall  direct  such  means  of  egress  to 
be  provided  in  all  cases.'^ 

(1887)  —  Chapter  566,  Section  26.     (Amends  Section  499,  Consol.  Aot.) 

^*  All  dwelling-houses  now  erected,  or  that  may  hereafter  be  erected, 
more  than  two  stories  in  height,  occupied  by  or  built  to  be  occupied  by 
two  or  more  families  on  any  floor  above  the  first,  and  all  buildings  now 
erected,  or  that  may  hereafter  be  erected,  more  than  four  stories  in  height, 
occupied  by  or  built  to  be  occupied  by  three  or  more  families  above  the 
first  story,  and  everv  building  already  erected  or  that  may  hereafter  be 
erected,  more  than  three  stories  in  height,  occupied  and  used  as  a  lodg- 
ing-house, shall  be  provided  with  such  good  and  sufficient  fire  escapes 
or  other  means  of  egress  in  case  of  fire  as  shall  be  directed  by  the  super- 
intendent of  buildings,  and  said  superintendent  shall  direct  such  means  of 
egress  to  be  provided  in  all  cases  where  he  shall  deem  the  same  necessary.'^ 

(1887)  —  Chapter  566,  Section  26.  (Amends  Section  499,  of  the  ConsoL  Aot.) 
**  At  least  one  flight  of  stairs  in  each  of  said  buildings  (every  dwelling- 
house  exceeding  five  stories  in  height  hereafter  erected  or  altered  to  he 
occunied  by  two  or  more  families  on  any  floor  above  the  first,  and  every 
dwelling-house  over  sixty  feet  in  height,  hereafter  erected  or  altered  to  hb 
occupied  by  two  or  more  families  on  any  floor  above  the  first,  and  every 
dwelling-house  over  sixty  feet  in  height  hereafter  erected  or  altered  to  be 
occupied  by  more  than  one  family^  shall  extend  to  the  roof  and  be  enclosed 
in  a  bulkhead  of  fireproof  materials." 

(1888)  —Brooklyn  —  Chapter  583,  ConsoL  Aot,  Section  16. 

'*  Every  building  that  is  now  or  may  be  hereafter  erected  shall  have  a 
scuttle  or  place  of  egress  in  the  roof  thereof  of  proper  size,  to  be  approved 
by  the  said  commissioner,  and  shall  have  ladders  or  stairways  leaoing  to 
the  same;  and  all  said  scuttles  and  stairways  or  ladders  leading  to  the  roof 
shall  be  kept  in  readiness  for  use  at  all  times.  And  all  scuttle  frames  or 
scuttle  doors  shall  be  made  of  or  covered  with  copper,  zinc,  tin  or  iron." 

(1888)  —  Brooklyn  —  Chapter  583,  ConsoL  Aot,  Section  16. 

"  Any  dwelling-house  now  erected  or  that  may  hereafter  be  erected  in 
the  city  more  than  two  stories  in  height,  occupied  or  built  to  be  occupied 
bv  two  or  more  families  on  any  one  of  the  floors  above  the  first  story,  and 
all  dwelling-houses  now  erected  or  that  may  hereafter  be  erected  more 
than  two  stories  in  height,  occupied  by  or  built  to  be  occupied  by  three  or 
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more  families  above  the  first  story,  and  any  building  already  erected  or 
that  may  hereafter  be  erected  more  than  two  stories  in  height,  occupied  as 
or  built  to  be  occupied  as  a  lod^ng-house,  shall  be  proTided  with  such  fire 
escapes  and  doors  as  shall  be  directed  and  approyed  by  the  commissioner. 
Any  person  after  being  notified  by  said  commissioner  who  shall  neglect  to 
place  upon  any  such  building  the  fire .  escape  herein  proyided  for,  shall 
forfeit  the  sum  of  fiye  hundred  dollars,  and  shall  be  aeemed  guilty  of  a 
misdemeanor." 


(1892)  —  Chapter  275,  Beotloo  34.    (Ammda  SmUoo  496,  Coneol.  Aot.) 

*'  EyeiT  dwelling-house  occupied  by  or  built  to  be  occupied  by  three  or 
more  families  above  the  first  story,  and  every  building  already  erected,  or 
that  may  hereafter  be  erected,  more  than  three  stories  in  height,  occupied 
and  used  as  a  lodging-house,  shall  be  provided  with  such  good  and  suflBcient 
fire  escapes,  stairways,  or  other  means  of  egress  in  case  of  fire  as  shidl  be 
directed  by  the  superintendent  of  buildings,  and  said  superintendent  shall 
have  full  and  exclusive  power  and  authority  within  saia  city  to  direct  fire 
escapes  and  other  means  of  egress  to  be  provided  upon  and  within  said 
builaings  or  any  of  them.  All  buildings  requiring  fire  escapes  shall  have 
stationary  iron  ladders  leading  to  the  scuttle  opening  in  the  roof  thereof,  and 
all  scuttles  and  ladders  shkll  be  kept  so  as  to  be  ready  for  use  at  all  times.'' 

(1894)  —  Brooklyn  —  Ohapter  481,  Beotloo  2a     (Amends  CoosoL  Act) 

**  Every  dwelling-house  occupied  by  or  built  to  be  occupied  by  three  or 
more  families  above  the  first  story,  and  every  building  already  erected,  or 
that  may  hereafter  be  erected  more  than  three  stories  in  height,  occupied 
and  used  as  a  lodging-house,  shall  be  provided  with  such  good  and  suffi- 
cient fire  escapes,  stairways  or  other  means  of  egress  in  case  of  fire  as 
shall  be  directed  by  the  commissioner  of  buildings.  Said  commissioner 
shall  have  full  and  exclusive  power  and  authority  within  said  city  to 
direct  fire  escapes  and  other  means  of  egress  to  be  provided  upon  and 
within  said  buildings  or  any  of  them,  and  to  direct  the  same  to  be  repaired, 
renewed  or  replaced  where  they  are  or  become  out  of  repair,  unsafe  or 
inadequate." 

(1894)  — Brooklyii  —  Ohmpter  481,  Bectlon  2a     (Amends  OooaoL  Aot.) 

**  All  buildings  reauiring  fire  escapes  shall  have  stationary  iron  ladders 
leading  to  the  scutUe  opening  in  the  roof  thereof,  and  all  scuttles  and 
ladders  shall  be  kept  so  as  to  be  ready  for  use  at  all  times  and  easilpr 
accessible  to  all  tenants.  If  a  bulkhead  is  used  in  place  of  a  scuttle  it 
shall  have  stairs;  the  door  in  the  bulkhead  or  any  scuttle  shall,  at  no  time, 
be  locked,  but  may  be  fastened  on  the  inside  by  movable  bolts  or  hooks ; 
and,  if  a  bulkhead,  shall  have  stairs,  with  hand  rail  leading  to  the  roof 

•  (1897)  —  Ohmpter  378,  Okeater  New  Tork  Chaiter,  Beotlon  1308. 

"  Every  such  house  (tenement  and  lodging-house^  shall  be  provided 
with  a  proper  fire  escape  or  means  of  egress  in  case  ox  fire,  to  be  approved 
by  Uie  department  of  buildings.'' 

•  (1899)  —  The  BoUdlng  Code  —  (An  ordlnanoe  adopted  Deoeaber  20. 1899). 

Beotlon  53. 

**  Fireproof  apartment-houses  or  tenement-houses,  if  oonstmcted  entirely 
in  aooordanoe  with  the  requirements  of  section  105  of  this  Code  for  firepnm 
•  iDdioatss  the  ezMng  htw  hi  1900. 
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construction,  may  be  erected  to  a  height  not  to  exceed  150  feet  but  not 
more  than  twelve  stories  in  height  upon  all  streets  and  avenues  exceeding 
79  feet  in  width,  and  126  feet  but  not  more  than  ten  stories  in  height  upon 
all  streets  and  avenues  not  exceeding  79  feet  in  width,  but  any  such  budd- 
ing when  exceeding  100  feet  in  height  shall  not  be  less  than  40  feet  in 
width.  If  any  such  building  shall  have  a  frontage  exceeding  40  feet  and 
exceeds  85  feet  in  height,  it  shall  have  at  least  two  separate  fireproof  stair- 
ways, accessible  from  each  apartment,  leading  from  the  ground  floor  to  the 
roof,  one  of  which  shall  be  remote  from  elevator  shafts." 

•(1899)  —  The  Building  Oodo  —  (An  ordinance  Adopted  December  20, 1899). 

Section  103. 

<<  Everv  dwelling-house  occupied  or  built  to  be  occupied  by  three  or 
more  families,  shall  be  provided  with  such  good  and  sufficient  fire  escapes, 
stairways  or  other  means  of  egress  in  case  of  fire  as  shall  be  directed  by 
the  department  of  buildings;  and  said  department  shall  have  full  and 
exclusive  power  and  authority  within  said  city  to  direct  fire  escapes  and 
other  means  of  egress  to  be  provided  upon  and  within  said  buildings  or 
any  of  them." 

SCUTTLES  AND  IiADDERS.  —  A  provision  that  there  should  be  a 
scuttle  in  the  roof  as  a  means  of  egress  in  case  of  fire  was  the  very  first  pro- 
vision enacted  in  reference  to  tenement  houses,  occurring  for  the  first  time 
in  the  Brooklyn  Building  Law  of  1852.  Every  law  that  has  been  enacted 
since  then  lias  contained  a  provision  upon  this  subject,  the  law  being 
slightly  changed  from  time  to  time,  each  time  being  strengthened.  The 
main  changes  have  been  one  defining  the  minimum  size  of  the  scuttle,  and 
another  providing  that  such  scuttle  shall  be  equipped  with  iron  ladders  or 
stairs  leading  to  it,  and  still  other  provisions  providing  that  the  scuttles  in 
tenement  houses  shall  never  be  kept  locked,  so  as  to  be  sure  that  persons 
would  have  a  quick  means  of  escape  to  the  roof. 

(1852)  — Brooklyn  —  Chapter  355,  Section  7. 

<<  Every  building  hereafter  erected  or  built  within  the  fire  limits  as 
aforesaid,  shall  have  a  scuttle  or  place  of  egress  in  the  roof  thereof.  All 
scuttle  frames  and  scuttle  doors  on  every  brick  or  stone  dwelling-house  or 
other  building  hereafter  to  be  erected  or  built  within  the  fire  limits  as 
aforesaid,  shall  be  made  of  or  covered  with  copper,  zinc,  tin  or  iron." 

(I860)  — Brooklyn  — Chapter  474,  Section  7.     (Repeals  Chapter  355  of  the 
Laws  of  1852.) 

« Every  building  having  scuttles  now  built  or  hereafter  erected  of 
built,  shall  have  a  scuttle  or  place  of  egress  in  the  roof  thereof  with  a 
ladder  or  stairs  placed  on  the  inside.  All  scuttle  frames  and  scuttle  doors 
on  every  brick  or  stone  dwelling  or  other  building  hereafter  to  be  erected 
or  built  within  the  fire  limits  shall  be  made  of  or  covered  with  copper,  tin, 
zinc  or  iron." 

(1860)  —Chapter  470,  Section  25. 

"  In  all  dwelling-houses  which  are  built  for  the  residence  of  more  than 
eight  families  all  ladders  or  stairs  from  upper  stories  to  scuttles  or  roofs  of 

•  Indicate!  the  extotlng  law  in  1900. 
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any  building  shall,  if  movable,  be  of  iron,  and  if  not  movable  may  be  of 
wood ;  and  all  scuttles  shall  not  be  lees  than  three  feet  by  two  feet'' 

(1862)  —  Chapter  356,  SMtloo  27. 

**  All  dwelling-houses  in  any  part  of  the  city  of  New  York  already 
erected  or  that  may  hereafter  be  built,  that  now  are  or  may  be  more  than 
forty  feet  high,  that  shall  be  occupied  by  or  built  to  contain  six  or  more 
families  above  the  first  story,  and  all  dwelling-houses  that  shall  be  occu- 
pied by  or  built  to  contain  eight  or  more  families  above  the  first  story, 
shall  have  a  stairway  connected  with  a  proper  scuttle  or  other  opening 
leading  to  the  roof." 

(1866)  —  Chapter  873,  Beotf  on  23. 

**  All  buildines  in  the  city  of  New  York  whether  already  erected  or 
hereafter  to  be  built  shall  have  scuttle  frames  and  doors  or  bulkheads 
leading  to  the  roof,  made  of  or  covered  with  some  fireproof  material,  and 
shall  nietve  stairways  or  stationary  iron  ladders  leading  to  the  same,  and  all 
such  scuttles  or  stairways  or  ladders  leading  to  the  roof  shall  be  kept  so  as 
to  be  ready  for  use  at  all  times,  and  all  scuttles  shall  not  be  less  in  sixa 
than  two  feet  by  three  feet" 

(1866)  —  Chapter  873,  Beotf  on  32. 

''  All  dwelling-houses  in  any  part  of  the  city  of  New  York  already 
erected,  or  that  may  hereafter  be  tmilt,  that  now  are  or  may  be  forty  feet  high 
that  shall  be  built  to  contain  or  be  occupied  by  six  or  more  families  abore 
the  first  story,  and  all  dwelling-houses  tnat  shall  be  built  to  contain  or  oocu* 
pied  by  eight  or  more  families  above  the  first  story,  shall  have  a  stairway 
connected  with  a  proper  scuttle  or  other  opening,  leading  to  the  root" 

(1866)  —  Brooklyn.     Chapter  858,  Beotlon  7. 

**  Every  building  hereafter  erected  or  built  within  the  fire  limits  shall 
have  a  scuttle  or  place  of  egp^ss  in  the  roof  thereof  of  proper  size,  and 
shall  have  ladders  or  stairways  leading  to  the  same,  and  all  such  scuttles 
and  stairways  or  ladders  leading  to  the  roof  shall  be  kept  in  readiness  for 
use  at  all  times.  All  scuttle  frames  and  scuttle  doors  shall  be  made  of  or 
covered  with  copper,  zinc,  tin  or  iron. 

(1867)  —  Chapter  939,  Beotf  on  10.    (Amende  Beotf  on  32,  Chapter  873,  ol  tke 
Laws  of  1866.) 

**  All  dwelling-houses  that  now  are  or  may  hereafter  be  erected  in  the 
city  of  New  York  to  contain  or  be  occupied  by  four  or  more  families  above 
the  first  story,  shall  have  a  stairway  connected  with  a  proper  opening, 
leading  to  the  roof,  and  all  the  rooms  on  each  floor  shall  connect  by  doors 
from  front  to  rear;  and  every  such  dwellinir-house  shall  have  placed 
thereon  a  practical  fireproof  fire  escape,  that  shall  be  approved  of  oy  the 
superintendent  of  buildings,  and  in  no  case  hereafter  shall  a  front  and 
rear  tenement  house  be  erected  on  the  same  lot,  unless  the  said  hooaet, 
and  each  of  them,  shall  be  built  fireproof." 

(1868)  —Chapter  634,  Beotloo  2.     (Amende  Beotfon  10,  Chapter  M9,  ol  the 
Laws  of  1867.) 

**  All  dwelling-houses  now  erected,  occupied  by  or  built  to  contain  two 
or  more  families  on  any  of  the  floors  above  the  first  story,  and  all  dwell* 
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in^-houses  now  erected,  more  than  three  stories  in  height  occupied  by  or 
buUt  to  contain  four  or  more  families,  shall  have  a  stairway  connected 
with  a  proper  bulkhead  leading  to  the  roof." 

(1868)— Brooklyn  — Chapter   632,   Section  17.   (Provisions  of  Section  7, 
Chapter  858,  of  the  Laws  of  1866,  continued.) 

(1871)  —  Chapter  625,  Section  23. 

<<A11  buildings  to  have  scuttle  frames  and  coyers  or  bulkheads  and 
doors,  made  of,  or  covered  with  some  fireproof  material ;  and  all  scuttles 
shall  have  stationary  iron  ladders  leading  to  the  same;  and  all  such 
scuttles  or  ladders  shall  be  kept  so  as  to  be  ready  for  use  at  all  times ;  and 
all  scuttles  shall  not  be  less  in  size  than  2  feet  by  3  feet ;  and  if  a  bulkhead 
is  used  or  substituted  in  any  building  in  place  of  a  scuttle,  it  shall  have 
stairs  with  a  sufficient  g^uard  or  hand-rail  leading  to  the  roof ;  and  in  case 
the  building  shall  be  a  tenement-house  the  door  in  the  bulkhead,  or  any 
scuttle  shall  at  no  time  be  locked  but  may  be  fastened  on  the  inside  by 
movable  bolts  or  hooks." 

(1874)  —  Chapter  547,  Section  7.  —  Continued. 

(1882)  —  Chapter  410,  Section  494.     (ConaoL  Aot.) 

<<A11  buildings  in  the  city  of  New  York,  whether  already  erected  or 
hereafter  to  be  built,  shall  have  scuttle  frames  and  covers,  or  bulkheads 
and  doors,  made  of  or  covered  with  some  fireproof  material,  and  all  scut- 
tles shall  have  stationary  iron  ladders  leading  to  the  same,  and  all  such 
scuttles  or  ladders  shall  be  connected  so  as  to  be  ready  for  use  at  all  times, 
and  all  scuttles  shall  not  be  less  in  size  than  two  feet  by  three  feet ;  and 
if  a  bulkhead  is  used  or  substituted  in  any  building  in  place  of  a  scuttle, 
it  shall  have  stairs  with  a  sufficient  guard  or  hand-rail  leading  to  the  roof; 
and  in  case  the  building  shall  be  a  tenement-house,  the  door  in  the  bulk- 
head or  any  scuttle,  shall  at  no  time  be  locked,  but  may  be  fastened  on 
the  inside  by  movable  bolts  or  hooks." 

(1885)  —  Chapter  456,  Section  23.  —  Continued. 

(1887)  —  Chapter  566,  Section  22.    (Amends  Chapter  494,  ConsoL  Aot.) 

^*  All  buildings  in  the  city  of  New  York  now  built,  or  hereafter  to  be 
built,  shall  have  scuttles  or  bulkheads  covered  with  some  fireproof  mate- 
rials, with  ladders  or  stairs  leading  thereto.  The  scuttles  in  all  tenement- 
houses  shall  have  stationary  iron  ladders  leading  to  the  same,  and  all 
scuttles  and  ladders  shall  be  kept  so  as  to  be  ready  for  use  at  all  times, 
and  no  scuttle  shall  be  less  in  size  than  two  by  three  feet.  If  a  bulkhead 
is  used  in  place  of  a  scuttle,  it  shall  have  stairs  with  sufficient  guard  or 
hand-rail  leading  to  the  roof;  and  incase  the  building  shall  be  a  tenement- 
house  the  door  in  the  bulkhead  or  any  scuttle,  shall  at  no  time  be  locked 
but  may  be  fastened  on  the  inside  by  movable  bolts  or  hooks." 

(1887)  —  Chapter  566,  Section  26.    (Amends  Section  499,  ConsoL  Act.) 

^  At  least  one  flight  of  stairs  in  each  of  said  buildings  (every  dwelling- 
house  exceeding  five  stories  in  height  hereafter  erected  or  altered  to  he 
occupied  by  two  or  more  families  on  any  floor  above  the  first,  and  every 
dwelling-house  over  sixty  feet  in  height,  hereafter  erected  or  altered  to 
be  occupied  by  two  or  more  families  on  any  floor  above  the  first,  and  every 
dwelling-house  over  sixty  feet  in  height  hereafter  erected  or  idtered  to  be 
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oocupied  by  more  than  one  famiM  shall  extend  to  the  roof  and  be  indoeed 
in  a  bulkhead  of  fireproof  materiais." 

<1888)  ^Brooklyn— Chapter  583,  ConMl.  Aot,  Seotloo  16. 

«  Every  building  that  is  now  or  may  be  hereafter  erected  shall  haye  a 
•cuttle  or  place  of  egress  in  the  roof  thereof  of  proper  size  to  be  approved 
br  the  said  commissioner,  and  shall  have  ladders  or  stairways  leading  to 
the  same ;  and  all  said  scuttles  and  stairways  or  ladders  l^ing  to  the 
roof  shall  be  kept  in  readiness  for  use  at  all  times.  And  idl  scuttle 
frames  or  scuttle  aoors  shall  be  made  of  or  covered  with  copper,  zinc,  tin 
or  iron." 

<1892)  -^  Chapter  275,  Section  90.    ( Am«ida  Seotloo  494,  CoimoL  Aot.) 

''All  buildinss  shall  have  scuttles  or  bulkheads  covered  with  some 
fireproof  materials  with  ladders  or  stairs  leading  thereto.  No  scuUle 
shall  be  less  in  size  than  two  by  three  feet" 

(1892)  —  Chapter  275,  Switlon  34.     (Amends  Seotloo  498,  CooaoL  Aot. ) 

''All  buildings  requiring  fire  escapes  shall  have  stationair  iron  ladders 
leading  to  the  scuttle  opening  in  tlie  roof  thereof,  and  all  scuttles  and 
ladders  shall  be  kept  so  as  to  be  ready  for  use  at  all  times.  If  a  bulk- 
head is  used  in  place  of  a  scuttle,  it  shall  have  stairs  with  sufficient  guard 
or  hand-rail  leading  to  the  roof.  In  case  the  building  shall  be  a  tenement- 
house,  the  door  in  the  bulkhead  or  any  scuttle  shall  at  no  time  be  locked 
but  may  be  fastened  on  the  inside  by  movable  bolts  or  hooks." 

(1894)  —  Chapter  481,  SMtloo  23.     (Amends  CooaoL  Aot ) 

"  All  building  shall  have  scuttles  or  bulkheads,  covered  with  some 
fireproof  material,  with  ladders  or  stairs  leading  thereto,  and  easily  ac- 
cessible to  all  tenants.  No  scuttle  shall  be  less  in  size  than  two  by  three 
feet" 


(1894)  —Brooklyn— Chapter  481,  SM>tloo  2a     (Ameoda  ConaoL  Aot) 
"All  buildings  requiring  fire  escapes  shall  have  stationary  iron  ladders 

leading  to  the  scuttle  opening  in  the  roof  th^k^of,  and  all  scuttles  and 
ladders  shall  be  kept  so  as  to  be  ready  for  use  at  all  times  and  easily 
accessible  to  all  tenants.  If  a  bulkhead  is  used  in  place  of  a  scuttle  it 
shall  have  stairs;  the  door  in  the  bulkhead  or  any  scuttle  shall,  at  no 
time,  be  locked,  but  may  be  fastened  on  the  inside  by  movable  bolts  or 
hooks ;  and,  if  a  bulkhead,  shall  have  stairs,  with  hand-rail  leading  to 
the  roof." 

(1895)  —  Brooklyn  —  Chapter  292,  Seotloo  22. 

"  All  buildings  shall  have  scuttles  or  bulkheads  covered  with  some  fire- 
proof materia],  with  ladders  or  stairs  leading  thereto  and  easily  accessible 
to  all  tenants.    No  scuttle  shall  be  less  in  size  than  two  by  three  feet" 


«(1899)  — The  BoUdlnc  Code  —  ( An  ordlnaDoe  adopted  Deoeaber  20, 1899). 

Seotloo  92. 

"  All  dwelline-houses  more  than  four  stones  in  height  hereafter  erected 
or  altered  shall  have  scuttles  or  bulkheads  covered  with  some  fireproof 
materials  with  ladders  or  stairs  leading  thereto,  and  easily  accessible  to 
all  occupants.    No  scuttle  shall  be  less  in  size  than  2  fay  S  feet" 

•  Indicates  the  ezlsUDg  law  in  1000. 
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•(1899)  ^  The  Building  Coda  ^  (An  ordinanoa  adoptad  Dacambar  20, 1899.) 

Saotlon  103. 

<<  All  buildings  requiring  fire  escapes  shall  have  stationary  iron  ladders 
leading  to  the  scuttle  opening  in  tne  roof  thereof,  and  all  scuttles  and 
ladders  shall  be  kept  so  as  to  be  ready  for  use  at  all  times.  If  a  bulkh^Ml 
is  used  instead  of  a  scuttle,  it  shall  have  stairs  with  sufficient  guard  or 
hand-rail  leading  to  the  roof.  In  case  the  building  shall  be  a  tenement- 
house,  the  door  in  the  bulkhead  or  any  scuttle  shall  at  no  time  be  locked, 
but  may  be  fastened  on  the  inside  by  movable  bolts  or  hooks.'' 

FIRB-BSOAFBS,  XtBPAiR  OF.  —  Although  fire-escapes  were  required 
on  buildings  as  early  as  1860,  it  was  not  until  1871  that  any  provision  was 
enacted  requiring  fire-escapes  to  be  kept  in  repair  and  painted  so  that  rust 
woudd  not  destroy  their  usefulness.  This  law,  enacted  in  1871,  requiring 
the  owners  to  keep  the  escapes  in  good  repair  and  properly  painted,  has 
been  re^nacted  in  every  piece  of  legislation  upon  this  subject  and  is  prao* 
tically  the  law  at  the  present  time. 

(1871)  —  Cbapter  625,  Section  28. 

'*  The  owner  or  owners  of  any  buildings  upon  which  any  fire  escapes 
may  now  be  or  may  hereafter  be  erected,  shall  keep  the  same  in  good  oraer 
and  repair,  and  well  painted." 

(1874)  ^  Chapter  547,  Section  7.  —  Contlnaad. 

(1882)  —  Chapter  410,  Section  499.  —  Continued. 

(1885) — Chapter  456,  Section  28.  — Continued. 

(1887)  —  Chapter  566,  Section  26.  —  Continued. 

(1888)— Brooklyn  ^Chapter  583,  Section  16.     (Brooklyn  ConaoL  Aot)  — 
Continued. 

(1892)— Chapter  275,  Section  34.     (Amanda  Section  498,  ConaoL  Aot.) 

*^  The  owner  or  owners  of  any  building  upon  which  a  fire  escape  ia 
erected  shall  keep  the  same  in  good  repair  and  properly  painted.'' 

(1894)— Brooklyn— Chapter  481,  Section  28.    (Amende  Brooklyn  ConaoL 
Aot.)  —  Continued. 

•  (1899)  —  The  Building  Code  —  (An  ordinance  adopted  December  20, 1899.) 
Section  103. 

**  The  owner  or  owners  of  any  building  upon  which  a  fire  escape  ia 
erected  shall  keep  the  same  in  good  repair  and  properly  painted." 

FZRB-BSCAPBS,  BNCU  MBR  ANCB  OF. — Prior  to  1871,  there  was  no  law 
prohibiting  the  encumbering  of  fire-escapes.  In  this  year,  however,  a  pro- 
vision was  enacted  prohibiting  any  person  from  placing  an  encumbrance  of 
any  kind  upon  any  fire-escape.  "No  penalty,  however,  was  provided  for 
the  violation  of  this  statute,  nor  was  the  responsibility  for  its  enforcement 
placed  upon  any  special  official.  The  law  was  re^nacted  in  1874,  and 
again  in  1882,  but  not  until  1885  were  the  above  defects  remedied.    In 

•  Indicates  the  exiating  law  in  1900. 
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that  year  the  provisions  of  the  prerious  law  were  reflnacted,  but  an  addi- 
tional clause  was  passed  placine  the  responsibility  upon  the  oooupants  of 
tenement  houses  for  any  encumbrance  of  fire-escapes  and  placing  Uie  duty 
of  enforcing  the  law  upon  firemen,  policemen  and  members  of  the  Build- 
ing Department,  who,  upon  finding  any  fire-escape  balcony  encumbered, 
were  to  notify  the  occupant  to  remove  such  encumbrances  and  to  keep  the 
balcony  clear.  Upon  the  failure  of  the  occupant  to  do  so,  the  oflBcer 
charged  with  the  enforcement  of  the  law  was  directed  to  apply  to  the 
nearest  police  magistrate  for  a  warrant  for  the  arrest  of  the  occupant  of 
the  premises,  and  upon  proving  that  the  fire-escape  had  been  obstructed, 
the  occupant  was  to  be  fined  not  more  than  $10  for  each  offence,  or  to  be 
imprisoned  for  not  more  than  ten  days  in  the  discretion  of  the  court  At 
the  same  time  there  was  a  further  provision  enacted  requiring  the  manu- 
facturer of  fire-escapes  to  fasten  to  all  new  balconies  a  plate  containing  a 
notice  to  the  effect  that  any  person  placing  any  encumbrance  on  such  ud- 
cony  was  liable  to  a  penalty  of  910  and  to  imprisonment  for  ten  days.  In 
1887  this  law  was  again  enacted  with  slignt  changes,  not  affecting  its 
substance. 

In  1888  the  Brooklyn  building  law  was  amended,  and  the  provisions 
of  the  law  of  1871  simply  prohibiting  the  encumbrance  of  fire-esoapM  were 
reOnacted,  no  provision  being  made  for  its  enforcement  In  1892  the 
New  York  building  law  was  again  changed,  and  the  provisions  of  the  acts 
of  1885  and  1887  were  again  reflnacted  with  slight  verbal  changes,  the 
responsibility  bein^  still  placed  upon  the  occupant  of  the  premises,  and 
the  remedy  still  being  arrest  and  a  fine  of  910.  In  18M  a  new  law  was 
passed  for  the  city  of  Brooklyn ;  this  placed  the  responsibility  for  the 
obstruction  of  fire-escapes  upon  the  owner  of  the  building,  requiring  him 
to  keep  all  fire-escapes  free  from  obstructions.  It  also  placed  the  respon- 
sibility upon  the  occupant  as  well  as  the  owner,  and  reQnaoted  the  provi- 
sions of  the  New  York  law  of  1892,  making  a  violation  of  this  section  a 
misdemeanor,  and  the  remedy  the  arrest  of  the  offender  and  the  imposing 
of  a  fine  of  not  more  than  925  for  each  offence,  or  imprisonment  for  ten 
days,  in  the  discretion  of  the  court.  The  Building  Coae,  enacted  in  1899, 
a  local  ordinance,  continued  the  main  provisions  of  the  New  York  law  of 
1892  and  the  Brooklyn  law  of  1894,  placing  the  responsibiliW  upon  the 
occupant  of  the  premises,  the  enforcement  of  the  law  being  lodged  with 
the  Fire  and  Police  Departments  and  no  longer  with  the  Department  of 
Buildines.  The  penalty  for  a  violation  of  the  law  was  still  arrest  and  a 
fine  of  910  or  imprisonment  for  ten  days. 

(1871)  — ChaplOT  625,  Beotloo  2a 

**  No  person  shall  at  any  time  place  any  encumbrance  of  any  kind  what- 
soever upon  any  fire  escapes  now  erected  or  that  may  hereafter  be  erected 
in  said  city." 

(1874)  —Chapter  547,  Section  7.  —  Oootlimed. 

(1392)  —  Chapter  410,  Beotloo  499.  —  Contlmied. 

(1885)  —  ChaplOT  456,  S^xtlon  2a     (Amends  Section  499,  CooaoL  Aot.) 

Previous  provisions  continued  with  additional  provision  that  the  ooen* 
pants  of  all  dwelling  houses,  etc.,  to  which  outside  nre^scapes  are  attached, 
shall  keep  the  same  clear  and  free  of  all  encumbrances,  and  it  shall  be  the 

TOL.  II  —  » 
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duty  of  all  firemen,  policemen,  and  every  officer  of  the  bureau  of  inspec- 
tion of  buildings  who  shall  discover  any  fire-escape,  balcony  or  ladder  of 
any  fire-escape  encumbered  in  any  way,  after  a  notice  to  remove  (any 
encumbrance)  and  to  keep  the  same  clear  shall  be  given,  and  a  failure  to 
comply  (therewith,  to)  apply  to  the  nearest  police  magistrate  for  a  warrant 
to  arrest  the  occupant  or  occupants  of  said  premises  of  which  the  fire- 
escape  forms  a  part,  and  the  party  shall  be  brought  before  said  magistrate, 
and  if  the  case  of  obstruction  be  proved,  the  parties  whose  duty  it  is  to 
keep  them  free  shall  be  fined  not  more  than  $10  for  each  offence,  or  may 
be  imprisoned  not  to  exceed  ten  days  in  the  city  prison,  or  both,  in  the 
discretion  of  said  magistrate. 

In  constructing  all  balcony  fire-escapes,  the  manufacturer  thereof  shall 
securely  fasten  thereto,  in  a  conspicuous  place,  a  cast-iron  plate  having 
suitable  raised  letters  on  same  to  read  as  follows  — ''  Notice  !  I  Any  per- 
son placing  any  encumbrance  on  this  balcony  is  liable  to  a  penalty  of  $10 
and  imprisonment  for  10  days." 

(1887)  ^ Chapter  566,  Section  26.     (Amends  Section  499,  Oonaol.  Act.) 

<<  No  person  shall  at  any  time  place  any  encumbrance  of  any  kind  what- 
soever before  or  upon  any  fire  escape  on  any  building  in  said  city.  It 
shall  be  the  dulnr  of  all  firemen,  policemen  and  every  officer  of  the  bureau 
of  inspection  of  buildings,  who  shall  discover  any  fire  escape,  balcony  or 
ladder  of  any  fire  escape  encumbered  in  any  way  to  forthwith  verbally 
notify  and  require  the  occupant  of  the  premises  or  apartment  to  which 
said  nre  escape,  balcony  or  ladder  is  attacned,  or  for  whose  use  the  same  is 
provided,  to  remove  such  encumbrance  and  keep  the  same  clear.  If  said 
notice  shall  not  be  complied  with  by  the  removal  of  such  encumbrance,  and 
keeping  said  fire  escape,  balcony,  or  ladder  free  from  encumbrance  then  it 
shall  be  the  duty  of  said  policeman,  fireman,  or  officer  of  the  bureau  of 
inspection  of  buildings  to  apply  to  the  nearest  police  magistrate  for  a 
warrant  for  the  arrest  of  the  occupant  or  occupants  of  the  premises  or 
apartment  of  which  the  fire  escape  forms  a  part,  and  the  said  parties  shall 
be  brought  before  the  said  magistrate,  as  for  a  misdemeanor,  and  upon 
conviction  the  occupant  or  occupants  of  said  premises  or  apartment  shall 
be  fined  not  more  than  ten  dollars  for  each  offense  or  may  be  imprisoned 
not  to  exceed  ten  days,  or  both  in  the  discretion  of  the  court." 

(1888)  —Brooklyn— Chapter  583,  Section   16.      (Brooklyn   Conaol.  Aot.) 
Provisions  of  Act  of  1871  retoaoted. 

(1892)  —Chapter  275,  Section  34.    (Amends  Section  498,  Consol.  Aot.) 

« No  person  shall  at  any  time,  place  anv  encumbrance  of  any  kind 
whatsoever  before  or  upon  any  fire  e8cai)e.  It  shall  be  the  duty  of  every 
fireman  and  policeman  who  shall  discover  any  fire  escape,  balcony 
or  ladder  of  any  fixe  escape  encumbered  in  any  way,  to  forthwith  report 
the  same  to  the  commanding  officer  of  his  com{)any  or  precinct,  and  such 
commanding  officer  shall  forthwith  cause  the  occupant  of  the  premises  or 
apartment  to  which  said  fire  escape,  balcony  or  ladder  is  attached,  or  for 
whose  use  the  same  is  provided,  to  be  notified,  either  verbally  or  in  writ- 
ing, to  remove  such  encumbrance,  and  keep  the  same  clear.  If  said  notice 
shall  not  be  complied  with  by  the  removal  forthwith  of  such  encumbrance, 
and  keeping  said  fire  escape,  balcony  or  ladder  free  from  encumbrance, 
then  it  snail  be  the  duty  of  said  commanding  officer,  to  apply  to  the  near- 
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est  police  magistrate  for  a  warrant  for  the  arrest  of  the  occupant  or 
occupants  of  the  said  premises  or  apartment  of  which  the  fire  escape 
forms  a  part,  and  the  said  parties  shall  be  brought  before  Uie  said  magis- 
trate, as  for  a  misdemeanor ;  and,  on  conviction,  the  occupant  or  occupants 
of  said  premises  or  apartment  shall  be  fined  not  more  than  910  for  each 
offense,  or  may  be  imprisoned  not  to  exceed  ten  days,  or  both,  in  the  dis- 
cretion of  the  court.  In  constructing  all  balcony  fire  escapes,  the  manu- 
facturer thereof  shall  securely  fasten  thereto,  in  a  conspicuous  place,  a 
oast  iron  plate  having  suitable  raised  letters  on  the  same,  to  read  as  fol- 
lows: '  Notice  1  Any  Person  Placing  Any  Encumbrance  On  This  Balcony 
Is  Liable  To  A  Penalty  of  910  &  Imprisonment  for  Ten  Days.' " 

(1394)  —Brooklyn— Chapter  481,  Seotion  28.     (Amends  ConsoL  Aot) 

''  The  owner  or  owners  of  any  building  upon  which  a  fire  escape  is 
erected  shall  keep  the  same  free  from  obstructions.  No  person  shaJl  at 
any  time  place  any  encumbrances  of  any  kind  whatsoever  oefore  or  upon 
any  fire  escape.  It  shall  be  the  duty  of  every  fireman  and  policeman  who 
shall  discover  any  fire  escape  balcony  or  ladder  of  any  fire  escape  encum- 
bered in  any  way,  to  forthwith  report  the  same  to  the  commanding  oflBoer 
of  his  company  or  precinct,  and  the  occupant  of  the  premises  or  apartment 
to  which  said  fire  escape  balcony  or  ladder  is  attarned,  or  for  whose  use 
the  same  is  provided,  shall  be  notified,  either  verbally  or  in  writing,  to 
remove  such  encumbrance  and  keep  the  same  clear.  If  said  notice  shall 
not  be  complied  with  by  the  removal  forthwith  of  such  encumbrances,  and 
keeping  said  fire  escape  balcony  or  ladder  free  from  encumbrances,  then 
it  snail  be  the  duty  of  said  commanding  officer  to  apply  to  the  nearest 
police  magistrate  for  a  warrant  for  tlie  arrest  of  the  occupant  or  occupants 
of  the  said  premises  or  apartment  of  which  the  fire  escape  forms  a  part, 
and  the  saia  parties  shall  be  brought  before  the  said  magistrate  as  for  a 
misdemeanor;  and,  on  conviction  the  occupant  or  occupants  of  said  prem- 
ises or  apartment  shall  be  fined  not  more  tnan  twenty-nve  dollars  for  each 
offense,  or  may  be  imprisoned  not  to  exceed  ten  days,  or  both,  in  the  dis- 
cretion of  the  court.  In  construction  of  all  balcony  fire  escapes  the  manu- 
facturer thereof  shall  securely  fasten  thereto  in  a  conspicuous  place,  a  cast 
iron  plate,  having  suitable  raised  letters  on  the  same  to  read  as  follows : 
'  Notice  I  Any  person  placing  encumbrances  on  this  balcony  is  liable  to  a 
penalty  of  twenty-five  dollars  and  imprisonment  for  ten  daya'' 


«  (1899)  —  The  BnUdlng  Code  —  (An  ordtnanoe  adopted  Deoeaber  20, 1899.) 
8M>tlonl03. 

''No  person  shall  at  any  time  place  any  encumbrance  of  any  kind 
whatsoever  before  or  upon  any  fire  escape,  bsJcony  or  ladder.  It  shall  be 
the  duty  of  every  fireman  and  policeman  who  shall  discover  any  fire 
escape  balcony  or  ladder  of  any  fire  escape  encumbered  in  any  way,  to 
forthwith  report  the  same  to  the  commanding  officer  of  his  company  or 
precinct,  and  such  commanding  officer  shall  forthwith  cause  the  occupant 
of  the  premises  or  apartment  to  which  said  fire  escape,  balcony  or  ladder 
is  attacned  or  for  whose  use  the  same  is  provided,  to  be  notified,  either 
verbally  or  in  writing,  to  remove  such  encumbrance  and  keep  the  same 
clear.  If  said  notice  shall  not  be  complied  with  by  the  removal,  forthwith, 
of  such  encumbrance,  and  keeping  said  fire  escape,  balcony  or  ladder  free 

•  Indicatos  the  exIsUng  Uw  in  1000. 
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from  encumbranoe,  then  it  shall  be  the  duty  of  said  commanding  officers 
to  apply  to  the  nearest  police  magistrate  for  a  warrant  for  the  arrest  of 
the  occupant  or  occupants  of  the  said  premises  or  apartment  of  which  the 
fire  escape  forms  a  part,  and  the  said  parties  shall  be  brought  before  the 
said  magistrate,  as  for  a  misdemeanor ;  and,  on  conviction,  the  occupant 
or  occupants  of  said  premises  or  apartment  shall  be  fined  not  more  than 
$10  for  each  offense,  or  may  be  imprisoned  not  to  exceed  ten  days,  or 
both,  in  the  discretion  of  the  court  In  constructing  all  balcony  fire 
escapes,  the  manufacturer  thereof  shall  securely  fasten  thereto,  in  a  con- 
spicuous place,  a  cast  iron  plate  having  suitable  raised  letters  on  the  same, 
to  read  as  follows:  Notice:  'Any  person  placing  any  encumbrance  on 
this  balcony  is  liable  to  a  penalty  of  ten  dollars  and  imprisonment  for  ten 
days.' " 

8TAIRWA78  AND  PUBUO  HAUiS,  CONSTRUCTION  OF.  — After 
the  providing  of  means  of  egress  for  persons  in  case  of  fire,  the  next 
important  provision  to  be  enacted  is  naturally  one  requiring  those  portions 
of  the  buildings  through  which  persons  would  pass  in  the  course  of  such 
egress  to  be  made  safe. 

The  first  law  in  reference  to  the  construction  of  public  stairways  and 
public  halls  was  enacted  in  1867,  by  an  amendment  to  the  general  build- 
ing laws  passed  in  that  year.  This  law  required  that  in  all  dwelling 
houses  intended  to  be  occupied  by  four  families  or  more,  thereafter  to  be 
erected,  all  stairs  should  be  constructed  of  stone  or  iron,  and  the  floor 
beams  of  the  halls  were  to  be  of  iron  with  brick  arches  turned  between 
them. 

In  the  following  year  this  requirement  was  considerably  modified,  fire- 
proof stairs  or  halls  not  being  required  in  new  buildings,  provided  that 
such  buildings  did  not  contain  more  than  two  families  on  any  floor,  and 
provided,  further,  that  they  did  not  exceed  four  stories  in  height  and  that 
the  stairs  in  them  continued  to  the  roof  and  had  proper  bulkheads,  and 
that  the  rooms  on  each  floor  connected  by  doors  from  front  to  rear,  and 
that  the  buildings  were  equipped  with  proper  fire-escapes ;  otherwise,  the 
halls  and  stairs  and  hall  partitions  from  the  cellar  to  the  roof  were  to  be 
constructed  fireproof.  In  1871  this  section  was  again  amended  to  the 
effect  that  no  building  should  thereafter  be  erected  or  altered  to  be  occu- 
pied by  more  than  six  families,  unless  the  halls,  stairs,  and  hall  partitions 
were  constructed  fireproof.     These  provisions  were  repealed  in  1874. 

In  1885,  in  an  amendment  to  the  general  building  laws,  the  require- 
ments in  reference  to  this  subject  were  again  changed,  the  new  law  re- 
quiring that  in  all  dwelling  and  apartment  houses  over  60  feet  in  height 
thereafter  erected  or  altered,  and  which  were  arranged  to  be  occupied  by 
two  or  more  families  on  any  floor  above  the  first,  the  halls  and  stairs 
should  be  enclosed  with  brick  walls,  and  the  floors,  stairs  and  ceilings  of 
the  halls  should  be  made  entirely  fireproof ;  and  the  stairs  should  extend 
to  the  roof  and  end  in  a  bulkliead  of  fireproof  material.  This  provision 
was  re^nacted  in  1887  with  very  slight  change,  it  simply  being  extended 
to  all  dwelling  houses  over  five  stories  in  height  erected  or  altered  after 
July  5, 1887,  and  which  were  arranged  to  be  occupied  by  two  or  more  fam- 
ilies on  anv  floor  above  the  first.  In  1892  the  building  laws  were  materi- 
ally amended,  and  the  provisions  of  the  law  of  1887  were  changed  so  as  to 
apply  to  all  tenement  nouses  thereafter  erected,  arranged  for  one  or  more 
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families  on  any  floor  instead  of  two  or  more  families,  and  which  also  were 
over  fire  stories  in  heisht.  The  law,  however,  permitted  the  flooring  and 
the  sleeoers  underneath  the  flooring,  in  the  halls,  to  be  made  of  wood,  and 
the  treaas  and  hand-rails  of  the  stairs  also  to  be  made  of  hard  wood.  An 
additional  clause,  however,  was  further  added  to  this  section,  requiring  that 
when  the  hallways  and  stairs  were  placed  centrally  in  or  bacK  from  the 
front  line  of  the  building,  a  hallway  enclosed  in  brick  walls  should  be  pro- 
Tided  on  the  first  story,  connecting  the  public  halls  with  the  street  In 
1895  the  tenement  house  law  was  again  modified ;  this  law,  among  other 
things,  provided  that  in  new  tenement  houses  or  buildings  therMifter 
altered  for  the  purposes  of  a  tenement  house,  where  such  buildings  were 
over  five  stories  high  above  the  cellar,  and  where  they  also  contained  as 
many  as  four  suites  of  rooms  on  a  floor,  then  all  staircases  should  be 
fireproof  throughout.  In  all  other  tenement  houses  thereafter  erected  or 
altered  over  three  stories  in  height  above  the  cellar,  the  entrance  hall  and 
the  entire  stair  well  and  the  stairs  were  required  to  be  built  of  semi-fire- 

Sroof  or  slow-burning  construction,  it  being  left  discretionary  with  the 
uperintendeut  of  Buildings  what  the  form  of  such  construction  should 
be.  In  such  buildings  it  was  also  provided  Uiat  no  wainscoting  should  be 
allowed  in  the  hallways,  except  of  cement  or  other  fireproof  material, 
but  it  permitted  the  hand-rails  and  banisters  of  the  stairs  to  be  of  hard 
wood. 

There  was  a  further  provision  that  on  the  second  floor  of  all  tenement 
houses,  that  were  not  fireproof  throuffhout,  the  stairs  and  public  halls 
should  be  shut  off  from  the  private  halls  and  other  parts  of  tne  house  by 
double-swinging  fireproof  doors,  and  that  such  doors  should  be  locked 
every  night  not  later  than  ten  o'clock.  Presumably  the  object  of  tliis  sec- 
tion was  to  confine  the  spread  of  fire  to  the  public  hallway  and  stairs  and 
keep  it  from  the  other  parts  of  the  building.  The  law,  however,  was  so 
framed  that  it  was  impossible  of  enforcement,  and,  as  a  result,  was 
repealed  in  the  Greater  JHew  York  Charter,  enacted  two  years  later.  The 
Charter  also  made  some  other  slight  changes  of  no  great  importance.  The 
provisions  of  the  Charter,  which  are  practically  the  provisions  of  the  law 
of  1895,  are  the  present  law  upon  this  subject,  with  also  the  provisions  of 
section  53  of  the  Building  Code,  a  local  ordinance.     The  Building  Code 

Provides  that  in  all  new  tenement  houses  over  five  stories  in  height,  or 
aving  five  stories  and  a  basement  above  the  cellar,  the  halls  and  stairs 
shall  be  enclosed  in  brick  walls,  and  that  the  floors,  stairs  and  ceilings  in 
these  halls  and  stairways  shall  be  made  of  iron,  steel,  brick,  stone,  tile,  cem- 
ent or  other  hard  incombustible  material  The  law,  however,  permits  the 
flooring  and  the  sleepers  underneath  the  flooring  to  be  of  wood,  and  the 
hand-rails  of  the  stairs  to  be  of  hard  wood,  and  the  treads  of  the  stairs  to 
be  oak  not  less  tlian  14  inches  thick.  There  is  a  further  provision  that  in 
such  buildings  there  shall  be  a  hallway  in  the  first  story  eneloeed  in  fire- 
proof walls  leading  to  the  street 


(1867)  —  ChaptOT  939,  BmHoo  10. 

^  In  all  dwelling  houses  intended  to  be  occupied  by  four  tamiliea  or 
more,  that  shall  hereafter  be  erected  in  the  said  city,  all  stairs  shall  be  of 
stone  or  iron,  and  the  floor  beams  of  halls  shall  be  of  iroo  with  briok 
arches  turned  between  them.^ 
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(1868)^Climpter  634,  Section  2.     (Amends  Section  10,  Chapter  939,  Laws 
of  1867.) 

<<  All  buildings  that  shall  be  hereafter  erected  or  built  to  contain  not 
more  tiian  two  families  on  any  of  the  floors  above  the  first  story,  and 
which  does  not  exceed  four  stories  in  height,  may  be  built  without  fire- 
proof stairs  or  halls,  provided  the  stairs  continue  to  the  roof  and  have 
proper  bulkheads  and  ventilators,  and  all  the  rooms  connect  by  doors  from 
front  to  rear,  and  also  provided  that  a  practical  fireproof  escape  is  attached 
to  said  buildings  that  shall  be  approved  of  by  the  Superintendent  of 
Buildings.  In  all  dwelling  houses  built  to  contain  more  families  than  are 
provided  for  in  this  section  the  halls,  stairs  and  hall  partition  walls,  from 
the  cellar  to  the  roof,  shall  be  constnicted  fireproof,  and  the  stairs  shall 
continue  to  the  roof  with  proper  bulkhead  and  ventilators." 

(1871)  —Chapter  625,  Section  28. 

*'  And  no  building  shall  be  erected  or  altered  to  be  occupied  by  more 
families  than  as  hereinbefore  provided  for  in  this  section  (six  families) 
imless  the  partitions  and  stairs  shall  be  constructed  fireproof." 

(1874)  —  Chapter  547,  Section  7.  —  Repealed. 

(1885)  —  Chapter  456,  Section  21.    (Amends  Section  492,  CoumL  Act.) 

"  All  dwelling  houses  which  are  known  as  tenement  or  apartment 
houses,  which  are  arranged  for  or  occupied  by  two  or  more  families  on 
any  floor  above  the  first  exceeding  60  feet  in  height,  which  may  be 
hereafter  built,  or  buildings  which  may  be  hereafter  altered  to  be  oc- 
cupied as  above  stated,  shall  have  the  halls  and  stairs  enclosed  with 
12  inch  brick  walls,  and  the  floors,  stairs  and  ceilings  of  the  halls  shall 
be  made  whollv  of  iron,  brick,  stone,  slate  or  marble.  The  stairs  of 
said  houses  shall  extend  to  the  roof  and  be  enclosed  with  a  bulkhead  built 
entirely  of  fireproof  materials,  as  hereinbefore  provided." 

(1887)  —  Chapter  566,  Section  26.    (Amende  Section  499,  ConaoL  Act.) 

«  Every  dwelling-house  exceeding  5  stories  in  height  hereafter  erected 
or  altered  (July  5th,  1887)  to  be  occupied  by  2  or  more  families  on 
anv  floor  above  the  first,  and  every  dwelling  house  over  60  feet  in 
height  hereafter  erected  or  altered  to  be  occupied  bv  more  than  1 
family,  shall  have  the  halls  and  stairs  enclosed  with  12  inch  brick 
walls.  The  floors,  stairs  and  ceilings  in  said  halls  and  stairwavs  shall 
be  made  wholly  of  iron,  brick,  stone  or  other  hard  incombustible  ma- 
terials, and  at  least  one  flight  of  such  stairs  in  each  of  said  buildings 
shall  extend  to  the  roof  and  be  enclosed  in  a  bulkhead  built  of  fire- 
proof materials." 

(1892)  —  Chapter  275,  Section  16.    (Amende  Section  480,  CoumI.  Act.) 

'<  Every  tenement  house,  apartment  house  and  dwelling  house  hereafter 
erected  or  altered  to  be  occupied  by  one  or  more  families  on  any  floor 
above  the  first,  exceeding  five  stories  in  height,  or  having  a  basement 
and  five  stories  in  height  above  the  cellar,  shall  have  the  halls  and 
stairs  enclosed  wiUi  twelve  inch  brick  walls.  The  floors,  stairs  and 
ceilings  in  said  halls  and  stairways  shall  be  made  of  iron,  brick,  stone, 
or  other  hard  incombustible  materials,  excepting  that  the  flooring  and 
sleepers  nndemeatii  the  same  may  be  of  wood,  and  the  treads  and  hand 
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rails  of  the  stain  maj  be  of  hard  wood,  prorided  that  where  wooden 
treads  are  used  the  underside  of  the  stairs  shall  be  entirely  lathed  with 
iron  or  wire  lath  and  plastered  thereon^  or  covered  with  metal.  At 
least  one  flight  of  such  stairs  in  each  of  said  buildings  shall  extend 
to  the  roof,  and  be  enclosed  in  a  bulkhead  built  of  fireproof  materials. 
When  the  said  hallways  and  stiurways  are  placed  centrally  in,  or  back 
from  the  front  line  of  the  building,  a  connecting  fireproof  hallway 
enclosed  with  brick  walls  shall  be  provided  on  the  first  story  and  extend 
to  the  street.'' 


(1895)  —  Chapter  567,  Section  8.     ( Ammda  SMtion  661,  CoiMol.  Aot ) 

*'  In  all  tenement  houses  hereafter  constructed,  or  buildings  hereafter 
converted  to  the  purposes  of  a  tenement  house,  all  staircases  shall  be  fire- 
proof; but  this  provision  as  to  staircases  shall  not  apply  to  buildings 
which  are  not  over  5  stories  high  above  the  cellar,  and  wnich  contain  not 
more  than  three  suites  of  rooms  on  a  floor.  Every  tenement  house  here- 
after constructed,  or  buildings  hereafter  converted  to  the  purposes  of  a 
tenement  house,  which  building  exceeds  three  stories  in  neight  or  has 
basement  with  three  stories  above  the  cellar,  shall  have  the  entrance  hall 
and  entire  stairwell  and  stairs  built  of  [such]  slow  burning  construction  of 
fireproof  material  [as  tlie  superintendent  of  buildings  shall  decide] ;  also 
no  wainscoting  sliall  be  allowed  in  the  main  halls  except  of  cement,  or 
other  fireproof  material ;  [excepting  that  the  hand-rails  and  balusters  can 
be  of  hard  wood] ;  at  least  one  flight  of  such  stairs  shall  extend  to  the 
roof  and  be  inclosed  in  a  bulkhead  building  of  fireproof  material;  [on 
second  floor  of  all  tenement-houses  not  fireproof  throughout  all  entrances 
from  stairs  to  halls  shall  be  closed  off  with  fireproof  double  swing  doors ; 
it  shall  be  the  duty  of  the  owner  or  lessee  of  such  tenement-house  to  have 
said  door  on  second  floor  closed  every  night  at  not  later  than  10  o'clock]/* 

•  (1897)  —  Chapter  378,  Greater  New  Tork  Charter,  Beotf  on  18ia 

Matter  in  brackets  above,  omitted. 

•  (1899)  ~  The  Bnildina  Code — (An  ordlnanoe  adopted  December  80,  1899.) 

Beotion  53. 

''All  non-fireproof  apartment-houses  and  tenement-houses  exceeding 
five  stories  in  height,  or  having  a  basement  and  five  stories  in  height 
above  a  cellar,  shall  be  constructed  as  in  this  section  before  described,  and 
shall  also  have  the  halls  and  stairs  enclosed  with  12  inch  brick  walls. 
Eight  inch  brick  walls  not  exceeding  50  feet  in  their  vertical  measurement, 
may  enclose  said  halls  and  stairs,  and  be  used  as  bearing  walls  where  the 
distance  between  the  outside  bcnaring  walls  does  not  exceed  33  feet,  and 
the  area  between  the  said  brick  enclosure  walls  doee  not  exceed  180  super* 
ficial  feet  The  floors,  stairs  and  ceilings  in  said  halls  and  stairways  shall 
be  made  of  iron,  steel,  brick,  stone,  tile,  cement,  or  other  hard  incombua 
tible  materials,  excepting  that  the  flooring  and  sleepers  underneath  the 
same  may  be  of  wood  and  the  hand-rails  of  the  stairs  may  be  of  hard 
wood,  and  the  treads  may  be  of  oak  not  less  than  1  and  5-8  of  an 
inch  in  thickness,  provided  that  where  such  wooden  treads  are  used 
the  under  side  of  the  stairs  shall  be  entirely  lathed  with  iron  or  wire 
lath  and  plastered  thereon,  or  covered  with  metal.    At  least  one  flight 

•  Indkates  the  eztoUng  Uw  in  190a 
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of  such  stairs  in  each  of  said  buildings  shall  extend  to  the  roof,  and  be 
enclosed  in  a  bulkhead  built  of  fireproof  materials.  The  said  halls  and 
stairways  shall  have  a  connecting  fireproof  hallway  enclosed  with  suitable 
walls  of  brick,  or  such  other  fireproof  materials  including  the  ceiling  in 
all  cases  as  may  be  approved  by  the  Commissioner  of  Buildings  haying 
jurisdiction,  in  the  first  story  and  extend  to  the  street." 

UAJLL'WA'Ye  AND  BTAJRWATB,  RBGULATIONS  FOR  OON- 
STRUCnON  OF.  —  Since  1867  the  Superintendent  of  Buildings  has  had 
discretionary  power  to  make  regulations  to  determine  the  method  of  con- 
structing halls  and  stairways.  This  iH)wer  was  without  limitation  until 
in  1885,  when  it  was  added  that  such  regulations  should  not  be  incon- 
sistent with  the  provisions  of  the  existing  statutes  upon  the  subject 

(1867)  —  Chapter  939,  Seotion  10. 

"  In  all  tenement-houses  that  shall  hereafter  be  erected  in  said  city, 
the  superintendent  of  buildings  shall  have  power  in  determining  the 
method  of  constructing  halls  and  stairways.'' 

(1868)  —Chapter  634,  Seotion  2.    (Amends  Seotion  10,  Chapter  939,  Laws 
of  1867. )  —  Continned. 

(1871) —Chapter  625,  Section  28.  •— Continued. 

(1874)  —-Chapter  547,  Ctootion  7.  -Continued. 

(1882)  —  Chapter  410,  SeoUon  499.     (ConM>l.  Act )  —  Continued. 

Power  to  make  regulations  transferred  from  the  Superintendent  of 
Buildings  to  the  Fire  Department. 

(1892)  — Chapter  275,  fitoction  35.  —  Seotion  499  repealed. 

(1895)  —Chapter  567,  Ctootion  8.     (Amends  Seotion  661,  Consol.  Act.) 

''  The  superintendent  of  buildings  is  hereby  empowered  and  directed 
to  make  rules  and  regulations  not  inconsistent  with  the  requirements  of 
this  title,  and  which  in  addition  to  the  requirements  of  this  title  shall  be 
the  conditions  of  approval  for  the  plans  and  permits;  these  rules  and 
regulations  shall  goyern  the  arrangement  and  distribution  of  the  uncoyered 
area,  size,  lighting,  location  and  arrangement  of  shafts,  rooms,  cellars  and 
halls,  and  ma^  be  modified  or  changed  from  time  to  time  by  the  superin- 
tendent of  buildings." 

HAUa  PARTITIONS,  CONSTRUCTIGN  OF.  —  It  is,  of  course,  useless 
to  make  provisions  requiring  hallways  to  be  fireproof  unless  the  partitions 
separating  such  hallways  from  the  other  parts  of  the  house  are  similarly 
made  safe.  This  has  been  recognized  since  1867,  when  the  first  law  in  refer- 
ence to  safe  egpress  was  enacted.  In  that  year  it  was  provided  that  in  all 
dwelling  houses  intended  to  be  occupied  by  four  families  or  more  thereafter 
erected,  the  hall  partitions  from  the  foundation  to  the  roof  should  be  con- 
structed of  brick  not  less  than  12  inches  thick.  This  important  provision  of 
the  law  was  very  much  weakened  by  an  amendment  passed  in  the  following 
year,  which  permitted  tenement  houses  that  were  not  over  four  stories  in 
height,  and  which  were  arranged  for  not  more  than  two  families  on  a  floor, 
to  be  erected  without  such  fireproof  stairs  or  walls.    This,  however,  was 
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only  permitted  apon  condition  that  the  building  should  have  stairs  leading 
to  the  roof ;  that  the  rooms  on  each  floor  should  connect  by  doors  from 
front  to  rear,  and  that  the  building  should  be  provided  with  proper  fire- 
escaoes.  In  all  new  tenement  houses  built  to  contain  more  than  eight 
famuies,  the  partition  walls  from  the  cellar  to  the  roof  were  required  to 
be  constructed  fireproof.  In  1871  this  provision  was  again  amended ;  in 
new  tenements,  which  were  over  three  stories  in  height  and  which  were 
arranged  for  from  three  to  six  families,  the  hall  partitions  from  front  to 
rear,  from  the  cellar  to  the  bottom  of  the  second  story  floor  beams,  were 
required  to  be  built  of  brick,  and  in  all  tenement  houses  erected  to  contain 
more  than  six  families  above  the  first  story,  these  partitions  were  required 
to  be  constructed  fireproof.  In  1874  these  most  important  provisions  were 
entirely  repealed,  ana  there  was  no  law  whatsoever  upon  this  subject  until 
1885.  The  law  of  1885  provided  that  in  all  new  tenements,  over  60  feet 
in  height  and  arranged  for  more  than  two  families  on  any  floor  above  Uie 
first,  the  halls  and  stairs  should  be  enclosed  in  12-inch  brick  walls.  Two 
years  later  this  law  was  changed  so  as  to  make  it  apply  to  any  new  tene- 
ment house  over  GO  feet  in  height,  arranged  for  more  than  one  family  on 
a  floor  instead  of  two.  In  1802  this  provision  was  substantiidly  re^nacted. 
In  1805  the  tenement  house  law  was  again  changed ;  among  other  things, 
it  was  provided  that  in  new  tenement  houses  over  Uiree  stories  in 
height,  or  three  stories  and  basement  in  height,  the  entire  stair  well  and 
stairs  and  entrance  hall  should  be  built  of  slow-burning  construction  or 
fireproof  material,  it  being  left  discretionary  with  the  Commissioner  of 
Buildings  what  such  material  should  be.  It  was  also  provided  that  there 
should  be  no  fanlight  or  window  placed  in  the  partition  or  interior  wall 
between  the  public  hall  and  private  hall  of  any  tenement  house  which  was 
not  fireproof,  or  in  the  i>artition  between  the  public  hallway  and  rooms,  so 
as  to  prevent  the  spread  of  fire  from  the  hall  to  the  rooms,  and,  also,  from 
the  rooms  to  the  hall. 

The  Charter  reSnacted  that  part  of  the  law  of  1805  requiring  the  hall- 
way to  be  built  semi-fireproof  or  of  slow-burning  construction,  but  repealed 
the  provisions  of  the  previous  law  prohibiting  tne  placing  of  transoms  and 
winaows  in  the  partitions  between  the  public  hallways  and  upner  halb 
and  rooms.  In  the  Building  Code,  an  ordinance  adopted  in  1899,  it  is 
provided  that  in  all  non-fireproof  tenement  houses  thereafter  erected  which 
are  over  five  stories  in  height,  the  halls  and  stairs  shall  be  enclosed  in 
12-inch  brick  walls.  This,  wiUi  the  provisions  of  the  Charter,  constitatet 
the  present  law  upon  the  subject 

(1867)  —Chapter  939,  8«>tioo  10. 

''  In  all  dwelling-houses  intended  to  be  occupied  by  four  families  or 
more  that  shall  hereafter  be  erected  in  said  citv,  the  hall  partitions  from 
foundation  to  roof,  shall  be  of  brick,  not  less  than  12  incnes  thick,  with 
sufficient  ventilating  flues;  the  floor  beams  shall  be  of  iron  with  briok 
arches  turned  between  them.'' 

(1868)  -^  ChaptOT  634,  8«>tloo  2.    (Amanda  8«>tlon  10,  Chapter  939,  Lawa 
OI1867.) 

"  All  buildings  that  shall  be  hereafter  erected  or  built  to  contain  not 
more  than  two  families  on  any  of  the  floors  above  the  first  story,  and  which 
does  not  exceed  four  stories  in  height,  may  be  built  without  fireproof 
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stairs  or  hallSi  provided  the  stairs  continue  to  the  roof  and  have  proper 
bulkheads  and  ventilators,  and  all  the  rooms  connect  by  doors  from 
front  to  rear,  and  also  provided  that  a  practical  fireproof  fire  escape  is 
attached  to  said  buildinc^  that  shall  be  approved  of  by  the  Superintend- 
ent of  Buildings.  In  all  dwelling-houses  built  to  contain  more  families 
than  are  provided  for  in  this  section,  the  halls,  stairs  and  hall  partition 
walls,  from  the  cellar  to  the  roof,  shall  be  constructed  fireproof,  and  the 
stairs  shall  continue  to  the  roof  with  proper  bulkhead  and  ventilators." 

(1871)  —  Chapter  625,  SecUon  28. 

<<  In  any  building  hereafter  erected  more  than  three  stories  in  height, 
occupied  by,  or  built  to  be  occupied  by  three  and  not  more  than  six  fami- 
lies above  the  first  story,  the  hall  partition  and  partitions  from  front  to 
rear  from  the  cellar  to  the  top  of  the  second  story  beams,  shall  be  built 
of  brick.*' 

(1871)  —Chapter  625,  Ctoctlon  28. 

^  And  no  building  shall  be  erected  or  altered  to  be  occupied  by  more 
families  than  as  hereinbefore  provided  for  in  this  section,  (six  families) 
unless  the  partitions  and  stairs  shall  be  constructed  fireproof." 

(1874)  — -  Chapter  547,  Section  7.  —  Repealed. 

(1885)  —  Chapter  456,  Section  21.     (Amends  fitocUon  492,  Consol.  Act.) 

"All  dwelling-houses  which  are  known  as  tenements  or  apartment- 
houses,  which  are  arranged  for  or  occupied  by  two  or  more  families  on 
any  floor  above  the  first,  exceeding  60  feet  in  height,  which  may  be  here- 
after built,  or  buildings  which  may  be  hereafter  altered  to  be  occupied 
as  above  stated,  shall  have  the  halls  and  stairs  enclosed  with  12  inch 
brick  walls." 

(1887)  —  Chapter  566,  Section  26.    (Amends  Section  499,  Conaol.  Act) 

"  Every  dwelling-house  exceeding  5  stories  in  height  hereafter  erected 
or  altered  (July  5th,  1887)  to  be  occupied  by  2  or  more  families  on  any 
floor  above  the  first,  and  every  dwelling-house  over  60  feet  in  height  here- 
after erected  or  altered  to  be  occupied  by  more  than  1  family,  shall  have 
the  halls  and  stairs  enclosed  with  12  inch  brick  walls." 

(1892)  —  Chapter  275,  Section  16.     (Amends  Section  480,  Consol.  Act.) 

"  Every  tenement-house,  apartment-house  and  dwelling-house  hereafter 
erected  or  altered  to  be  occupied  by  one  or  more  families  on  any  floor 
above  the  first,  exceeding  five  stories  in  height,  or  having  a  basement  and 
five  stories  in  height  above  the  cellar,  shall  have  the  halls  and  stairs 
enclosed  with  12  inch  brick  walls.  The  floors,  stairs  and  ceilings  in  said 
halls  and  stairways  shall  be  made  of  iron,  brick,  stone  or  other  hard  incom- 
bustible materials,  excepting  that  the  flooring  and  sleepers  underneath  the 
same  may  be  of  wood.  When  the  said  halls  and  stairways  are  placed 
centrally  in,  or  back  from  the  front  line  of  the  building,  a  connecting  fire- 
proof hallway  enclosed  with  brick  walls  shall  be  provided  on  the  first 
story,  and  extend  to  the  street." 

(1895)  —Chapter  567,  Section  8.    (Amends  SeoUon  661,  ConsoL  Act.) 

''Every  tenement-house  hereafter  constructed  or  buildings  hereafter 
converted  to  the  purposes  of  a  tenement-house,  which  building  exceeds 
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three  stories  in  height  or  has  basement  with  three  stories  abo^e  the  eellar, 
shall  hare  the  entrance  hall  and  entire  stairwell  and  stairs  bnilt  of  such 
slow  burning  construction  or  fireproof  material  as  the  superintendent  of 
buildings  shall  decide.  No  fan  light  or  window  shall  be  hereafter  placed 
in  the  partition  or  interior  wall  between  the  main  and  prirate  halls  of  any 
tenement-house  which  is  not  fireproof,  and  any  room  in  the  same.'' 

•  (U97) — Cbaptmr  378,  Oreater  Hew  York  Charts,  8«>tloo  1318. 

''Every  tenement-house  hereafter  constructed,  or  buildings  hereafter 
converted  to  the  purpose  of  a  tenement-house,  exceeding  three  stories  in 
height,  or  havine  a  basement  with  three  stories  above  the  cellar,  shall  have 
the  entrance  hall  and  entire  stairwell  and  stairs  built  of  slow  burning  con- 
struction or  fireproof  material.'' 

•(1899)  —The  Buildlns  Code  —  (An  ordinance  adopted  December  20,  1899). 
8eotlon53. 

''All  non-fireproof  apartment-houses  and  tenement-houses  exceeding 
five  stories  in  height,  or  having  a  basement  and  five  stories  in  height 
above  a  cellar,  shall  be  constructod  as  in  this  section  before  described,  and 
shall  also  have  the  halls  and  stairs  enclosed  with  twelve  inch  brick  walls. 
Eight  inch  brick  walls  not  exceeding  fifty  feet  in  their  vertical  measure- 
ment, may  enclose  said  halls  and  stairs,  and  be  used  as  bearing  walb 
where  the  distance  between  the  outside  bearing  walls  does  not  exceed 
thirty-three  feet,  and  the  area  between  the  said  brick  enclosure  walls  does 
not  exceed  one  hundred  and  eighty  superficial  feet" 

PARTITIONS.  —  Not  until  1882  was  any  attempt  made  to  lessen  the 
danger  from  tlie  spread  of  fire  in  a  building  between  tne  nartitions.  In  that 
year  it  was  required  that  the  spa<^  between  the  studdinc  of  such  parti- 
tions  should  be  filled  in  solidly  with  suitable  incombustible  material,  so 
as  to  prevent  the  quick  spread  of  fire  from  floor  to  floor.  This  has  been 
the  law  since  that  time  until  1899,  when  the  Building  Oode  repealed  die 
law  of  1892  and  limited  this  requirement  to  residence  buildings  only. 


(1892)  —  Chapter  275,  Section  16.    (Amends  Sectlcii  480,  OonsoL  Act) 

"  Fore  and  aft  stud  partitions  that  rest  directly  over  each  other  shall 
run  through  the  wooden  floor  beams  and  rest  on  the  plate  of  the  partition 
below,  and  shall  have  the  studding  filled  in  solid  between  the  uprights  to 
the  depth  of  the  floor  beams  with  suitable  incombustible  materials.'* 

(1894)  —Brooklyn  —  Chapter  481,  Sectioa  13.     (Amends  Chapter  588  d  tto 
Laws  d  1888.)    Above  provisions  oootlmied. 

(1895)  —  Brooklyn— Chapter  292,  Sectloo  21.  —  Contlniied. 

•  (1899)  —  The  Bnildhia  Code — (An  ordinance  approved  December  20, 1899). 
Sectloo  51. 

"In  rtaidenoB  buildings  where  fore  and  aft  stud  partitions  rest  direetlr 
over  each  other,  they  shall  run  down  between  the  wood  floor  beams  ana 
rest  on  the  top  plate  of  the  partition  below,  and  shall  have  the  studding 
filled  in  solid  between  the  uprights  to  the  depth  of  the  floor  beams  with 
suitable  incombustible  materials.'' 

•  Indkatas  the  existing  law  in  lOOa 
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SHAFTS  —  OONSTRUCnON  OF  ELEVATOR  SHAFTS.  —  InTiewof 
the  many  provisions  for  the  construction  of  halls  and  stairways  in  tenement 
houses  enacted  for  so  many  years,  it  would  seem  that  a  provision  in  reference 
to  the  construction  of  all  shafts  would  be  among  the  first  that  would  be  en- 
acted. Not  until  1887,  however,  was  there  any  law  upon  this  subject  In 
that  year  the  building  law  was  amended  and  it  was  provided  that  all  ele- 
vator shafts  in  all  buildings  thereafter  erected  should  be  constructed  fire- 
I)roof,  with  fireproof  doors  to  all  openings.  This  has  practically  been  the 
aw  unchanged  until  the  present  time.  It  was  slightly  amended  in  1895, 
when  a  supplementary  provision  was  enacted,  requiring  that  the  elevator 
shafts  in  cellars  of  tenement  houses  should  be  entirely  fireproof,  and  that 
if  there  were  any  openings  in  the  cellars,  such  openings  should  be  pro- 
vided with  self-closing  fireproof  doors. 

(1887)  •— Chapter  566,  Section  15.     (Amends  Section  487,  ConsoL  Aot.) 

'<  All  elevators  hereafter  placed  in  any  building  in  said  city,  except 
such  fireproof  buildings  as  have  been  or  may  be  erected  in  accordance  with 
section  492  of  this  act,  shall  be  enclosed  in  suitable  walls  of  brick,  or  with 
a  suitable  frame  work  of  iron  and  burnt  clay  filling,  or  of  such  other  fire- 
proof material  and  form  of  construction  as  may  be  approved  by  the  super- 
intendent of  buildings.  Said  walls  or  construction  shall  extend  through 
and  at  least  three  feet  above  the  roof,  and  shall  have  suitable  openings  in 
the  same  to  be  provided  with  fireproof  doors.  But  elevators  may  be  put 
in  the  wellhole  of  stairs,  in  buildings  without  such  brick  or  fireproof  en- 
closures, whore  the  stairs  are  enclosed  in  brick  or  stone  walls,  and  the 
stairs  are  themselves  entirely  constructed  of  stone,  brick,  iron  or  slate.'' 

(1892)  —Chapter  275,  Section  28.     (Amends  Ctoction  492,  ConeoL  Act.) 

<'  All  elevators  hereafter  placed  in  an^  building,  except  such  fireproof 
buildings  as  shall  be  or  may  be  erected  in  accordance  with  Section  484  of 
this  title,  shall  be  enclosed  in  suitable  walls  of  brick,  or  with  a  suitable 
frame  work  of  iron  and  burnt  clay  filling,  or  of  such  other  fireproof  mate- 
rial and  form  of  construction  as  may  be  approved  by  the  superintendent 
of  buildings.  Said  walls  or  construction  shall  extend  through  and  at  least 
three  feet  above  the  roof,  and  all  openings  in  the  same  shall  be  provided 
with  fireproof  doors  and  made  solid  for  three  feet  above  the  floor  level  and 
with  i^^rill  openings  al>ove.  Elevators  may  be  put  in  the  wellhole  of  stairs 
in  buildings,  without  such  brick  or  fireproof  enclosures,  where  the  stairs 
are  enclosed  in  brick  or  stone  walls,  and  the  stairs  are  constructed  as  speci- 
fied in  section  480  of  this  title." 

(1894)— Brooklyn  — Chapter  481,  Section  21.     (Amends  Brooklyn  CkmaoL 
Act.) 
Same  provisions  continued. 

(1895)  —Chapter  567,  Section  8.    (Amends  Section  661,  ConsoL  Aot) 

<<In  all  tenement-houses  hereafter  constructed  or  buildings  hereafter 
converted  to  the  purposes  of  a  tenement-house,  the  openings  to  the  eleva- 
tors or  lifts  in  the  cellar  and  at  every  opening,  on  every  story,  shall  be 
provided  with  self-closing  fireproof  doors.  This  provision  however  shall 
not  apply  to  such  elevators  in  tenement-houses  which  are  operated  bv  a 
conductor  stationed  within  the  car  \  but  if  such  elevators  run  to  the  cellar 
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iliey  must  be  enclosed  in  the  cellar  with  firenroof  walla,  and  the  door  to 
the  cellar,  if  any,  must  be  fireproof  and  self  closing.'' 

•  (U97) --Chapter  378,  OreatOT  Hew  Tork  Charter,  Beotlon  1318.-- Continiied. 

•  (1899)  — The  BuUdinc  Code  — (An  ordlnanoe  adopted  Deoember  20, 1899.) 

Section  86. 

<<A11  elevators  hereafter  placed  in  any  building,  excent  such  fireproof 
buildings  as  have  been  or  may  be  hereafter  erected,  shall  be  enclosed  in 
suitable  walls  of  brick,  or  with  a  suitable  frame  work  of  iron  and  burnt 
day  filling,  or  of  such  other  fireproof  material  and  form  of  construction  as 
may  be  approved  by  the  department  of  buildings.  All  openings  in  said 
walls  shall  be  provided  with  fireproof  shutters  or  fireproof  doors,  made 
solid  for  three  feet  above  the  floor  level,  except  that  the  doors  used  for 
openings  in  buildings  intended  for  the  occupancy  of  one  family  may  be  of 
wood  covered  on  the  inner  surfaces  and  edges  with  metal,  not  including 
the  openings  in  the  cellar,  nor  above  the  roof  in  anv  such  shaft  walls. 
When  the  shaft  does  not  extend  to  the  ground,  the  lower  end  shall  be 
enclosed  in  fireproof  materials." 

SHAFTS  —  CONSTRUCTION  OF  DUMB-WAITBR  SHAFTS.  —  Prior 
to  1887,  there  was  no  law  upon  this  subject  In  that  year  the  building  law 
was  amended  so  as  to  require  all  dumb-waiter  shafts  theresiter  erected 
extending  through  more  than  three  stories  in  any  buildins  to  be  con- 
structed fireproof  with  fireproof  doors  to  all  openings,  and  this  has  prac- 
tically  been  the  law  until  the  present  day,  t.«.  in  1900.  In  1899,  in  the 
Building  (>)de,  a  local  ordinance,  it  was  provided,  in  addition  to  the  above 
requirements,  that  where  such  a  shaft  did  not  extend  to  the  floor  level  of 
the  lowest  story,  the  bottom  of  the  shaft  should  also  be  constructed  of  fire- 
proof material 

(1887)  —  Chapter  566,  Section  15.  (Ameods  Section  M7,  ComoI.  Aot.) 

*'A11  dumb-waiter  shafts  hereafter  placed  in  any  dwelling-houses 
which  extend  through  more  than  three  stories,  except  such  fireproof  build* 
ings  as  have  been  or  may  be  erected  in  accordance  with  Section  492  of  this 
act,  shall  be  enclosed  in  suitable  walls  of  brick,  or  with  a  suitable  frame 
work  of  iron  and  burnt  clay  filling,  or  of  such  other  fireproof  material  and 
form  of  construction  as  may  be  approved  bv  the  superintendent  of  build* 
ings.  Said  walls  or  construction  shall  extend  through  and  at  least  three  feet 
alwve  the  roof,  and  shall  have  suitable  openings  in  the  same  to  be  provided 
with  fireproof  doors,  but  elevators  may  be  put  in  the  wellhole  of  stairs,  in 
buildinffs  without  such  brick  or  fireproof  enclosures,  where  the  stairs  are 
enclosed  in  brick  or  stone  walls,  and  the  stairs  are  themselves  entirely 
constructed  of  stone,  brick,  iron  or  slate." 


(1892)  —  Chaptmr  275,  Seotloii  28.    (Amends  Seotloo  492.  CoosoL  Aot.) 

''  AH  dumb-waiter  shafts  hereafter  placed  in  any  building,  except  such 
as  do  not  extend  through  more  than  three  stories  in  dwelling-houses,  shall 
be  enclosed  in  suitable  walls  of  brick,  or  with  a  suitable  framework  of  iron 
and  burnt  clay  filling,  or  of  such  other  fireproof  material  and  form  of  con- 
struction as  may  be  approved  by  the  superintendent  of  buildings.'' 

•  Indicates  the  sxisanc  law  in  1000. 
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(1894)  —  Brooklyn— Chapter  481,  Section  21.  (Amends  Brooklyn  ConaoL 
Aot.)    Above  provisions  oontinned. 

•  (1899)  --  The  Building  Code  —  (An  ordinance  adopted  December  20, 1899.) 

Section  97. . 

''  All  dumb-waiter  shafts,  except  such  as  do  not  extend  more  than  three 
stories  above  the  cellar  or  basement  in  dwelling-houses,  shall  be  enclosed  in 
suitable  walls  of  brick  or  with  burnt  clay  blocks,  set  in  iron  frames  of 
proper  strength  or  fireproof  blocks  strengthened  with  metal  dowels,  or  such 
other  fireproof  material  and  form  of  construction  as  may  be  approved  by 
the  commissioner  of  buildings  liaving  jurisdiction.  Said  walls  or  con- 
struction shall  extend  at  least  3  feet  alwve  the  roof  and  be  covered  with  a 
skylight  at  least  three-fourths  the  area  of  the  shaft,  made  with  metal  frames 
and  glazed.  All  openings  in  the  enclosure  walls  or  construction  shall  be 
provided  with  self-closing  fireproof  doors.  When  the  shaft  does  not 
extend  to  the  floor  level  of  the  lowest  story,  the  bottom  of  the  shaft  shidl 
be  constructed  of  fireproof  material." 

SHAFTS  — CONSTRUCnON  OF   ZJOHT   AND   VBNT   SELAFTS.— 

Before  1887,  interior  light  shafts  and  vent  shafts  were  permitted  to  be  con- 
structed of  inflammable  material,  and  a  large  number  of  such  shafts  were 
constructed  in  many  tenement  houses  in  New  York  City,  being  formed 
merely  of  wooden  studs  with  lath  and  plaster.  The  1887  law,  however, 
required  that  all  walls  or  pai-titions  forming  interior  light  shafts  should 
be  built  fireproof,  and  that  they  should  be  carried  up  3^  feet  above  the 
level  of  the  rool  This  has  been  the  law  upon  this  subject  until  the  present 
time  (in  1900). 

(1887)  —  Chapter  566,  Ctootion  16.    (Amenda  Section  487,  ConaoL  Aot.) 

<*  In  all  buildings  hereafter  erected  all  walls  or  partitions  forming  inte- 
rior light  shafts  shall  be  built  of  brick  or  such  other  fireproof  material  as 
may  be  approved  by  the  superintendent  of  buildings.  All  light  shafts 
whether  exterior  or  interior,  hereafter  erected  shall  be  carried  up  not  less 
than  three  and  one-half  feet  above  the  level  of  the  roof.'' 

(1892)  ~  Chapter  275,  Section  16.     (Amenda  Section  480,  Conaol.  Aot.) 

"  In  every  building  hereafter  erected  all  the  walls  or  partitions  forming 
interior  light  or  vent  shafts  shall  be  built  of  brick  or  such  other  fireproof 
materials  as  may  be  approved  by  the  superintendent  of  buildings.  The 
walls  of  all  light  or  vent  shafts  whether  exterior  or  interior,  hereafter 
erected,  shall  be  carried  up  not  less  than  three  and  one-half  feet  above  the 
level  of  the  roof." 

(1894)  —  Brooklyn  —  Chapter  481,  Ctootion  11.    (Amenda  Chapter  583  oi  the 
I.awaoll88a) 

''  In  every  building  more  than  three  stories  in  height  hereafter  erected, 
all  the  walls  or  partitions  forming  interior  light  or  vent  shafts,  shall  be 
built  of  brick  or  such  other  fireproof  materials  as  may  be  approved  by  the 
Commissioner  of  Buildings." 

•  Indicates  the  existing  law  in  1000. 
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•(1899)  —The  BniUUiif  Code  —  (An  ordliuuio*  adopted  D«o«Bb«r  20, 1899.) 

BMtlon48. 

"  In  every  building  hereafter  erected  or  altered,  all  the  walla  or  parti- 
tions formiDg  interior  light  or  vent  shafts  shall  be  built  of  brick,  or  auoh 
o^er  fireproof  materials  as  may  be  approved  by  the  Commissioner  of 
Buildings  having  jurisdiction.  The  walls  of  all  light  or  vent  shafts, 
whether  exterior  or  interior,  hereafter  erected,  shall  be  carried  up  not  less 
than  3  feet  above  the  level  of  the  roof,  and  the  brick  walls  coped  as  other 
parapet  walls."  ^ 

BBAlfS,  FZR8T  TIER  TO  BB  FIRBPROOF.— As  early  as  1871  there 
were  laws  requiring  the  beams  over  the  cellar  floor  or  lowest  story  to  be  * 
fireproof,  it  being  recognized  that  a  large  number  of  tenement  house  fires 
originated  in  the  cellars,  which  were  usually  filled  with  inflammable  mate- 
rius,  coal  and  wood  bins,  etc.  The  law  of  1871  provided  that  in  all  build- 
ings Uiereafter  erected  more  than  three  stories  ni^h  and  arranged  for  as 
many  as  three  families  and  not  more  than  six  families  above  the  first  story, 
where  the  cellar  was  to  be  used  for  storing  coal  or  wood  or  other  articles, 
the  first  floor  over  the  cellar  was  to  be  constructed  fireproof.  This  excel- 
lent provision  was  rei)ealed  in  1874  and  was  not  reflnacted  until  18M, 
when  the  general  building  laws  were  amended.  The  law  of  that  year  re- 
quired that  in  every  new  tenement  house  five  stories  high,  arranged  for  one 
or  more  families,  on  any  floor  above  the  first,  the  floor  over  the  cellar  or 
lowest  story  should  be  constructed  fireproof.  This  law  was  reSnacted  in 
the  Building  Code  and  is  the  present  law  (in  1900)  upon  the  subject 

(1871)  —Chaptmr  625,  B«>tion  2a 

*'  In  any  building  hereafter  erected  more  than  three  stories  in  height, 
occupied  bv  or  built  to  be  occupied  by  three  and  not  more  than  six  families 
above  the  first  story,  in  which  the  cellar  is  to  be  used  for  the  purpose  of 
storing  coal,  wood,  or  other  articles,  the  floor  above  the  cellar,  widi  the 
stairs  leading  thereto,  if  the  stairs  lead  from  the  inside  of  the  building, 
shall  be  constructed  fireproof." 

(1874)  —  ChaptOT  547,  Beotloii  7.  —  Bmpm!ML 

(1892)  —  Chaptmr  275,  BMtloo  18.     (B«>tioo  480,  CoiMoL  Act,  •wmoOmd  as 

ioUows:) 

''  Every  building  hereafter  erected  or  altered  to  be  occupied  as  a  lodg- 
ing-house, and  every  tenement-house,  apartment-house  and  dwelling-house 
five  stories  in  height,  or  having  a  basement  and  four  stories  in  height  above 
the  cellar,  hereafter  erected  or  altered  to  be  occupied  by  one  or  more 
families  on  any  floor  above  the  first,  shall  have  the  first  floor  above  the 
cellar  or  lowest  story  constructed  fireproof  with  iron  or  steel  beams  and 
brick  arches." 

•  (1899)  —The  Building  Code  —  (An  ordinance  adopted  DMsmber  20, 1899.) 

8«>tion  53. 

*'  Every  non-fireproof  building  hereafter  erected  or  altered  for  an  apart- 
ment or  tenement-house,  five  stories  in  height,  or  having  a  basement  and 
four  stories  in  height  above  a  cellar,  to  be  occupied  by  one  or  more  families 
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on  any  floor  above  the  first  shall  have  the  first  floor  above  the  cellar  or 
lowest  story  coustructed  fireproof  in  such  maimer  as  required  in  section 
106  of  this  code." 

BBAIiS,  SECOND  TIER  TO  BE  FIREPROOF. — As  tenement  houso 
fires  often  originate  in  stores  upon  the  ground  floor  of  such  buildings,  it  has 
been  thought  to  be  desirable  for  the  beams  over  the  store  floor  and  the  floor- 
ing between  them  to  be  of  fireproof  material.  This  was  recognized  as  far 
back  as  1867|  the  building  laws  of  that  year  requiring  that  in  all  dwelling 
houses  intended  to  be  occupied  by  four  families  or  more,  thereafter  erected, 
where  the  lower  part  of  the  building  was  to  be  used  for  business  purposes 
of  any  kind,  the  first  tier  of  beamai  above  the  store  floor  should  be  of  iron 
with  brick  arches.  In  the  following  year  the  law  was  changed,  but  this 
provision  was  practically  re^nacted.  In  1871  the  building  law  was  again 
amended,  requiring  that  in  all  buildings  thereafter  erected  more  than  three 
stories  high,  and  occupied  by  three  families,  and  not  more  than  six  f ami- 
lies,  where  the  first  story  was  used  for  business  purposes  of  any  kind, 
the  first  floor  and  the  ceihng  above  the  store  floor  should  be  constructed 
fireproof.  This  provision  was,  in  1874,  repealed,  and  was  not  rednacted 
until  1899.  The  Building  Code,  adopted  in  that  year,  provided  that 
wherever  there  was  a  store  on  the  first  floor  in  a  new  tenement  house  or 
any  tenement  house  thereafter  altered  where  the  building  was  over  five 
stories  high,  the  second  tier  of  beams,  as  well  as  the  first  tier  of  beams, 
should  be  entirely  fireproof. 

(1867)  —  Chapter  939,  Section  10. 

**  In  all  dwelling-houses  intended  to  be  occupied  by  four  families  or 
more,  that  shall  hereafter  be  erected  in  said  city,  in  cases  where  the  lower 
part  of  the  building  is  used  for  business  purposes  of  any  kind,  the  first  tier 
of  beams  above  the  store  floor  shall  be  of  iron,  with  brick  arches." 

(1868)  —  Chapter  634,  Section  2.    (Amends  Section  10,  Chapter  939,  of  the 
Laws  of  1867.) 

''In  all  cases  (in  all  dwelling-houses  now  erected,  occupied  b)r  or  built 
to  contain  two  or  more  families  on  any  of  the  floors  above  the  nrst  story, 
and  all  dwelling-houses  now  erected,  more  than  three  stories  in  height, 
occupied  by  or  built  to  contain  four  or  more  families)  where  the  lower  nart 
of  the  building  is  used  for  business  purposes  of  any  kind,  the  first  floor 
and  ceiling  above  the  store  floor  shall  be  constructed  fireproof." 

(1871)  —  Chapter  625,  Section  28. 

"  And  where  the  lower  part  of  any  building  hereafter  erected  more  than 
three  stories  in  height  occupied  by,  or  built  to  be  occupied  by  three  and 
not  more  than  six  families  above  the  first  story,  is  to  be  used  for  business 
purposes  of  any  kind,  the  first  floor,  if  there  is  a  cellar  below,  and  the 
ceiling  above  the  store  floor,  shall  be  constnicted  fireproof." 

(1874)  —  Chapter  547,  Section  7.  —  Repealed. 

•(1899)  —  The  Building  Code  —  (An  ordinance   adopted    December   20, 
1899.)     Section  53. 
«  When  any  such  non-fireproof  building  (hereafter  erected  or  altered 
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for  an  apartment-houBe  or  tenement-house)  exceeding  five  stories  in  height 
or  having  a  basement  and  five  stories  in  height  above  a  cellar  has  a  store 
on  the  first  story,  the  entire  second  story  floor  shall  also  be  constructed 
fireproof 


CfflTJiAR  8TAZR8. —  The  first  provision  of  any  kind  relating  to  this  sub- 
ject was  enacted  in  1871,  when  it  was  provided  that  in  any  building  there- 
after erected  over  three  stories  in  height  and  arranged  for  more  than  three 
and  not  more  than  six  families,  where  the  cellar  was  to  be  used  for  the  pur- 
pose of  storing  coal  or  wood  or  other  articles,  the  stairs  leading  to  ^e 
upper  story,  if  they  were  inside  of  the  building,  should  be  constructed 
fireproof.  This  important  and  necessary  provision  of  law  was,  unfortu- 
nately, repealed  in  1874,  and  no  further  legislation  was  had  upon  this  sub- 
ject until  1892.  In  that  year  the  general  building  laws  were  amended  so 
that  every  new  tenement  house  five  stories  or  more  in  height,  or  having  a 
basement  and  four  stories  above  a  cellar,  arranged  for  one  or  more  families 
on  any  floor  above  the  first,  should  have  the  cellar  stairs  leading  to  the 
floor  above,  if  they  were  on  the  inside  of  the  building,  located  to  the  rear 
of  the  staircase  leading  from  the  first  story  to  the  upper  stories,  and  en- 
tirely enclosed  in  brick  walls  and  furnished  with  self-closing  fireproof 
doors  at  the  top  and  bottom  of  such  flight  of  stairs,  thus  endeavoring  to  do 
away  with  making  the  stairs  a  continuous  flue  from  cellar  to  roof,  so  that 
if  a  fire  should  start  in  the  cellar  it  would  not  so  quickly  communicate  to 
the  other  parts  of  the  house.  It  was  provided  also  that  no  closet  should 
be  constructed  underneath  the  first  story  staircase,  and  that  the  space  un- 
der it  should  be  left  entirely  open  and  kept  free  from  encumbrances ;  this 
{provision  of  law  was  deemed  necessary  because  so  many  fires  had  started 
rom  janitors  keeping  oily,  greasy  rags  in  little  closets  of  this  kind  located 
under  tlie  stairs,  and  the  result  has  been  tliat,  under  such  circumstances, 
the  fire  has  spread  through  tlie  entire  building  before  there  was  time  to 
check  it  This  provision  of  the  laws  of  1892  was  retoacted  in  the  amend- 
ment to  the  tenement  house  laws  in  1895.  The  Charter,  however,  made  a 
very  decided  chanee  in  this  nrovision,  repealing  the  requirement  that  the 
cellar  stairs  should  be  locatea  to  the  rear  of  the  staircase  leading  from  the 
first  story  to  the  upper  stories,  and  the  Building  Code,  adopted  in  1899. 
continued  the  change  of  the  Charter,  stating  that  the  cellar  stairs  shoula 
be  located,  wJien  practicable^  to  the  rear  of  the  staircase  leading  from  the 
first  story  to  the  upper  stories.  The  other  provisions,  however,  of  the 
law  of  1892,  with  the  exception  of  forbidding  the  construction  of  a  doeet 
under  the  stairs,  were  re<$nacted  in  the  Code. 


(1871)  —  Chapter  625,  Beotlon  2a 

''  In  any  building  hereafter  erected  more  than  three  stories  in  height, 
occupied  by,  or  built  to  be  occupied  by  three  and  not  more  than  six  fami- 
lies above  the  first  story,  in  which  the  cellar  is  to  be  used  for  the  purpose 
of  storing  coal,  wood  or  other  articles,  the  floor  above  the  cellar,  with  the 
stairs  leading  thereto,  if  the  stairs  lead  from  the  inside  of  the  building, 
shall  be  constructed  fireproof  .** 

(1874)  —  Caimpter  947,  BMtioa  7.  —  Repealed, 
vou  II  — • 


268  APPENDIX  VI 

(1892)  —  duiptar  275^  Baotion  16.  (Seotion  480,  ConsoL  Aot,  amended  as 
followa): 
<<In  every  tenement-house,  apartment-house  and  dwelling-house  five 
stories  in  height,  or  having  a  basement  and  four  stories  in  height  above  the 
cellar,  hereafter  erected  or  altered  to  be  occupied  bv  one  or  more  families 
on  any  floor  above  the  first,  the  stairs  from  the  cellar  or  lowest  story  to 
the  fireproof  floor  next  above,  when  placed  within  any  such  building,  shall 
be  located  to  the  rear  of  the  staircase  leadiug  from  the  first  story  to  the 
upper  stories  and  be  enclosed  with  brick  walls.  The  opening  through  the 
brick  wail  of  such  enclosure  into  the  lowest  story  shall  have  an  iron  door, 
or  a  tin  covered  wooden  door  (constructed  as  hereinafter  described  in 
Section  491  of  this  title)  and  shall  be  self-closing.  When  the  stairs  from 
the  first  story  to  the  cellar  or  lowest  story  are  located  in  an  open  side 
court  the  door  opening  leading  thereto  from  the  first  story  may  be  placed 
underneath  the  staircase  in  the  first  story,  and  the  strings  and  railings  of 
such  outside  stairs  shall  be  of  iron,  and  if  the  stairs  be  enclosed  from  the 
weather  incombustible  material  only  shall  be  used  for  that  purpose.  No 
closet  shall  be  constructed  underneath  the  first  story  staircase  but  the 
space  thereunder  shall  be  left  entirely  o[)eu  and  kept  free  from  encum- 
brance. Ever^  tenement-house,  apartment-house  and  dwelling-house  ex- 
ceeding 5  stories  in  height,  or  having  a  basement  and  5  stories  in  height 
above  the  cellar  shall  be  constructed  as  in  this  section  before  described.'' 

(1895)  —  Chapter  567,  Section  a     (Amends  Section  661,  ConsoL  Act) 

"  In  all  tenement-houses  hereafter  constructed  or  buildings  hereafter 
converted  to  the  purposes  of  a  tenement-house,  the  stairway  communicating 
between  said  cellar  or  basement  and  the  floor  next  above  when  placed 
within  any  such  building  [shall  be  located  to  the  rear  of  the  staircase  lead- 
ing from  the  first  story  to  the  upper  stories  and]  be  inclosed  with  brick 
walls,  and  such  stairwav  shall  be  provided  with  fireproof  doors  at  the  top 
and  bottom  of  said  flight  of  stairs.'' 

*  (1897)  —  Chapter  378,  Greater  New  Tork  Charter,  Section  13ia     (Provl- 
■iona  of  the  laws  of  1895  continued  with  the  following  amendment:) 

The  words  in  brackets  *'  shall  be  located  to  the  rear  of  the  staircase 
leading  from  the  first  story  to  the  upper  stories  and,"  omitted. 

*  (1899)  —  The    Building    Code  —  (An   ordinance   adopted   December  80, 

1899.)     Seotion  53. 

''The  stairs  from  the  cellar  or  lowest  story  to  the  fireproof  floor 
next  above,  when  placed  within  any  such  building,  shall  be  located, 
when  prcuAicabU^  to  the  rear  of  the  staircase  leading  from  the  first  story 
to  the  upper  stories  and  be  enclosed  with  brick  or  stone  walls,  and  such 
stairway  shall  be  provided  with  self-closing  fireproof  doors  at  the  top 
and  bottom  of  said  flight  of  stairs.  When  such  stairway  is  placed 
underneath  the  first  story  staircase,  it  shall  be  constructed  fireproof 
and  be  roofed  over  with  fireproof  material,  and  be  also  enclosed  with 
brick  walls,  with  self-closing  fireproof  doors  at  the  top  and  bottom  of 
said  flight  of  stairs.  When  the  stairs  from  the  first  story  to  the  cel- 
lar or  lowest  story  are  located  in  an  open  side  court  the  door  leading 
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thereto  from  the  first  stor]^  may  be  placed  underneath  the  staireaee  in 
the  first  story,  and  the  strings  and  railings  of  such  outside  stairs  shall 
be  of  iron,  and  if  the  stairs  be  enclosed  from  the  weather  incombustible 
material  only  shall  be  used  for  that  purpose.  No  doeet  shall  be  con- 
structed underneath  the  first  story  staircase,  but  the  space  thereunder 
shall  be  left  entirely  open  and  kept  free  from  incumbranoe,  but  this  shidl 
not  prohibit  the  enclosing  without  openings  the  under  portions  of  die 
staircase  from  the  foot  of  the  same  to  a  point  where  the  neight  from  the 
floor  line  to  the  soffit  of  the  staircase  shall  not  exceed  five  feef 

CfflTJiAR  BNTRANGBL  — In  1887  a  law  was  passed  requirins  that  in 
erery  dwelling  house  arranged  for  two  or  more  families  abore  the  nrst  story 
there  should  be  a  sep«nte  entrance  to  the  cellar  from  the  outside  of  the 
building.  This  provision  was  enacted  so  as  to  enable  the  firemen  to  have 
access  to  cellars  to  fight  cellar  fires.  This  has  practically  been  the  law 
until  the  present  time  (in  1900^,  with  the  exception  of  the  fact  that  in  1892 
the  law  was  made  to  apply  to  basements  instead  of  cellars. 

(1887)  -—  Chapter  566,  Section  26.     (Amends  Beotion  499,  Oonsol.  Aot.) 

''  Every  dwelling-house  arranged  for  or  occupied  by  2  or  more  families 
above  the  first  story,  hereafter  erected,  (July  5th,  1887)  shall  be  provided 
with  an  entrance  to  the  cellar  thereof  from  the  outside  of  such  building.'' 

(1892)  —  Chapter  275,  Beotion  34.     (Amends  Beotion  498,  Consol.  Aot.) 
Amended  by  substituting  the  word  ''  basement  **  for  the  word  **  cellar.'^ 

(1894)  —  Brooklyn  —  Chapter  481,  Beotion  28.   (Amends  Brooklyn  Cooeol. 
Aot.)     Above  provisions  reSnaoted. 

(1895)  —  Chapter  567,  BeoUon  8.     (Amends  BeoUon  661,  ComoI.  Aot.) 

''  An  open  area  shall  be  constructed  from  the  level  of  the  cellar  to 
the  sidewalk  in  front  of  and  extending  the  full  width  of  such  houses  (all 
tenement-houses  hereafter  constructed  or  buildings  hereafter  converted  to 
the  purposes  of  a  tenement-house)  which  shall  contain  a  staircase  to  ffive 
access  to  the  cellar  from  the  street  Where  stores  are  located  on  the  first 
floor  the  area  may  be  covered  with  suitable  vault  lights  or  gratings.'' 

•(1897)  —  Chapter  878,  Greater  New  Tork  Charter,  Beotion  1318. — i 
tinned.     (Blight  verbal  ohanges  of  no  importanoe.) 

•  (1899)  —  The  Building   Code  —  (An  ordinance   adopted 

1899.)    Beotion  74. 

''Every  dwelling-house  arranged  for  or  occupied  by  two  or  more 
families  above  the  first  story,  hereafter  erected,  shall  be  provided  with  an 
entrance  to  the  basement  thereof  from  the  outside  of  such  building." 

CfffJiAR  CBnJNQB. — In  1891  the  first  law  apon  this  subject  was  passed 
requiring  that  cellar  ceilings  should  be  plastered  or  filled  in  with  deafen- 
ing between  the  bMuns.  In  the  following  year  the  law  was  amended  so 
as  to  require  the  ceiling  over  every  cellar  or  lowest  floor  in  ali  dwelling 
houses  wnen  the  beams  were  made  of  wood  to  be  protected  with  iron  or 
wire  lathy  and  also  plastered  with  brown  mortar.    This  has  been  the  law 
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until  1899,  when  theae  requirements  were  limited  to  residence  buildings 
more  than  four  stories  in  height 

(1891)  —  Chapter  39,  Seotion  1. 

<<  Every  tenement-house  shall  have  the  cellar  ceiling  plastered  or  filled 
in  with  deafening  between  the  beams  or  ceiled  with  tongued  and  grooved 
boards  not  less  than  three^uarters  of  an  inch  in  thickness,  lined  with 
builders'  paper." 

(1892)  —  Chapter  27^1,  Seotion  16.     (Amenda  Seotion  480,  Consol.  Aot.) 
<<The  ceiling  over  every  cellar  or  lowest  story  in  dwelling-houses 

when  the  beams  are  of  wood  shall  be  lathed  with  iron  or  wire  lath,  and 
plastered  thereon  with  two  coats  of  brown  mortar  of  good  materials.'' 

(1894)  —  Brooklyn  —  Chapter  481,  Seotion  11.    (Amenda  Chapter  583  of  the 
Lawa  of  1888.) 

<<  The  ceiling  over  every  cellar  or  lowest  floor  in  dwelling-houses  more 
than  four  stories  in  height,  when  the  beams  are  of  wood  shall  be  lathed 
with  wire  or  metal  lath  and  plastei-ed  thereon  with  two  coats  of  brown 
mortar  of  good  materials." 

•  (1899)  —  The  Building  Code  —  (An  ordinance  adopted  December  20, 1899.) 

Section  58. 

^'The  ceiling  over  every  cellar  or  lowest  floor  in  every  residence 
building  more  than  four  stories  in  height,  hereafter  erected,  when  the 
beams  are  of  wood,  shall  be  lathed  with  iron  or  wire  lath  and  plastered 
thereon  with  two  coats  of  brown  mortar  of  good  materials,  or  such  other 
fircj^roof  covering  as  may  be  approved  by  the  commissioner  of  buildings 
having  jurisdiction." 

CELLAR  WOOD-BINS.  —  In  order  to  minimize  the  dangers  from  fire, 
it  was  felt  that  it  was  necessary  to  do  away  with  as  much  inflammable 
material  as  possible  in  the  cellars  of  tenement  houses.  In  1867,  there- 
fore, the  law  required  that  in  all  dwellings  arranged  for  four  families 
or  more,  the  receptacles  for  fuel  in  the  cellar  should  be  constructed 
wholly  of  fireproof  materials.    This  provision  was  repealed  in  1871. 

(1867)  —  Chapter  939,  SecUon  10. 

<<  In  all  dwelling-houses  occupied  or  intended  to  be  occupied  by  four 
families  or  more,  now  erected,  or  that  shall  hereafter  be  built  all  recepta- 
cles for  fuel  when  placed  in  the  cellar  of  said  houses  shall  be  constructed 
wholly  of  fireproof  materials." 

(1868)  —  Chapter  634,  Seotion  2.    (Amenda  Seotion  10,  Chapter  939  of  the 
Lawa  of  1867.) 

**  In  all  dwelling-houses  now  erected,  occupied  by  or  built  to  contain 
two  or  more  families  on  anv  of  the  floors  above  the  first  story,  and  all 
dwelling-houses  now  erected  more  than  three  stories  in  height,  occupied 
by  or  built  to  contain  four  or  more  families,  no  receotacles  for  fuel  snaU 
be  placed  in  the  cellars  of  said  houses  unless  wholly  constructed  of  fire- 
proof materials." 

(1871)  —  Chapter  625.  —  Repealed. 

•  Indloatea  the  exIstlDg  law  In  1000. 
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WOODXQf  TBHBMBIITS,  WHXDr  PROHIBITHD.  —  The  ohances  for 
escape  in  case  of  fire  in  wooden  buildings  are  so  slight  that  it  has  been 
recognized  for  some  time  that  buildings  of  this  class  should  not  be  oc- 
cupied by  large  numbers  of  persons.  In  1885  the  law  prohibited  any 
wooden  tenement  house  or  any  frame  house,  intended  to  be  occupied  by 
more  than  two  families,  to  be  built  north  of  149th  Street ;  and  in  188i 
the  law  prohibited  the  erection  of  any  wooden  building  to  be  occupied 
by  more  than  two  families,  and  also  forbade  the  alteration  of  any  existing 
wooden  building  to  be  occupied  by  more  than  the  above  numbw  of 
persons. 

In  1892  the  law  was  again  amended  prohibiting  the  erection  of  any 
wooden  building  to  be  occupied  by  more  than  one  family  on  a  floor,  and 
forbidding  the  alteration  of  any  existing  building  to  be  occupied  by  more 
than  three  families.  These  provisions  of  the  law  were,  however,  ail  done 
away  with  in  the  Building  Code,  a  local  ordinance  adopted  in  1899.  This 
Code,  in  Section  146,  permits  a  wooden  tenement  house  to  be  built  to  be 
occupied  by  as  many  as  six  families,  and  in  such  buildings  allows  the 
cellar  stairs  to  be  located  under  the  main  stairs  and  states  specifically  that 
the  cellar  stairs  need  not  be  enclosed  in  brick  walls. 

(1885)  —  Chapter  456,  Section  24.     (Amends  Section  495,  ConsoL  Act.) 

^No  frame  tenement-house  or  frame  house  for  more  than  two  families 
shall  be  built  north  of  149th  Street'' 

(1887)  —  Chapter  566,  Section  23.     (Amende  Section  495,  CooeoL  Act.) 

'^No  frame  dwelling-house  hereafter  erected  (July  5th,  1887)  shall  Ito 
occupied  by  more  than  2  families,  nor  shall  any  frame  building  already 
erected  be  altered  to  be  occupied  by  more  than  two  families." 

(1892)  ^  Chapter  275,  SeoUoo  31.     (Amende  SeoUon  495,  ConsoL  Aot) 

''No  frame  dwelling-house,  hereafter  erected  shall  be  occupied  by 
more  than  one  family  on  each  floor,  nor  shall  any  frame  building  already 
erected  be  altered  to  be  occupied  by  more  than  three  families.'' 

(1894)  — Brooklyn  — Chapter  481,  Section  25.   (Amende  Brooklyn  Coned. 

Act.) 

"  No  frame  dwelling-house  hereafter  erected  shall  be  occupied  by 
more  than  two  families  on  each  floor,  nor  shall  any  frame  building 
already  erected  be  altered  to  be  occupied  by  more  than  two  families  on 
each  floor." 

(1894)  —  Brooklyn  —  Chapter  481,  Section  26.   (Amende  Brooklyn  CooeoL 

Act.) 

"  No  frame  building  that  may  hereafter  be  erected  shall  be  built  to 
a  height  exceeding  forty  feet  and  divided  into  more  than  three  stories  to 
be  used  as  a  dwelling  or  a  tenement-house." 


•  (1899)  —  The  Building  Code  —  (An  ordinance  adopted   I>eoember  80, 

1899).    Section  146. 

**  No  frame  building  exceeding  3  stories  in  height  shall  hereafter  be 
erected  to  be  occupied  by  more  than  six  families,  nor  shall  any  frame 

•  Indicates  the  ezkUng  law  In  lOCO. 
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building  already  erected,  be  altered  to  be  occupied  by  more  than  six 
families,  nor  more  than  three  stories  in  height  The  cellar  stairs  in  frame 
buildings  may  be  placed  directly  under  the  main  stairs  and  no  brick  wall 
shall  be  necessary  to  enclose  the  same ;  nor  shall  areas  be  required  to  be 
built  across  the  front  of  frame  buildings,  except  where  the  cellar  or  base- 
ment is  used  for  living  purposes.'' 

•  (1899)  -—The  Building  Code—  (An  ordinanoe  adopted  December  20,  1899.) 
Section  147. 

'<  Within  portions  of  the  City  of  New  York  where  streets  have  not 
been  or  are  not  legally  established  and  are  outside  of  the  prescribed  fire 
limits,  tenement-houses  for  occupancy  by  not  more  than  six  families  may 
be  built  of  wood,  but  shall  in  all  other  respects  comply  with  the  seyerai 
provisions  of  this  Oode  relating  to  such  structures;  but  for  all  other 
buildings  or  structitres  only  so  much  of  the  requirements,  regulations  and 
restrictions  of  this  Code  shedl  apply  as  in  the  opinion  of  the  commissioner 
of  buildings  having  jurisdiction  may  be  necessary  for  safety  and  health." 

nRBPROOF  TBNXnimNTS,  WHEN  RBQUIRBD.  —  It  is  interesting  to 
find  that  as  early  as  I860  any  tenement  house  erected  to  be  occupied  by 
more  than  eight  families  had  to  be  built  fireproof,  unless  the  buildings 
were  provided  with  fireproof  stairs  in  a  brick  or  stone  fireproof  building 
attached  to  the  exterior  walls,  and  unless  the  rooms  on  every  story  com- 
municated directly  by  doors  from  front  to  rear,  or  unless  there  were  prac- 
ticable fire-escapes  in  place  of  fireproof  stairs.  This  law,  however,  was 
repealed  in  1862.  In  1867  there  was  a  provision  requiring  that  all  new 
front  and  rear  buildings,  built  on  the  same  lot,  should  be  fireproof 
throughout ;  the  year  1871  saw  the  repeal  of  this  clause  of  the  law.  The 
height  to  which  non-fireproof  tenements  may  be  erected  has  varied  con- 
siderably in  many  different  amendments  that  have  been  made  to  the 
building  law.  The  first  provision  enacted  was  in  1885,  when  it  was 
required  that  every  building  thereafter  erected  over  70  feet  high  should 
be  built  fireproof.  In  1887  the  limit  was  made  80  feet  inst^  of  70, 
and  in  1892  it  was  increased  to  85  feet  In  1896,  however,  it  was 
changed  back  to  70  feet  and  in  the  following  year  it  was  again  made 
75  feet  In  the  same  year  a  provision  was  passed  limiting  the  height 
of  fireproof  dwelling  houses  containing  one  or  more  power  passenger 
elevators  used  as  dwellings  by  more  than  one  family.  In  this  law  the 
heip^ht  was  regulated  in  proportion  to  the  widest  street  or  avenue  on 
which  the  building  stood,  and  was  limited  to  150  feet  upon  all  streets  and 
avenues  over  79  feet  in  width,  and  to  100  feet  on  all  streets  and  avenues 
less  than  79  feet  in  width.  The  Building  Code  in  1899  (the  present  law 
upon  this  subject  in  1900)  limits  the  height  of  non-fireproof  tenements 
to  85  feet,  provided  that  the  first  and  second  stories  are  fireproof,  and 
to  75  feet  when  the  first  floor  only  is  fireproof.  Fireproof  tenements 
under  this  section  of  the  Code  may  be  erected  to  a  height  of  150  feet, 
but  must  not  exceed  twelve  stories,  when  such  buildings  front  on  streets  or 
avenues  over  79  feet  in  width ;  when  the  buildings  front  upon  streets  or 
avenues  less  than  79  feet  in  width,  then  the  height  shall  not  exceed  125 
feet  or  ten  stories, 

•  Indicates  the  ezJaUng  law  in  1000. 
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(1860)  —  Oliaptor  470,  BMtloii  25. 

'<  All  dwelling-houses  which  are  bnilt  for  the  residence  of  more  than 
eight  families  must  be  built  fireproof  throughout  if  the  buildines  are  not 
built  with  either  stairs  or  balconies  as  specified  as  follows :  *  There  shall 
be  a  fireproof  stairs  in  a  brick  or  stone  or  fireproof  building,  attached  to 
the  extenor  walls  and  all  the  rooms  on  eyerj  story  must  communicate  bj 
doors ;  or  if  fireproof  stairs  are  not  built  as  above,  then  there  must  be 
fireproof  balconies  on  each  story  on  the  outside  of  the  building  connected 
by  fireproof  stairs,  and  all  rooms  on  every  story  must  communicate  by 
doors/ ^ 

(1867)  —  Chapter  839,  Section  10.    (Amends  Section  32,  Ohapter  873,  of  the 
I^ws  of  1866.) 

**  In  no  case  hereafter  shall  a  front  and  rear  tenement-house  be  erected 
on  the  same  lot,  unless  said  houses,  and  each  of  them,  shall  be  built  fire- 
proof." 

(1868)  —  Oliapter  634,  Section  2.    (Amends  Section  10,  01uipt«r  839  ol  the 
Laws  ol  1867.)  —  Conthraed. 

(1871)  —Chapter  625.  —  Repealed. 

(1885) —Chapter  456,  Section  21.    (Amends  Section  492,  ConsoL  Act ) 

<<  Every  building  hereafter  erected  the  height  of  which  exceeds  70  feet 
shall  be  built  fireproof." 

(1887)  —  Chapter  566,  Section  20.     (Amends  Section  492,  ConeoL  Act) 
Amended  by  changing  "  70  "  to  "  80." 

(1889)  — Chapter  297,  Seotlon  1.     (Amends  Section  492,  ConaoL  Aot)  — 
Continoed. 

(1892)  —  Chaptw  275,  Seotlon  20.     (Amends  Seotlon  484,  ConaoL  Aot) 
The  law  amended  to  apply  to  buildings  over  86  feet  high. 

(1894)  —  Brooklyn  —  Chaptw  481,  Seotlon  15. 

**  Every  building  hereafter  erected  the  height  of  which  exceeds  86  feet 
shall  be  built  fireproof." 

(1896)  —  Chapter  723,  Seotlon  1.     (Amends  Seotlon  484,  ConeoL  Aot) 

**  Every  building  hereafter  erected  the  height  of  which  exceeds  70  feet 
shall  be  built  fireproof." 

(1897)  —  Chapter  557,  Seotlon  1.    (Amends  Section  484,  ConeoL  Aot) 

«<  Every  building  the  height  of  which  exceeds  75  feet  shall  be  built 
fireproof.''^ 

(1897)  —Chapter  321. 

<<  The  height  of  all  fireproof  dwelling-houses  and  all  fireproof  houses 
containing  one  or  more  power  passenger  elevators  used  or  intended  to  be 
used  as  dwellings  for  more  tlum  one  family  now  or  hereafter  constructed 
or  completed,  shall  be  regulated  in  proportion  to  the  width  of  the  widest 
street  and  avenue  upon  which  they  abut,  and  such  height  measured  from 
the  sidewalk  line  and  taken  in  all  cases  through  the  centre  of  the  Caoade 
of  the  house  to  be  erected^  including  attics,  cornices  and  mansards,  shall 
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not  exceed  one  hundred  and  fifty  feet  upon  all  streets  and  avenues  exceed- 
ing seventy-nine  feet  in  width,  and  one  liuiidred  feet  upon  all  streets  and 
avenues  not  exceeding  seventy-nine  feet  in  width.  All  buildings  mentioned 
in  the  first  section  of  this  act  provided  the  ^ame  have  a  frontage  exceed- 
ing forty-five  feet  and  exceed  one  hundred  and  thirty-seven  feet  in  height, 
shall  have  two  separate  fireproof  stairways  leading  from  the  ground  floor 
to  the  roof,  one  of  which  shall  be  remote  from  the  elevator  shaft" 

*  (1899)  —  The  Building  Coda  —  (An  ordlnAnca  adopted  Deoamber  20, 1899.) 

Saotlon  53. 

'<No  non-fireproof  apartment-house,  tenement-house  or  dwelling-house 
shall  be  hereafter  erected  more  than  six  stories  in  height,  nor  exceed  a 
height  of  75  feet,  unless  such  building  has  both  the  first  and  second  story 
floors  constructed  fireproof,  and  then  the  height  shall  be  not  more  than 
seven  stories  nor  exceed  85  feet  in  height  Fireproof  apartment-houses 
or  tenement-houses,  if  constructed  entirely  in  accordance  with  the  require- 
ments of  section  105  of  this  Code,  for  fireproof  construction  may  be 
erected  to  a  height  not  to  exceed  150  feet  but  not  more  than  12  stories 
in  height  upon  all  streets  and  avenues  exceeding  79  feet  in  width,  and  125 
feet  but  not  more  than  10  stories  in  height  upon  all  streets  and  avenues 
not  exceeding  79  feet  in  width,  but  any  such  building  when  exceeding  100 
feet  in  height  shall  be  not  less  than  40  feet  in  width.  If  any  such  build- 
ing shall  have  a  frontage  exceeding  40  feet  and  exceeds  85  feet  in  height, 
it  shall  have  at  least  two  separate  fireproof  stairways  accessible  from  each 
apartment,  leading  from  the  ground  floor  to  the  roof,  one  of  which  shall 
be  remote  from  elevator  shafts." 

COMBUBTZBIiB  MATERIALS,  BTORAGB  OF,  PROHIBITBD.  —  Since 
1862  there  have  been  different  provisions  of  the  law  prohibiting  the  stor- 
age of  combustible  materials  in  tenement  houses.  These  provisions  have 
been  re^nacted  in  different  years  with  very  slight  changes. 

(1862)  —Chapter 356,  Baotlon  27. 

''  No  dwelling-houses  already  erected  or  that  may  hereafter  be  built,  that 
now  are  or  may  be  more  than  forty  feet  high,  that  shall  be  occupied  or 
built  to  contain  six  or  more  families  above  the  first  story  and  no  dwelling- 
house  that  shall  be  occupied  by  or  built  to  contain  eight  or  more  families 
above  the  first  story  shall  have  any  hay,  straw,  hemp,  flar,  wood,  shavings, , 
burning  fluid,  turpentine,  camphene  or  any  other  combustible  material, 
stored  therein,  or  xept  for  sale,  except  in  such  quantities  as  shall  be  pro- 
vided for  by  ordinances  of  the  common  council  of  said  city." 

(1866)  — Oliapter  873,  BaoUon  32. 

''  No  dwelling-houses  in  any  part  of  the  city  of  New  York  already 
erected  or  that  may  hereafter  be  built,  that  now  are  or  may  be  more  than 
forty  feet  high,  that  shall  be  built  to  contain  or  be  occupied  by  six  or  more 
families,  above  the  first  story,  and  no  dwelling-houses  that  shall  be  built 
to  contain  or  occupied  by  eight  or  more  families  above  the  first  story 
shall  have  any  hay,  straw,  hemp,  flax,  wood,  shavings,  burning  fluid, 
turpentine,  camphene  or  any  other  combustible  material  stored  therein,  or 

•  Indicates  the  existing  law  in  1900. 
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kept  on  sale,  except  in  such  quantities  as  shall  be  provided  for  bj  law  or 
bj  ordinances  of  tne  common  council  in  the  said  city/' 

(1867)  —  CliH»ter  908,  B%€/tUm  9. 

''No  tenement  or  lodging-house  nor  any  ^rtion  thereof,  shall  be  used 
as  a  place  of  storage  for  any  combustible  article,  or  any  article  dangerous 
to  life  or  detrimenUd  to  health.'' 

(1867)  —  Oliaptor  839,  BmOtUm  10. 

''No   dwelling-houses   intended   to  be   occupied  by  four  families  or 
more,  now  built  or  which  may  hereafter  be  built  shall  have  any  hay,  . 
straw,  hemp,  flax,  wood,  shavings,  burning  fluid,  turpentine,  carophene  or 
any  other  combustible  material  stored  therein,  or  kept  on  sale,  exoept  in 
such  quantities  as  shall  be  provided  for  by  law." 

(1868)  —Chapter  634,  Beotloii  8.  —  Continaea  with  the  foUowliif  ohange : 
The  word  <<  storea  ^  Is  changea  to  *'  stand. *^ 

(1871)  — Chapter  625,  Section  aa 

"No  dwelling-house  now  built,  or  which  may  be  hereafter  erected, 
shall  have  any  liay,  straw,  hemp,  flax,  shavings,  burning  fluid,  turpentine, 
carophene  or  any  other  combustible  material  stored  therein  or  kept  on  sale, 
except  in  such  quantities  as  shall  be  provided  by  law." 

(1874)  —  Chapter  547,  Sectloo  7.  —  Repealed. 

(1883)  —  Chapter  410,  Section  656.    (Provisions  of  Chapter  908,  I«aw8  of 
1867,  oontlnaed.) 

(1888)  —  Brooklyn  —  Chapter  583,  Section  30.    (Provisions  of  Chapter  906^ 
Laws  of  1867,  oontlnaed.) 

(1888)  —  Brooklyn  —  Chapter  583,  Section  47.    (Brooklyn  Consol.  Act.) 

"No  building  situated  or  hereafter  erected  in  the  citv,  occupied  in 
whole  or  in  part  as  a  dwelling,  or  occupied  by  any  family  or  families, 
shall  have  any  hay,  straw,  hemp,  flax,  shavings,  burning  fluid,  carophene, 
or  any  other  combustible  material  stored  therein,  or  in  any  part  thereof,  or 
kept  on  sale  except  in  such  quantities  as  shall  be  pro?idea  for  by  law,  or 
by  ordinance  of  Uie  common  council  of  said  city." 

(1895)  —  Chapter  567,  Section  5.    (Amends  Section  656,  CoaaoL  Aot.) 

"  No  tenement  or  lodging-house  nor  any  portion  thereof  shall  be  used 
as  a  place  of  storage  for  any  combustible  article  or  any  article  dangerous 
to  life  or  detrimental  to  health." 

(1895)  —  Chapter  567,  Section  5. 

"After  the  first  day  of  September,  1895,  no  part  of  any  tenement- 
house  shall  be  used  for  the  storage  of  feed,  hay  or  straw,  except  by  a 
Sermit  of  and  under  such  conditions  as  may  be  prescribed  by  the  fire 
epartment" 

*  (1897)  —  Chapter  378,  Oreater  Hew  Tork  Chartar,  Seotloo  13U. 

The  first  provisions  of  section  5,  law  of  1895,  continued  with  the  fol- 
lowing change:  After  the  word  "lodging-house"  insert  the  words  "or 
premises,  nor  any  portion  thereof.** 

•  Indicates  the  ezkUng  Uw  In  1000. 
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•  (1897)  —  Chapter  378^  Oraator  Haw  Tork  Chartar,  Baotton  1312. 

Second  provision  of  the  law  of  1895  continued,  excepting  the  words 
**  after  the  first  day  of  September,  1895/'  are  omitted. 

DANOEROUS  BUBINESBIIS  IN  TENEMmiTS.  —  It  was  found  in 
1894  by  the  Tenement  House  Commission,  in  the  course  of  their  investi- 
gations, that  many  tenement  house  fires  were  caused  by  boiling  fat  in  cel- 
lars of  tenement  houses,  in  making  crullers.  As  a  result,  the  amended 
tenement  house  law,  passed  in  1895,  prohibited  the  boiling  of  fat  in  the 
cellars  of  tenements,  unless  the  tenement  house  was  fireproof  throughout, 
or  imless  the  place  where  the  fat  boiling  was  done  was  made  safe  by  fire- 
proof material  on  the  walls  and  ceilings,  and  in  such  other  way  as  the  Fire 
Department  might  direct  In  order  to  give  every  safeguard  to  the  people 
in  the  tenements,  it  was  further  provided  that  there  should  be  no  openings 
between  the  place  where  the  fat  was  boiled  and  the  other  parts  of  the 
tenement  house,  and  if  such  openings  existed  they  were  to  be  closed  up 
solidly  with  fireproof  materials.  This  law  was  re^nacted  in  the  Charter 
and  is  the  law  at  the  present  time  (in  1900). 

PAINTS,  OILS,  DRUGS,  ETC.— The  Tenement  House  Law  of  1895 
also  provided  that  where  paint,  oil,  spirituous  liquors  or  drugs  were  stored 
or  kept  for  the  purposes  of  sale  on  the  first  floor  of  any  tenement  house, 
there  should  be  no  opening  leading  from  such  place  into  the  public  hall  of 
the  tenement  house,  and  any  openings  that  might  exist  in  such  buildings 
were  required  to  be  closed  up  solidly.  This  is  pi*actically  the  present  law 
(m  1900),  except  that  a  slight  amendment  was  made  to  the  law  in  the 
Chai'ter,  there  being  a  provision  that  the  transoms  and  windows  opening 
into  the  halls,  instead  of  being  closed  up  solidly,  might  be  glazed  with 
wire  glass. 

(1895)  —  Chapter  567,  Bactlon  5.     (Amanda  Section  656,  Consol.  Act.) 

**  After  the  first  day  of  September,  1895,  no  bakery  or  place  of  business 
in  which  fat  is  boiled  shall  be  maintained  in  any  tenement-house  which  is 
not  fireproof,  or  where  the  ceiling  and  sidewalls  of  the  place,  where  said  fat 
boiling  IS  done,  are  not  made  safe  by  fireproof  material  around  the  same, 
except  bv  permit  of  and  under  such  conditions  as  may  be  prescribed  by 
the  fire  department.  After  the  first  day  of  September,  1895,  all  transoms, 
windows,  doors  and  other  openings  leading  into  halls,  or  into  rooms  open^ 
ing  into  halls,  from  bakeries  or  places  of  business,  in  which  fat  is  boiled 
in  the  basements,  cellars  or  on  the  first  floors,  of  all  tenement-houses  in 
the  city  of  New  York,  shall  be  solidly  closed  with  the  same  material  as 
the  walls  or  partitions  in  which  the  openings  exist,  so  that  there  shall  be 
no  opening  between  said  bakeries,  or  other  places  of  business  of  said  floor 
in  which  fat  is  boiled,  and  the  other  parts  of  the  tenement-house  in  which 
the  same  shall  be  situated." 

•  (1897)  —  Chapter  378,  Greater  New  Tork  Chartar,  Bactlon  1311. 

Last  provisions  of  the  law  of  1895  continued,  with  the  following 
change :  The  words  at  the  beginning  **  After  the  first  day  of  September, 
1895,"  omitted;  also  in  the  fourth  line  the  word  ''other"  omitted. 

•  Indicates  the  existing  law  in  1000. 
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^  (1097)  -^  ChaptMr  978,  Ok^atMr  H«w  Tork  Ohart«r,  Seotton  1312. 

The  first  pronsion  of  the  law  of  1895  in  referenee  to  bakeries  oon- 
tinuedi  except  that  the  first  words,  ''After  the  first  day  of  September, 
1896,"  are  omitted.  

(1095)  —  Chapter  967,  Seotton  9.     (Amends  Section  696,  Consol.  Aot.) 

''After  the  first  day  of  September,  1895,  all  transoms  and  windows 
opening  into  halls  from  any  portion  of  the  first  floor  of  any  tenement- 
house  where  paint,  oil,  spirituous  liquors  or  drugs  are  stored  or  kept  for 
the  uurpose  of  sale,  or  otherwise,  shall  be  removed  and  closed  up  as 
solidly  as  the  rest  of  the  wall ;  and  all  doors  leuling  into  any  such  hall 
or  room  from  such  portion  of  said  floor,  of  said  tenement-house  used  as 
aforesaid,  shall  be  made  fireproof.'' 

•  (1097)  —  Chapter  378,  Oreater  Hew  Tork  Charter,  Section  1311. 

Continued,  with  the  following  change:  After  the  words  "or  other- 
wise ''  insert  the  words  "  shall  be  glazed  with  wire  glass,  or  Uiey.'' 

PRBCAUnoirs  AQAZHBT  FXRB.  —  In  addition  to  the  many  pro- 
visions for  securing  safe  effress  in  case  of  fire  a  law  was  passed  in  1892, 
requiring  the  owners  of  all  tenement  houses  to  provide  such  means  of 
communicating  alarms  of  fire  as  the  Fire  Commissioners  might  direct,  and 
also  to  provide  such  fire  hose,  extinguishers,  buckets  and  hooks  as  might 
be  reouired  by  the  Fire  Department  This  provision  was  reSnaoted  in 
the  Charter  and  is  the  law  at  the  present  day  (in  1900). 

(1892)  —  Chapter  703,  Seotloii  1.    (Amends  Section  494,  Consol.  Aot.) 

"The  owners  or  proprietors  of  all  tenement-houses  and  apartment- 
houses  and  lodging-houses  shall  provide  such  means  of  communicating 
alarms  of  fire,  accident  or  danger  to  the  police  and  fire  departmenU 
respectively  as  the  board  of  fire  commissioners  or  the  board  of  police  com- 
missioners may  direct,  and  shall  also  provide  such  fire  hose,  fire  extin- 
guisher, buckets,  firehooks,  firedoors,  and  other  means  of  preventing  and 
extinguishing  fires  as  said  board  of  fire  commissioners  may  direct.'' 

•(1897)  — Chapter  378,  Greater  Hew  Tork  Charter,  Sectioii  762.  —  Con- 
tinned. 

PLABTBRINO  BimWD  ixrAIHSCOTXNO.  —  Many  fires  have  Spread 
throughout  a  house  bv  a  person  throwing  a  match  upon  the  floor  near  the 
baseboard  at  the  wall,  and  there  being  an  air  space  at  this  noint,  the  fire 
has  spread  rapidly  through  the  floors  and  partitions.  In  order  to  prevent 
such  occurrences,  a  special  provision  of  the  law  was  enacted  in  1892, 
requirinff  that  Uie  surface  of  the  wall  or  partition  behind  any  wainscot- 
ing should  be  plastered  down  to  the  floor  line  and  the  intervening  space 
between  the  plastering  and  the  wainscoting  filled  in  solid  with  inoomboa- 
tible  material.  This  provision  was  re«nacted  in  the  Building  Code  and  is 
the  law  at  the  present  day. 

(1892)  -.  Chapter  279,  Sectioii  19.    (Amends  Becticii  480,  Cooed.  Aot.) 
^When  wood  wainscoting  is  used  in  any  building  hereafter  erected 
•  Indloatss  the  exIsUiig  Uw  In  1000. 
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the  surface  of  the  wall  or  partition  behind  such  wainscoting  shall  be 
plastered  down  to  the  floor  hue,  and  any  intervening  s})ace  between  the 
said  plastering  and  wainscot  shall  be  filled  in  solid  with  incombustible 
material." 

(1894)  —  Brooklyn  —  Chapter  481,  Section  11.     (Amends  Ohapter  583  of 

the  Law  of  1888.) 

**  When  wood  wainscoting  is  used  in  any  building  hereafter  erectedi 
the  surface  of  the  wall  or  partition  behind  such  wainscoting  and  on  all 
furred  widls  or  stud  partitions,  shall  be  plastered  down  to  the  floor  line.'' 

•(1899)  —  The  Building  Code  —  (An  ordinance  adopted  December  20, 1899). 

Section  72. 

''When  wainscoting  is  used,  in  any  building  hereafter  erected,  the 
surface  of  the  wall  or  partition  behind  such  wainscoting  shall  be  plastered 
flush  with  the  grounds  and  down  to  the  floor  line." 

nRBPROOF  SHUTTERS.  —  In  1871  it  appears  there  was  a  provision 
of  law  requiring  fireproof  shutters  upon  tenement-houses.  This  was  obvi- 
ously a  mistake,  as  such  shatters  could  be  of  no  use  upon  a  building  of 
this  kind  and  must  necessarily  be  a  detriment  The  law  was  repealed  in 
1874. 

(1871)— Chapter  625,  Section  28. 

'*  All  the  window  openings  of  all  rear  buildings,  and  all  the  rear  win- 
dow openings  of  all  buildings  mentioned  in  this  section  ^any  building  here- 
after erected  more  than  three  stories  in  height,  occupieu  by  or  built  to  be 
occupied  by  three  and  not  more  than  six  families  above  the  first  story), 
shall  be  provided  with  fireproof  blinds." 

(1874)  —  Chapter  547,  SeoUon  7.  —  Repealed. 


LIOHT  AND  VXINTII.ATION  PROVISIONS 

SPACB  BBTWBBN  FRONT  AND  REAR  TBNBMBNT  HOUSES. — 

When  the  first  tenement  house  law  was  enacted,  in  1867,  the  evils  of  rear 
tenement  houses  were  very  great,  in  many  cases  front  and  rear  buildings 
being  built  on  the  same  lot  with  a  ver^  small  space  intervening.  The 
first  provision  of  a  tenement  house  law  m  reference  to  light  and  ventilar 
tion  would  naturally,  therefore,  be  one  defining  the  minimum  space  that 
should  be  left  between  front  and  rear  buildings. 

The  law  in  1867  provided  that  in  the  future  when  any  tenement  or 
lodging  house  was  built  on  the  front  of  a  lot  where  there  was  another 
building  on  the  rear  of  the  lot,  there  should  be  at  least  10  feet  between 
the  buildings  from  the  ground  up,  provided  the  buildings  were  one  story 
high ;  when  they  were  two  stories  high,  the  distance  was  to  be  not  less 
than  15  feet ;  when  three  stories  high,  the  distance  was  to  be  20  feet,  and 
when  more  than  three  stories  high,  the  distance  was  required  to  be  25  feet. 
A  clause  was  added,  however,  giving  discretionary  power  to  the  Board  of 

•  Indicates  the  exisUng  law  in  1000. 
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Health  to  modify  these  distanoes  in  speeial  cases.  This  law  was  defective 
in  that  it  only  provided  for  buildings  erected  on  the^hml  of  a  lot  and  did 
not  prohibit  the  erection  of  a  tenement  house  on  the  rear  of  a  lot  where 
there  was  already  another  bailding  on  the  front,  or  prescribe  the  distanoes 
that  should  be  Mtween  such  buildings  under  such  circumstances.  This 
defect  was  not  remedied  until  twelve  years  afterward,  when  the  Tenement 
House  Act  was  amended  in  1879,  although  in  1871,  in  an  amendment  to 
the  g[eneral  building  laws,  an  effort  was  made  to  do  so.  The  law  of  1871 
provided  that  thereafter  no  front  and  rear  tenement  houses  should  be 
erected  on  the  same  lot,  unless  there  was  an  open  space  of  at  least  28 
feet  between  them,  extending  for  the  whole  width  of  the  lot  This 
provision,  however,  was  repealed  three  years  later.  In  1879,  however,  the 
Tenement  House  Act  was  amended,  and  the  defect  of  the  law  of  1867  was 
remedied,  the  new  law  providing  that  there  should  be  sufficient  open 
spaces  between  front  and  rear  tenement  houses,  without  regard  as  to 
whether  the  front  or  the  rear  building  was  erected  first,  and  the  discre- 
tionary power  given  to  the  IkMird  of  iloalth  to  modify  tliese  spaces  in 
special  cases  was  still  continued.  This  has  remained  tne  law  until  1896, 
when  this  discretionary  power  was  taken  away.  There  was  also  another 
change  in  the  law  of  1895,  it  being  deemed  unlawful  to  erect  such  front 
and  rear  tenement  houses  without  a  permit  from  the  Superintendent  of 
Buildings,  unless  there  were  such  open  soaces  as  provided  for  in  previous 
statutes.  In  the  following  year,  the  BrooVlyn  Building  Law  was  amended 
and  this  part  of  the  tenement  house  requirements  was  reCnacted,  and  the 
discretionary  power  to  modify  and  lessen  the  distance  between  front  and 
rear  tenement  houses  was  again  added  to  the  law,  this  time  beins  vested 
in  the  Commissioner  of  Buildings  instead  of  the  Board  of  Health.  In 
1897,  with  the  adoption  of  the  Greater  New  York  Charter,  the  provisions 
in  relation  to  Brooklyn  and  New  York  were  brought  again  under  one  law, 
as  they  had  been  in  1807,  the  previous  provisions  being  re6naoted  and  the 
Department  of  Buildings  being  again  given  discretionary  power  to  lessen 
or  modify  the  spaces  between  front  and  rear  houses  in  special  cases,  Thi^ 
is  the  present  law  upon  the  subject  (in  1900). 

(1867)  — Oliaptmr  906,  Section  13. 

"  It  shall  not  be  lawful  hereafter  to  erect  for  or  convert  to  the  purposet 
of  a  tenement  or  lodging-house,  a  building  on  the  front  of  any  lot  whei6 
there  is  another  building  on  the  rear  of  the  same  lot,  unless  there  is  a  elear 
open  space  exclusively  belonging  thereto  and  extendinff  upwards  from  the 
RTound  of  at  least  ten  feet  between  said  buildings,  if  they  are  one  story 
high  above  the  level  of  the  ground ;  if  they  are  two  stories  high,  the  diih 
tance  between  them  shall  not  be  less  than  fifteen  feet ;  if  they  are  three 
stories  high,  the  distance  between  them  sliall  be  twenty  feet ;  and  if  they 
are  more  than  three  stories  high,  the  distance  between  them  shall  m 
twenty-five  feet  But  when  thorough  ventilation  of  such  open  spaces  can 
be  otherwise  secured,  said  distances  may  be  lessened  or  modified  in  special 
cases  by  a  permit  from  the  Metropolitan  board  of  health.^ 

(1871)  —  Chaptw  625,  Beotioii  26. 

''  And  in  no  case  shall  a  front  and  rear  tenement-house  be  ereoted  on 
the  same  lot,  unless  there  shall  be  an  open  space  of  at  least  38  feet|  the 
whole  width  of  the  lot,  between  the  same.** 
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(1874)  —  Chapter  547,  Seotton  7. — Repeals  above,  Section  28,  Chapter  625. 

(1879)  — Chapter  504,  Seotton  1.  (Amends  Section  13,  Chapter  908,  Laws 
of  1867.) 

'*  It  shall  not  be  lawful  hereafter  to  erect  for,  or  convert  to  the  pur- 
poses of  a  tenement  or  lodging-house,  a  building  on  any  lot  where  there 
IS  another  building  on  the  same  lot,  unless  there  is  a  clear  open  space 
exolusively  belonging  thereto  and  extending  upward  from  the  ground  of 
at  least  ton  feet  ^tween  said  buildings  if  they  are  one  story  high,  above 
the  level  of  the  ground ;  if  they  are  two  stories  high,  the  distance  between 
them  shall  not  be  less  than  fifteen  feet ;  if  they  are  three  stories  high,  the 
distance  between  them  shall  be  not  less  than  twenty  feet ;  and  if  they  are 
more  than  three  stories  high  the  distance  between  them  shall  be  not  less 
than  twenty-five  feet  But  when  thorough  ventilation  of  such  open  spaces 
can  be  otherwise  secured,  said  distances  may  be  lessened  or  modified  in 
special  cases  by  a  permit  from  the  board  of  health." 

(1880)  —  Chapter  399,  Section  1.  (Amends  Section  13,  Chapter  908,  Zaws 
of  1867.) 

Provisions  of  the  law  of  1879  continued,  but  the  word  '< spaces'' 
changed  to  ''  space  "  in  reference  to  the  discretionary  powers  of  the  Boaxd 
of  Health  to  modify  distances  between  front  and  rear  buildings  and  at  back 
of  rear  buildings. 

(1882)—  Chapter  410,  Section  661.  Provisions  of  Section  13,  Chapter  908 
of  the  Laws  of  1867,  as  amended  by  Section  1,  Chapter  504,  Zaws  of 
1879,  and  by  Section  1,  Chapter  399  of  the  Laws  of  1880,  continued. 

(1887)  —  Chapter  84,  Section  10.    (Amends  Section  661,  Conaol.  Act.) 

"  It  shall  not  be  lawful  hereafter  to  erect  or  convert  to  the  purposes 
of  a  tenement  or  lodging-house,  a  building  on  any  lot  where  there  is 
another  building  on  the  same  lot,  or  to  build,  or  to  erect  any  building  on 
any  lot  whereon  there  is  already  a  tenement  or  lodging-house,  unless  there 
is  a  clear  open  space  exclusively  belonging  thereto,  and  extending  upward 
from  the  ground  of  at  least  10  feet  between  said  buildings  if  they  are  one 
story  high  above  the  level  of  the  ground ;  if  they  are  two  stories  high,  the 
distance  between  them  shall  not  be  less  than  15 ;  if  they  are  three  stories 
high  the  distance  between  them  shall  not  be  less  than  20  feet ;  and  if  they 
are  more  than  three  stories  high  the  distance  between  them  shall  not  be 
less  than  25  feet ;  but  when  thorough  ventilation  of  such  open  spaces  can 
be  otherwise  secured,  such  distances  may  be  lessened  or  modified  in  special 
cases  by  a  permit  from  the  board  of  health." 

(1887)— Chapter  288,  Section  1.  (Amends  Section  661,  Consol.  Act) 
— Continued. 

(1888)— Brookl]rn  — Chapter  583,  Ctoction  34.  (Brookl]rn  Consol.  Aot.) 
(Provisiona  of  law  of  1867,  Section  13,  as  amended  by  Chapter  504  of  the 
law  of  1879,  retaacted.) 

(1891)  —Chapter  204,  Section  1.  (Provisiona  of  Section  10,  Chapter  84  of 
the  Laws  of  1887,  oontinned.) 

(1892)  —  Chapter  238,  Section  1.  (Provisions  of  Chapter  204  of  the  Laws  of 
1891,  continued.) 
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(1M5)  —  BiooklTa— Oliaptor  539,  BmOm  1.     (AoMiids  BMtioii  58  ol  tiM 

Brooktyn  CoimoL  Aot.) 

ProTisions  of  Section  10,  Chapter  84  of  the  Laws  of  1S87.  as  amended 
by  Chapter  204  of  the  Laws  of  1891,  continned  with  tne  following 
amendment :  The  phrase  **  But  when  thorough  yentilation  of  such  open 
spaces  can  be  otherwise  secured  such  distances  may  be  lessened  or  modi- 
fied in  special  cases  by  a  permit  from  the  board  of  health,''  has  been 
stricken  out 

(1895)  —  Chapter  567,  Beotloa  8.     (Amends  B%€/tUm  681,  CoimoL  Aot) 
Provisions  of  Section  10,  Chapter  84  of  the  Laws  of  1887,  continued. 

with  the  following  chan^ :  At  the  beginning  after  the  words  **  It  shall 
not  be  lawful''  insert^  without  a  permit  from  the  superintendent  of  build- 
inss."  Also  whereyer  the  words  ''board  of  health"  occur,  the  words 
''department  of  buildings"  haye  been  substituted 

(1896)  —  Brookljrn — Chapter  355,  Oeotion  1.    (Amends  Oeotlon  55,  Btooktya 
ConeoL  Aot.) 

"  It  shall  not  be  lawful  without  a  permit  from  the  commissioner  of 
buildings,  to  alter,  erect  or  convert  to  the  purposes  of  a  tenement  or 
lodging-house,  a  building  on  any  lot  where  tnere  is  another  building  on 
the  same  lot,  or  to  build  or  erect  any  building  on  any  lot  whereon  Uiere 
is  already  a  tenement  or  a  lodging-house,  unless  there  is  a  clear  open  space 
exclustyely  belonging  thereto,  and  extending  upwards  from  the  pound  of 
at  least  ten  feet  between  said  buildings,  if  they  are  one  story  high  above 
the  level  of  the  ground ;  if  they  are  two  stories  high,  the  distance  between 
them  shall  not  be  less  than  fifteen  feet;  if  they  are  three  stories  high,  the 
distance  between  them  shall  not  be  less  than  twenty  feet;  if  they  are  more 
than  three  stories  high,  the  distance  between  them  shall  not  be  less  than 
twenty-five  feet,  but  when  thorough  ventilation  can  be  otherwise  securedi 
such  distances  may  be  lessened  or  modified  in  special  cases  by  a  permit 
from  the  department  of  buildings." 

•  (1897)— Chapter  378,  Oreater  New  Tork  Charter,  Beotkm  13ia  (Pro- 
▼Islona  of  Ctootlon  8,  Chapter  567,  ol  the  Ziaws  oi  1885,  ouuUuued.) 
"  It  shall  not  be  lawful  without  a  permit  from  the  department  of  build- 
ings to  alter,  erect  or  convert  to  the  purpose  of  a  tenement  or  lodging- 
house,  a  building  on  any  lot  where  there  u  another  building  on  the  same 
lot ;  nor  shall  it  be  lawful  to  build  or  to  erect  any  building  on  any  lot 
whereon  there  is  already  a  tenement  or  lodging-house,  unless  there  is  a 
clear  open  space  belonging  exclusively  thereto,  and  extending  upward  from 
the  c^und  of  at  least  ten  feet  between  said  buildings  if  they  are  one  story 
high  above  the  level  of  the  ground ;  if  they  are  two  stories  high  the  dis- 
tance between  them  shall  not  be  less  than  15  feet ;  if  they  are  three  stories 
high  the  distance  then  shall  not  be  less  than  SfO  feet ;  if  they  are  more 
than  three  stories  high  the  distanoe  between  them  shall  not  m  lees  than 
25  feet,  but  when  thorough  ventilation  of  such  open  epaoee  ean  be  other> 
wise  secured,  such  distances  may  be  lessened  or  modined  in  special  cases 
by  a  permit  from  the  department  of  buildings." 

•  Indleates  the  exIsUnf  law  In  1000. 
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7ARDS  OF  TBNXIMBIIT  HOUBIIS. — As  in  a  number  of  oases,  new  tene- 
ment houses  were  being  built  covering  almost  the  entire  lot,  running  back 
to  the  lot  limit,  thus  backing  up  against  buildings  on  adjoining  lots,  it  was 
necessary  at  an  early  date  to  provide  that  a  certain  portion  of  every  lot 
should  be  left  vacant  at  the  rear  for  a  back  yard,  so  as  to  bring  light  and 
air  to  the  rear  rooms  of  the  building.  The  nrst  tenement  law,  the  Act  of 
1867,  provided  that  in  all  buildings  erected  after  that  time,  there  should 
be  a  clear  open  space  of  10  feet  between  the  back  of  the  tenement  house 
and  any  other  building^  but  discretionary  power  was  given  to  the  Board  of 
Health  to  modify  this  distance  in  special  cases.  As  can  be  readily  seen, 
this  law  was  singularly  defective,  in  that  it  only  provided  that  there  should 
be  a  space  of  10  feet  between  the  back  of  a  rear  tenement  house  and  any 
other  building,  the  result  of  which  was  that  where  there  did  not  happen  at 
the  time  to  be  a  building  erected  on  the  lot  directly  behind  the  one  in 
question,  the  building  in  question  might  be  built  up  to  the  very  lot  line 
and  no  space  left  This  defect  of  the  law  was  not  remedied  until  1879, 
when  the  law  was  changed  so  as  to  require  a  clear  open  space  of  10  feet 
between  the  back  of  any  new  tenement  house  and  the  rear  line  of  the  same 
lot  Discretionary  power,  in  special  cases,  was  still  given  to  the  Board  of 
Health,  and  this  has  remained  the  law  until  1887,  when  the  discretionary 
power  was  taken  away.  It  is  singular  that  no  exception  was  made  of  cor* 
ner  lots  until  1887.  Chapter  288  of  the  laws  enacted  in  the  same  year, 
but  at  a  later  date  than  the  amendment  to  the  Tenement  House  Act,  pro- 
vided that  this  space,  as  to  comer  lots,  might  be  modified  in  special  oases 
by  the  Board  of  Health.  This  has  practically  remained  the  present  law  until 
1895,  when  the  Tenement  House  Act  was  chaneed.  In  that  year  it  was  en- 
acted that  no  new  comer  tenement  house  should  come  within  5  feet  of  tiie 
rear  of  the  lot  line  above  the  first  story,  the  entire  lot  being  permitted  to  be 
covered  on  the  first  floor.  On  interior  lots,  a  space  of  10  feet  between  the 
back  of  the  building  and  the  rear  of  the  lot  was  reauired,  and  all  discretion- 
ary power  as  to  this  point  was  taken  away  from  the  Board  of  Health  and 
the  Department  of  Buildings.  This  provision  was  re^nacted  in  the  Greater 
New  York  Charter,  but  with  an  important  change.  It  was  felt  to  be  in- 
advisable to  permit  a  comer  building  to  cover  the  entire  lot  upon  the  first 
story,  as  it  did  not  permit  sufficient  ventilation  through  the  block ;  conse- 
quently the  new  law  prohibited  any  comer  tenement  house  from  coming 
within  5  feet  of  the  rear  line  of  the  lot.  This  is  the  present  law  (in  1900) 
upon  this  subject  In  addition  to  this  provision,  however,  the  Department 
of  Buildings  has  adopted  certain  regulations  in  reference  to  this  subject, 
to  the  effect  that  where  comer  tenements  are  over  80  feet  high,  the  spaoe 
at  the  rear  shall  be  5  feet  4  inches ;  where  they  are  over  85  feet  high,  the 
space  shall  be  5  feet  8  inches,  and  so  on,  through  a  varying  schedule  of 
distances,  up  to  a  height  of  150  feet.  Under  the  provisions  of  the  Charter, 
the  Department  of  Buildings  is  given  power  to  make  certain  regulations 
in  relation  to  tenement  houses  not  inconsistent  with  the  Charter.  It  is 
questionable  whether  any  of  the  regulations  above  quoted  have  any  legal 
value,  as  they  seem  to  be  at  variance  with  the  provisions  of  the  Cnarter, 
which  states  that  the  distance  shall  not  be  less  than  5  feet 

(1867)  —Chapter  908,  Section  13. 

"At  the  rear  of  every  building  hereafter  erected  for,  or  conyerted  to 
the  purposes  of  a  tenement  or  lodging-house  on  the  back  part  of  any  lot^ 
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there  shall  be  a  clear  open  space  of  10  feet  between  it  and  any  other 
building ;  but  when  thorough  ventilation  of  such  open  spaces  can  fae  other- 
wise secured  said  distances  may  be  modified  in  si>ecial  cases  by  a  permit 
from  the  Metropolitan  board  of  health." 


(1879)  —Chapter  504,  BMXtkm  1.    (Amends  Seotloa  13,  Chapter  908,  Laws 
OI1867.) 

^  At  the  rear  of  every  building  hereafter  erected  for  or  converted  to  the 
purposes  of  a  tenement  or  lodging-house  on  any  lot,  there  shall  be  a  dear, 
open  space  of  not  less  than  10  feet  between  it  and  tJhe  rear  line  of  the  lot 
But  wnen  thorough  ventilation  of  such  open  spaces  can  be  otherwise 
secured,  such  distances  may  be  lessened  or  modified  in  special  cases  by  a 
permit  from  the  board  of  health/' 

(1880)  —  Chapter  399,  BMXtkm  1.     (Amends  Section  13,  Chaptw  908,  d  the 
Laws  of  1867.) 

^  At  the  rear  of  every  building  hereafter  erected  for  or  converted  to 
the  purposes  of  a  tenement  or  lodging-house  on  an^  lot,  there  shall  be  a 
clear  open  space  of  not  less  than  ten  feet  between  it  and  the  rear  line  of 
the  lot  But  when  thorough  ventilation  of  such  open  snace  can  be  other- 
wise secured  such  distances  may  be  lessened  or  modifiea  in  special  casesi 
or  the  open  spaces  may  be  dispensed  with  on  comer  lots  by  a  permit  from 
the  board  of  health.'' 

(1882)  — Chapter  410,  Beotloii  861.    (Provlsloos  d  Ghapt«r  504  d  the  Law 

d  1879,  retaaoted.) 

**  At  the  rear  of  every  building  hereafter  erected  for  or  converted  to  the 
purpose  of  a  tenement  or  lodging-house  on  any  lot,  there  shall  be  a  dear, 
open  space  of  not  less  than  10  feet  between  it  and  tiie  rear  line  of  the  lot 
But  when  thorough  ventilation  of  such  open  space  can  be  otherwise 
secured,  said  distances  may  be  lessened  or  modified  in  special  cases  by  a 
permit  from  the  board  of  health." 


(1887)  —  Chapter  84,  Section  10.    (Amends  Section  661,  CooeoL  Aot ) 

"  At  the  rear  of  every  building  hereafter  erected  for  or  converted  to  the 
purposes  of  a  tenement  or  lodging-house  on  any  lot,  there  shall  be  and 
remain  a  clear  open  space  of  not  less  than  10  feet  between  it  and  the  rear 
line  of  the  lot" 

(1887)  —  Chapter  388,  Section  1. 

Provisions  of  Chapter  84  of  the  Laws  of  1887  amended  by  adding  at 
the  end  "  But  this  provision  may  be  modified  as  to  comer  lots  in  special 
cases  by  a  permit  from  the  board  of  health." 

(1888)— Brooklyn— Chapter  583,  Sectioti  34.       (Brooklyn  ConaoL  Aot) 
Proviflions  d  Laws  d  1867  as  amended  by  Laws  d  1879  and  1880,  re- 

enaoted. 


(1891)  —Chapter  204, 1 

Provisions  of  the  law  in  reference  to  space  at  rear  of  new  tenements 
as  contained  in  Section  10,  Chapter  84  of  the  Laws  of  1887 ;  and  also  in 
Section  1,  Chapter  288  of  the  Lawe  of  1887,  amended  as  follows:  ^'Bot 
this  provision  may  be  modified  as  to  comer  lots,  and  may  be  changed  or 
modified  <u  to  lodqing-iumMM  in  special  cases  by  a  permit  from  the  board 
of  health." 


VOL.  n — T 
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(1892)  — Ohaptar  238^  SMtion  1.     (Pra^hdoam  of  Chaptar  204  of  tiM  Laws 
of  1891.)  — CoDtlnued. 

(1899)  —  Brooklyn  —  Chapter  539|  Section  1.     (Amende  Seotioii  55,  Brook- 
lyn ConeoL  Act) 
''There  shall  be  and  remain  a  clear,  open  space  of  not  less  than  ten 

feet  between  the  rear  end  of  said  lot  and  any  building  thereon.'' 

(1895)  —  Chapter  587,  Beotlon  8.     (Amende  Section  661,  ConsoL  Aot) 

**  At  the  rear  of  every  building  hereafter  erected  for  or  converted  to 
the  purposes  of  a  tenement  or  lodging-house  on  any  lot,  there  shall  be 
and  remain  a  clear,  open  space  of  not  less  than  10  feet  between  it  and 
the  rear  end  of  the  lot  !But  this  provision  shall  not  apply  to  comer 
lots  in  which,  however,  no  such  building  shall  come  within  5  feet  of  the 
rear  of  said  lot  above  the  first  story.'' 

(1896)  —  Brooklyn  —  Chapter  355,  Section  1.    (Amends  Section  55,  Brooklyn 
ConsoL  Act) 

''  At  the  rear  of  every  building  hereafter  erected  for  or  converted  for 
the  purposes  of  a  tenement  or  lodging-house  on  any  lot,  there  shall  be 
and  remain  a  clear,  open  space  of  not  less  than  ten  feet  between  it  and 
the  rear  end  of  the  lot." 

*  (1807)  —  Chapter  378,  Greater  NewTork  Charter,  Section  13ia 

Provisions  of  Chapter  567,  Laws  of  1895,  continued,  with  the  following 
amendment :  The  words  ^*  above  the  first  story  "  at  the  end,  stricken  out 

*  (1900)  —  Regulations  of  the  Department  of  BuUdings. 

^'At  the  rear  of  every  tenement  or  lodging-house  on  any  comer  lot 
there  shall  be  and  remain  above  the  first  storv  a  clear  space  of  not  leas 
than  five  feet  between  it  and  the  rear  end  of  the  lot,  up  to  eighty  feet  in 
height  and 

Over  80  feet,  five  feet  four  inches. 

Over  85  feet,  five  feet  eight  inches. 

Over  90  feet,  six  feet 

Over  95  feet,  six  feet  four  inches. 

Over  100  feet,  six  feet  eight  inches. 

Over  105  feet^  seven  feet 

Over  110  feet,  seven  feet  four  inches. 

Over  115  feet,  seven  feet  eight  inches. 

Over  120  feet,  eight  feet 

Over  125  feet,  eight  feet  four  inches. 

Over  130  feet,  eight  feet  eight  inches. 

Over  135  feet,  nine  feet 

Over  140  feet^  nine  feet  four  inches. 

Over  145  feet,  nine  feet  eight  inches. 

Over  150  feet,  ten  feet 

^' Where  the  width  of  a  comer  lot  is  greater  than  an  ordinary  city  lot 
it  must  have  a  clear  space  of  not  less  than  ten  feet  in  the  rear  of  that 
portion  in  excess  of  an  ordinary  city  lot,  or,  in  lieu  thereof,  an  open 
oourt  not  less  than  one  of  the  same  widths  as  above,  and  beginning  at 

•  Indicates  the  exUUng  law  in  1900. 
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the  street  or  ayenae,  wbioh  miiBt  extend  the  fall  width  of  the  lot  and 
continue  to  the  first  interior  room.  And  snoh  interior  portion  of  a  cor- 
ner tenement  or  lodging-house  must  conform  to  all  the  requirements  of 
a  tenement  or  lodging-house  situated  on  an  inside  lot^ 

PjjKUIUlTAaB  OF  ZiOT  OCCUFUUD.  —  Although  the  first  and  most  im- 
portant tenement  house  law  was  enacted  in  1807,  yet  not  until  twelve  years 
later  was  there  any  provision  in  the  law  limitinff  the  percentage  of  the  lot 
permitt^  to  be  occupied  by  a  new  tenement  house.  It  is  exceedingly 
strange  that  a  provision  should  not  have  been  contained  in  the  first  legisla- 
tion ujx>n  this  subject,  and  it  is  only  accounted  for  by  the  fact  that  the  great 
majonty  of  new  tenement  houses  m  1867  were  only  four  stories  hiffh,  and 
seldom  covered  more  than  60  per  cent  of  the  lot  In  the  Act  of  1879| 
however,  the  percentage  of  lot  permitted  to  be  occupied  by  a  new  tene- 
ment house  was  limited  to  65  per  cent  This,  however,  was  not  to  apply 
to  corner  lots,  and  in  addition  the  Ik>ard  of  Health  was  given  discretion- 
ary power  to  permit  it  to  be  modified  in  special  cases.  This  provision 
as  to  the  percentage  of  the  lot  applied  only  to  New  York,  ana  not  till 
1895  was  this  defect  in  the  Brookljm  law  remedied.  The  1879  law  also 
contained  a  singular  defect,  in  that  it  made  no  provision  for  existing 
tenement  houses  that  might  be  altered  or  enlarged,  so  that  under  this  law 
one  might  take  an  old  tenement  house  and  alter  it  so  as  to  cover  100  per 
cent  of  the  lot,  and  yet  any  one  building  a  new  tenement  house  and  a  better 
building  was  limited  to  65  per  cent  This  defect  of  the  law  was  remedied 
in  1887,  when  the  law  was  made  to  apply  to  old  buildings  altered  or  en- 
larged to  be  used  as  tenement  houses,  as  well  as  to  new  buildinn ;  and 
the  other  provisions  of  the  previous  statutes  were  all  re^nacted.  In  1891 
an  important  amendment  to  the  New  York  laws  was  passed;  prior  to 
that  time,  the  Board  of  Health  had  discretionary  power  to  permit  more 
than  65  per  cent  of  the  lot  to  be  occupied  in  special  cases.  The  Act  of 
1891,  however,  limited  this  provision  strictly  to  comer  tenements  and  to 
lodging  houses,  thus  taking  away  all  such  discretionary  powers  in  relation 
to  tenement  houses  built  on  ordinary  interior  lots.  This  important  pro- 
vision was  re^nacted  in  1892,  but,  also,  in  the  same  year  a  law,  passed  at 
a  later  date,  gave  the  Board  of  Health  the  power  to  make  regulations  in 
addition  to  tnose  provided  for  by  tlie  statute,  in  special  cases,  as  to  the 
proportion  of  any  lot  to  be  covered  by  any  tenement  or  lodging  house. 
In  1895  the  Brooklyn  Building  Law  was  amended  and  the  defects  of  the 
law  in  this  respect  were  remedied,  the  new  law  limiting  the  percentage 
of  lot  to  be  occupied  to  70  per  cent ;  but  this  was  not  to  apply  to  comer 
buildings,  which  were  permitted  to  occupy  as  much  as  90  p^  cent  of  the 
lot,  and  no  discretionary  power  was  ffiven  to  the  Commissioner  of  Build- 
ings or  the  Board  of  Health  to  modify  this  provision  of  the  law.  In  the 
same  year  the  New  York  Tenement  House  Law  was  also  changed ;  the 
provisions  of  previous  statutes  were  rednacted  prohibiting  any  new  tene- 
ment house  from  covering  more  than  65  per  cent  of  the  lot,  and  also  pro- 
hibiting any  existing  tenement  or  lodging  house  from  being  enlarged  or 
altered  to  cover  a  greater  area.  A  new  clause  was  added,  however,  to  the 
effect  that ''  where  the  light  and  ventilation  of  such  tenement  or  lodging 
houses  were,  in  the  opinion  of  the  Superintendent  of  Buildings  materially 
improved,  he  might  permit  such  tenement  or  lodging  house  to  occupy  an 
area  not  exceeding  75  per  centum  of  the  lot^    In  addition  to  limiting  the 
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percentage  of  lot  to  be  occupied  to  65  per  cent,  the  law  of  this  year  also 
provided  that  if  any  shaft  or  court  should  be  of  a  less  area  than  25  square 
feety  it  should  not  be  considered  as  part  of  the  free  air  space  in  comput- 
ing the  amount  of  the  lot  covered  by  the  building,  but  should  be  consid- 
ered as  part  of  the  building  itself.  In  the  same  act  are  to  be  found 
additionid  provisions  giving  increased  discretionary  powers  to  the  Super- 
intendent of  Buildings  to  make  rules  and  regulations  not  inconsistent  with 
the  requirements  of  the  existing  law.  These  rules  and  regulations  were 
limited,  however,  to  the  arrangement  and  distribution  of  the  uncovered 
area,  the  size,  lighting,  ventilation,  and  arrangement  of  shafts,  rooms,  cel- 
lars, and  halls,  and  the  Superintendent  of  Buildings  was  authorized  to 
modifv  or  change  such  regulations  from  time  to  time.  In  1896  the 
Brooklyn  Building  Law  was  amended  so  as  to  make  the  Brooklyn  law 
conform  to  the  law  of  1895  for  New  York,  and  the  power  given  to  the 
Commissioner  of  Buildings  to  permit  75  per  cent  of  the  lot  to  be  covered 
in  certain  cases  is  very  clearly  stated.  The  Greater  New  York  Charter 
continued  the  provisions  of  the  laws  of  1895  without  change.  This  is  the 
present  law  upon  the  subject  with  the  following  supplementary  regulations 
adopted  by  the  Department  of  Buildings  under  the  authority  given  them 
in  Section  1318  of  the  Charter.  These  resuljitions  provide  that  in  any 
tenement  house  80  feet  high,  on  an  interior  lot,  75  per  cent  of  the  lot  may 
be  covered ;  in  tenement  houses  90  feet  high,  73  per  cent  may  be  covered ; 
in  tenement  houses  100  feet  high,  71  per  cent;  in  tenement  houses  110 
feet  higli,  69  per  cent;  in  tenement  houses  120  feet  high,  67  per  cent^ 
and  in  tenement  houses  over  120  feet  high,  65  per  cent,  and  a 
similar  schedule  of  decreasing  percentages  with  increasing  heights  is 
adopted  for  tenement  houses  on  corner  lots.  As  no  ordinary  tenement 
house  is  permitted  to  be  erected  more  than  85  feet  high,  this  scale  of 
decreased  percentages  has  very  little  bearing  upon  the  tenement  house 
problem  and  would  only  apnly  to  fireproof  apartment  houses,  where  these 

Eercentages  of  the  lots  would  naturally  be  voluntarily  left  unbuilt  upon 
y  the  architect  of  the  building. 

(1879)  —  Chapter  504,  Seotion  1.     (Amends  Section  13,  Chapter  908,  Lews 
of  1867.) 

"  No  one  continuous  building  shall  be  built  or  converted  to  the  pur- 
poses of  a  tenement  or  lodging-house  in  the  city  of  New  York,  upon  an 
ordinary  city  lot,  to  occupy  more  than  65  [>er  centum  of  the  said  lot,  and 
in  the  same  proportion  if  the  lot  be  greater  or  less  in  size  than  25  feet  by 
100  feet;  but  this  provision  shall  not  apply  to  corner  lots  and  may  be 
modified  in  other  special  cases  by  a  permit  from  the  board  of  health." 

(1880)  —  Chapter  399,  Section  1.     (Amends  Section  13,  Chapter  908,  Ijaws 
of  1867.)  —  Continued. 

(1882)  —  Chapter  410,  Section  661.  —  Continued. 

(1887)  —  Chapter  84,  Section  la     (Amends  Section  661,  ConsoL  Act) 

''No  one  continuous  building  shall  be  built  for  or  converted  to  the 
purposes  of  a  tenement  or  lodging-house  in  the  city  of  New  York,  upon 
an  ordinarv  city  lot,  and  no  existing  tenement  or  lodging-house  shall 
be  enlarged  or  altered  or  its  lot  be  diminished  so  that  it  shall  occupy 
more  than  sixty-five  x>^r  centum  of  the  said  lot,  and  in  the  same  pro- 
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portion  If  the  lot  be  greater  or  less  in  size  than  twenty-fire  feet  by  one 
nundred  feet;  but  this  prorision  shall  not  apply  to  comer  lots,  and  may 
be  modified  in  other  special  cases  by  a  permit  from  the  board  of  health.'' 

(1887)  —  Chapter  288^  SeoHon  1.  —  Cootiniied. 

(1891)  — Chapter  204,  Beotloo  1. 

Provisions  of  Section  10,  Chapter  84  of  the  Laws  of  1887,  in  reference 
to  percentage  of  lot,  continued,  but  with  the  following  important  chansre: 
The  laws  of  1887,  after  limiting  the  percentage  to  65  per  cent,  had  Uiis 
clause :  <'  But  this  provision  shall  not  apply  to  comer  lots  and  may  be 
modified  in  other  special  cases  by  a  permit  from  the  board  of  health.''  In 
the  amendment  of  1891  this  clause  reads  as  follows :  **  But  this  provision 
shall  not  apply  to  comer  lots,  and  mav  be  modified  or  changed  in  special 
i  as  to  lodging-houmB  by  a  permit  from  the  board  of  health." 


(1882)  —  Chapter  238,  Section  1«     (Prorteloni  of  Ctapbu  204  of  the  Laws  of 
1891.)     Continued. 

(1882)  —  Chapter  329,  Beotloo  1. 

"The  board  of  health  shall  have  authority  within  present  provisions  of 
law  to  make  other  regulations  than  the  foregoing  in  special  cases  as  to  the 
proportton  of  any  lot  to  be  covered  by  any  tenement  or  lodging-house  when 
It  shall  be  satisfied  that  such  regulations  will  secure  equally  well  the  health 
of  the  occupants  and  the  public  health,  provided,  however,  that  in  all  such 
cases  any  modifications  made  b^  such  relations  shall  be  in  aooordanoe 
with  the  conditions  of  a  permit  in  writing  issued  by  the  said  board  of 
health."     (Became  a  law  April  19, 1892.) 


(1895)  — Brooklyn  — Chapter  539,  Beotloo  1.     (Ameods  Beotloo  55,  Brook- 
lyn ConsoL  Aot) 

''  No  one  continuous  building  shall  be  built  for  or  converted  to  the  pur- 
poses of  a  tenement  or  lodging-house  in  the  citv  of  Brooklyn,  upon  an 
ordinary  city  lot,  and  no  existing  tenement  or  loaging-hoose  shall  be  en- 
larged or  altered  or  its  lot  be  diminished  so  that  it  shall  occupy  more  than 
seventy  per  centum  of  the  said  lot,  and  in  the  same  proportion  if  the  lot 
be  gn'CAter  or  less  in  size  Uian  25  x  100  feet ;  but  in  the  case  of  comer  lots 
the  building  or  buildings  may,  by  special  permit  from  the  commissioner 
of  buildings,  be  made  to  occupy  not  more  than  ninety  per  centum  of  the 
lot" 


(1895)  — Chapter  567,  Beotloo  a     (Amende  Beotloo  661,  Oonsol.  Aot) 

"  Ko  one  continuous  building  hereafter  constmcted  shall  be  built  or 
converted  to  the  purposes  of  a  tenement  or  lodging-house  in  the  cit^  of 
Now  York,  u|ioii  an  onlinary  city  lot,  and  no  existing  tenement  or  jodginff- 
house  shall  be  enlarged  or  altered,  or  its  lot  be  diminished  so  that  it  shall 
occupy  more  than  65  per  centum  of  the  area  of  said  lot,  but  where  the 
light  and  ventilation  oi  such  tenement  or  lodffin^-house  are,  in  the  opinion 
o|  the  superintendent  of  buildings,  materially  improved,  he  may  permit 
such  tenement  or  lodging-house  to  occupy  an  area  not  exoeeding  75  per 
centum  of  the  said  lot,  and  in  the  same  proportion  if  the  lot  be  greater  or 
less  in  size  than  25  x  100  feet ;  but  this  provision  shall  not  apply  to  eomer 
lots,  in  which,  however,  no  such  building  hereafter  oonstmcted,  above  the 
first  story  shall  occupy  more  than  92  per  centum  of  the  area  of  a  lot    In 
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computing  the  amount  of  the  lot  covered  by  a  building^  any  shaft  or  court 
of  less  than  25  square  feet  in  area  shall  be  considered  as  part  of  the  build- 
ing and  not  as  part  of  the  free  air  space." 

(1899)  —  Chapter  567|  Section  a     (Amends  Section  6Sl,  Consol.  Act) 

''The  superintendent  of  buildings, is  hereby  empowered  and  directed 
to  make  rules  and  relations  not  inconsistent  with  the  requirements  of 
this  title,  and  which  m  addition  to  the  requirements  of  this  title  shall  be 
the  conditions  of  approval  for  the  plans  and  permits ;  these  rules  and  regu- 
lations shall  govern  the  arrangement  and  distribution  of  the  uncovered 
area,  size,  lighting,  location  and  arrangement  of  shafts,  rooms,  cellars  and 
halls,  and  ma^  be  modified  or  changed  from  time  to  time  by  the  superin- 
tendent of  buildings." 

(1896)  — Brooklyn  —  Chapter  355,  Section  1.     (Amends  Section  55,  Brook- 
lyn Consol.  Act) 

''No  one  continuous  building  shall  be  built  for  or  converted  to  the  pur- 
poses of  a  tenement  or  lodging-house  in  the  citv  of  Brooklyn,  upon  an 
ordinary  city  lot,  and  no  existing  tenement  or  lodging-house  shall  be  en- 
larged or  altered,  or  its  lot  be  diminished  so  that  it  shall  occupy  more  than 
65  per  centum  of  the  area  of  said  lot,  but  when  the  interior  light  and  ven- 
tilation of  such  tenement  or  lodging-house  are,  in  the  opinion  of  the  com- 
missioner of  buildings,  adequately  provided  for,  he  may  permit  such 
tenement  or  lodging-house  to  occupy  an  area  not  exceeding  75  per  centum 
of  the  said  lot,  and  in  the  same  proportion  if  the  lot  be  greater  or  less  in 
size  than  25  bv  100  feet.  But  this  provision  shall  not  apply  to  comer 
lots,  in  which,  however,  no  such  building  hereafter  constructed,  above  the 
first  story,  shall  occupy  more  than  92  per  centum  of  the  area  of  said  lot 
above  the  first  story.  In  computing  the  amount  of  the  lot  covered  by  a 
building,  any  shaft  or  court  of  less  than  25  square  feet  in  area  shall  be 
considered  as  part  of  the  building  and  not  as  part  of  the  free  air  space." 

*  (1897)  —  Chapter  378,  Greater  New  Tork  Charter,  Section  1318L     (Pro- 

▼iaiona  of  Chapter  567,  Lawa  of  1895.)  —  Continued. 

*  (1899)  —  Regnlationa  of  the  Department  of  Buildings. 

''  Section  1318,  Greater  New  York  Charter,  restricts  the  occupancy  of 
any  tenement  or  lodging-house  on  an^  ordinary  city  lot  to  65  per  centum 
of  the  area  of  said  lot,  when  such  lot  is  not  a  corner  lot,  and  empowers  the 
commissioner  of  buildings  to  extend  such  occupancy  to  75  per  centum  of 
the  area  of  the  aforesaid  lot  provided  the  light  and  ventilation  of  such 
tenement  or  lodging-house  are,  in  the  opinion  of  the  commissioner  of  build- 
ings, materially  improved.  The  same  section  also  provides  that  no  tene- 
ment or  lodging-house  shall  occupy  more  than  92  per  centum  of  the  area 
of  a  comer  lot  above  the  first  storv.  Percentages  of  lot  area  allowed  in 
this  provision  of  the  law  are  as  follows :  — 

Up  to    80  feet  in  height 76  per  cent 

Up  to    00  feet  in  height 73  per  cent. 

Up  to  100  feet  in  height 71  per  cent. 

Up  to  110  feet  in  height 60  per  cent. 

Up  to  120  feet  in  height 67  per  cent. 

Above  120  feet  in  height 66  per  cent. 

•  Indicates  the  existbig  Uw  In  1000. 
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"  PercenUges  of  area  of  comer  lots  allowed  under  this  proriaioo  of  law 
aa  follows :  — 

Up  to    80  feet  in  height 02  per  oeoi. 

Up  to    00  feet  in  height 00  per  cent 

Up  to  100  feet  in  height 88  per  cent 

Up  to  110  feet  in  height 80  per  cent 

Up  to  190  feet  in  height 84  per  cent 

Up  to  lao  feet  in  height 83  per  cent 

Up  to  140  feet  in  height 80  per  cent 

Up  to  150  feet  in  height 78  per  cent 

AboTe  160  feet  in  height 76  per  cent 

"  For  buildings  greater  than  60  feet  frontage,  the  former  tables  of  per- 
centages will  apply  to  that  part  which  is  in  excess  of  50  feet,  and  the 
latter  scale  for  that  which  is  under  50  feet 

**  While  the  uncovered  area  cannot  be  less  than  the  above,  it  must  be 
greater  where  required  by  the  further  regulations  for  shafts  and  fixing 
distance  required  at  rear/' 

AIR  AUD  UOHT  SHAFTS.  —  Before  1879  few  tenement  houses  were 
oonstructed  containing  an  air  shaft,  most  of  them  being  buildings  four 
stories  high  and  about  54  to  60  feet  in  depth.  Not  being  any  deeper  than 
this  on  the  lot,  the  buildings  were  only  four  rooms  deep,  thus  permitting  a 
large  front  room,  getting  its  light  and  air  from  the  street,  and  a  large  rear 
room,  getting  its  light  and  air  from  the  yard,  which,  in  most  cases,  was  40 
feet  deep  by  25  feet  wide :  the  two  inner  rooms  of  these  four  rooms  getting 
their  lignt  and  air  from  the  front  and  rear  rooms,  which,  under  such  cir- 
cumstances, were  able  to  furnish  an  aninle  supply.  In  a  few  cases,  how- 
ever, tenement  houses  were  erected  much  deeper  on  the  lot,  some  of  them 
having  six  and  seven  rooms  in  a  line  instead  of  four.  The  first  tenement 
house  law,  therefore,  contained  a  provision  that  in  every  habitable  room 
of  a  less  size  than  100  square  feet  in  area,  unless  the  room  communicated 
directly  with  the  outer  air  or  unless  it  was  provided  with  an  open  fireplace, 
there  snould  be  a  separate  means  of  ventilating  the  room ;  tnis  means  to 
be  by  a  separate  air  shaft  extending  to  the  roof,  or  in  some  other  way  as 
the  Hoard  of  Health  might  direct  This  provision  applied  to  old  tenement 
houses  as  well  as  to  new  ones,  and  quite  a  number  of  small  ventilating 
flues  of  the  size  of  a  chimney  flue,  about  4  inches  by  6  inches,  were  put  in 
many  buildings  of  this  kincL  This  is  the  only  provision  in  the  tenement 
house  law  in  reference  to  air  shafts  until  1895,  no  nrevious  law  having 
required  air  shafts,  nor  any  minimum  size  or  width  ot  such  shaft  having 
been  prescribed.  In  this  year,  however,  it  was  provided  that  any  air  shaft 
or  court  less  than  25  square  feet  in  area  should  not  count  as  part  of  the 
unoccupied  space  of  the  lot  And  it  was  further  provided  that  no  air  shaft 
in  the  luture  should  be  covered  over  with  a  roof  or  skylight,  unless  it  hap- 
pened to  be  less  tlian  10  snuare  feet  in  size.  Similar  proTisioos  ware 
adopted  in  an  amendment  to  tne  general  building  laws  of  the  Citj  of  Brook- 
Ivn,  enacted  in  the  year  following.  In  addition  to  these  requirements  of 
tne  law  of  1805,  the  Superintendent  of  Buildinn  was  given  discretiooarj 
power  to  make  rules  and  regulations  and  to  modify  the  same  from  time  to 
time  as  to  the  size,  lighting,  location,  and  arrangement  of  all  shafts  for 
light  and  air.  All  of  these  provisions  of  the  law  of  1895  were  reSnactad  in 
the  Greater  New  York  Charter,  with  the  exception  that  the  Superintendent 
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ci  BoUdingBy  althoagh  empowered  to  make  such  regulationsi  was  no  longer 
giren  the  authority  to  modify  or  change  them.  In  this  year,  for  the  firqt 
time,  was  a  minimum  width  prescribed  for  light  and  air  shafts,  the  width 
determined  on  being  28  inches.  This  is  the  present  law  (in  1900)  upon 
this  subject  with  the  following  supplementary  requirements  adopted  by  the 
Department  of  Buildings  in  their  regulations.  These  regulations  require 
that  every  light  and  air  shaft  or  court,  for  habitable  rooms,  must  not  be 
less  than  25  square  feet  in  area,  up  to  and  including  the  fifth  story  of  such 
buildings,  and  above  the  fifth  story,  must  be  increased  in  area  5  square 
feet  for  every  additional  story.  Also  that  the  width  of  such  shafts  above 
the  fifth  story  must  be  increased  4  inches  for  every  additional  story.  It  is 
also  provided  that  where  a  common  shaft  or  coui't  is  located  between  two 
tenement  houses  on  different  lots,  the  shafts  must  be  double  the  width  and 
area  that  they  would  be  on  a  single  lot  and  that  such  shafts  shall,  of  course, 
be  similarly  increased  in  height  above  the  fifth  story.  It  is  further  pro- 
vided that  where  there  are  five  interior  rooms  in  a  line  on  any  floor,  the 
area  of  the  shaft  or  court  lighting  and  ventilating  such  rooms  must  be 
50  per  cent  greater  than  above  described,  and  where  there  are  six  interior 
rooms  in  a  line  on  any  floor,  the  area  of  such  shaft  or  court  must  be  at 
least  100  per  cent  greater  than  the  area  required  above.  The  following 
minimum  area  for  light  shafts  is  also  established.  Where  there  are  twdve 
rooms  on  any  floor  of  a  tenement  house  erected  on  an  ordinary  interior  lot^ 
the  shafts  and  courts  lighting  and  ventilating  the  interior  rooms  must  have 
an  area  equal  to  215  square  feet,  and  where  there  are  fourteen  rooms  on  a 
floor,  the  area  of  the  shafts  and  courts  must  not  be  less  than  2G5  square 
feet ;  and  it  is  further  required  that  these  shafts  or  courts  in  such  cases 
shall  be  enlarged  at  their  central  portions,  so  as  to  provide  windows  at 
the  ends  of  each  set  of  rooms,  where  there  are  front  and  rear  sets  of  apart- 
ments on  a  floor.  In  corner  buildings,  the  requirements  are,  of  course, 
different.  In  such  houses,  where  there  are  four  families  on  a  floor,  and 
six  rooms  on  the  inside  portion,  the  shaft  to  light  and  ventilate  the  inte- 
rior rooms  must  have  an  area  equal  to  107 j|^  square  feet;  and  where 
there  are  seven  rooms  instead  of  six  the  area  ot  such  shaft  must  be  132}- 
square  feet,  and  the  shafts  must  also  be  enlarged  at  their  central  por- 
tions to  provide  end  windows  for  the  rooms. 

(1867)  —  Chapter  908,  Seotioa  14. 

**  Every  habitable  room  of  a  less  area  than  one  hundred  superficial  feet 
if  it  does  not  communicate  directly  with  the  external  air,  and  is  without 
an  open  fireplace,  shall  be  provided  with  special  means  of  ventilation,  by 
a  separate  air  shaft  extending  to  the  roof,  or  otherwise,  as  the  board  of 
health  may  prescribe." 

(1879)  —  Chapter  504,  Seotioa  2.  —  Continaed. 

(1882)  —  Chapter  410,  Seotioa  662.  —  Continued. 

(2888)  —  Brooklyn  —  Chapter  583,  Section  35.     (Brooklyn  ConsoL  Aot) 
Provisions  of  the  Law  of  1867,  retfnacted. 

(1895)  —  Brooklyn  —  Chapter  539,  Section  1.     Proviaiona  of  Brooklyn  Con- 
•oL  Act,  oontinued. 
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(1806)  — aiapter  567,  Beotloii  a     (AmmaOm  BmotUm  661,  CoomL  Aot) 

**  The  Buperintendeut  of  buildings  is  hereby  empowered  and  directed 
to  make  rules  and  regulations  not  inconsistent  with  the  requirements  of 
this  title^  and  which  in  addition  to  the  requirements  of  this  title  shall  be 
the  conditions  of  approval  for  the  plans  and  permits ;  these  rules  and  reg- 
ulations shall  govern  the  arrangement  and  aistribution  of  the  uncovered 
area,  sizcL  lighting,  location  and  arrangement  of  shafts,  rooms,  cellars  and 
halls,  and  may  be  modified  or  ohangea  from  time  to  time  bj  the  superin- 
tendent of  buildings." 


(1895)— Cliapter567,  8M»tAona     (AmMids  8M»tAon  661,  CchmoL  Aot) 

**  In  computing  the  amount  of  the  lot  covered  bj  a  building,  anj  shaft 
or  oourt  less  than  twentv-five  square  feet  in  area  shall  be  considered  as 
part  of  the  building  and  not  as  part  of  the  free  air  space.  No  shaft  or 
court  hereafter  constructed  in  a  tenement-house,  except  elevator  shafts  or 
staircase  wells,  except  anj  shaft  the  area  of  which  does  not  exceed  ten 
square  feet  shall  be  covered  with  a  roof,  skylight  or  otherwise." 

(1896)  — Brooklyn  — Chapter  355,  Section  1.    (Amends  Section  55,  Brook- 

Ijn  CooBoL  Aot) 

**  In  computing  the  amount  of  the  lot  covered  by  a  building,  any  shaft 
or  court  of  less  than  twenty-five  square  feet  in  area  shall  be  considered 
as  part  of  the  building  and  not  as  part  of  the  free  air  space." 

•(1897)— Ou^yter  378,  Onmtm  New  Tork  Ghaiter,  Section  Uia 

Provisions  of  Section  8,  Chapter  567,  Laws  of  1895,  continued,  with 
the  exception  that  the  superintendent  of  buildings  no  longer  is  given 
"power  to  modify  or  change  tne  regulations,  from  time  to  time. 

^(1897) — Caiapter  378,  Oreatar  New  Tork  Charter,  Seotion  U18L 

<'  In  all  cases,  both  for  comer  and  interior  lots,  the  interior  courts  or 
shafts  shall  not  be  less  than  2  feet  4  inches  wide  at  their  narrowest  parts. 
In  computing  tlie  amount  of  the  lot  covered  by  a  building,  any  shaft  or 
court  of  less  than  25  square  feet  in  area  shall  be  considered  as  purt  of  the 
building  and  not  as  part  of  the  free  air  space." 

*  (1891) — Chapter  378,  Oreater  New  Tork  Charter,  Seotioii  1319.    PfovleioBs 

of  Seotion  14,  Chapter  908,  of  the  Laws  of  1867,  oooHmied. 

*  (1900)  —  Regulations  of  the  Department  of  Bnfldtngs. 

ARBA  or  SHAFTS  AND  COURTS.  —  **  Except  as  hereinafter  other- 
wise stated,  everv  light  and  air  shaft  or  court  for  habitable  rooms  must  be 
at  least  twenty-nve  square  feet  in  area  up  to  and  including  five  stories  in 
height,  and  be  increased  five  square  feet  m  area  for  each  additional  story 
beyond  the  fifth,  and  not  less  than  two  feet  four  inches  wide  in  the  clear  at 
every  point  up  to  and  including  five  stories  in  height,  and  be  increased  four 
inches  in  width  for  each  additional  story  beyond  the  fifth.  Light  or  veoti- 
latinff  shafts  or  courts  between  two  houses,  and  common  to  b(^  must  be 
double  this  area  and  not  less  than  four  feet  eight  inches  wide  u^  to  and 
including  five  stories  in  height  and  be  increased  eight  inches  in  width  for 
each  additional  story  beyond  the  fifth.  Where  there  are  five  interior  rooma 

•  Indloales  the  «iklh«  kw  hi  1000. 
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in  a  line  on  a  floor  the  area  of  each  shaft  or  court  must  be  fifty  per  cent, 
greater  than  above  describedi  and  where  there  are  six  interior  rooms  in  a 
line  on  a  floor  the  area  of  such  shaft  or  court  must  be  at  least  one  hun- 
dred per  cent,  greater  than  the  minimum  above  stated." 

INCRSA8BD  ARBAS  OF  SHAFTS  AND  COURTS.— <<  Where  there 
are  twelve  rooms  on  a  floor  of  a  tenement-house  erected  on  an  ordinary 
city  lot,  except  a  comer  lot,  the  shafts  and  courts  to  light  and  ventilate 
the  interior  rooms  must  have  an  area  equal  to  two  hundred  and  fifteen 
square  feet,  and  where  there  are  fourteen  rooms  on  a  floor  of  a  similar 
tenement  house  the  area  of  such  shafts  and  courts  must  not  be  less  than 
two  hundred  and  sixty-five  square  feet,  and  these  shafts  or  courts  must 
be  enlarged  at  their  central  portion  so  as  to  provide  windows  at  the  ends 
of  each  set  of  rooms  where  there  are  front  and  rear  sets  of  apartments  on 
a  floor." 

SHAFTS  IN  CORNBR  HOUSBS.  — ''  In  every  corner  house  on  an 
ordinary  city  lot  having  four  families  on  a  floor,  and  six  rooms  on  the 
inside  portion  thereof,  the  shaft  to  light  and  ventilate  interior  rooms  must 
have  an  area  equal  to  one  hundred  and  seven  and  one-half  square  feet; 
and  where  there  are  seven  rooms  the  area  of  such  shaft  must  be  one  hun- 
dred and  thirty-two  and  one-half  square  feet,  and  these  shafts  must  be 
enlarged  at  their  central  portions  to  provide  end  windows  as  above 
described." 

SHAFTS  TO  BE  FRBB  FROM  OBSTRUCTIONS. —  «  All  shafts  OVer 
ten  scjuare  feet  in  area  must  be  free  and  clear  from  skylights  or  any  other 
covering  or  obstruction  at  the  top,  and  must  be  of  the  same  area  throughout. 

''  Tenement-houses  not  over  four  stories  in  height,  which  cover  less  than 
sixty-five  per  cent,  of  lot  area,  must  have  exterior  light  shafts  of  not  less 
than  fifteen  square  feet  area  in  each  shaft,  but  not  more  than  two  rooms 
in  each  apartment  may  open  thereon. 

"  Tenement-houses  three  stories  or  less  in  height,  and  which  cover  less 
than  sixty-five  per  cent  of  lot  area,  may  have  shafts  not  less  than  ten 
square  feet  in  area,  but  not  more  than  two  rooms  in  each  apartment  may 
open  thereon." 

VBNTII.ATION,  RBOULATIONS  FOR  —  POWBRS  OF  BOARD  OF 
HBALTH  AND  DBPARTBflBNT  OF  BUIIJ>INa8.  —  Since  1867  the  Board 
of  Health  has  had  authority  to  make  additional  regulations  as  to  ventila- 
tion of  tenement  houses  not  inconsistent  with  the  existing  laws.  This, prior 
to  1892,  applied  to  new  tenement  houses  as  well  as  to  old  ones.  As  in  1892, 
jurisdiction  over  the  light  and  ventilation  of  new  tenements  was  taken  from 
the  Board  of  Health  and  given  solely  to  the  Department  of  Buildings,  the 
Building  Department  has  since  that  time  had  the  power  to  make  such 
regulations,  while  the  Board  of  Health  has  retained  its  powers  to  make 
these  regulations  in  reference  to  existing  tenement  houses. 

(1867)  —  Chapter  906,  Section  la 

<<  The  Metropolitan  board  of  health  shall  have  authority  to  make  other 
regulations  as  to  ventilation  consistent  with  the  foregoing  where  it  shall 
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be  satisfied  that  such  regulations  will  secure  equally  well  the  health  of 
the  occupants/' 

(1882)  —  Cliapter  410,  Beotioii  887.  —  Cootliitied. 

(1888)  —  Brooklyn  —  Cliapter  583,  Beotlon  39.      (Brooklyn  CoosoL    Aot) 
Prorlsioiie  of  law  of  1867  reSnaoted. 

(1892)  —  Chapter  329,  BeoHon  1.     (Amends  Beotion  887,  ConaoL  Aot) 

*'  The  board  of  health  shall  have  authority,  within  present  provisions 
of  law,  to  make  other  regulations  than  the  fore^oinc  in  special  cases  as  to 
light  and  ventilation  in  any  tenement  or  lodgtng-house,  when  it  shall  be 
satisfied  that  such  regulations  will  secure  equally  well  Uie  health  of  the 
occupants  and  the  public  health,  provided,  however,  that  in  all  such  cases 
any  modifications  made  by  such  regulations,  shall  be  in  accordance  with 
the  conditions  of  a  permit  in  writing  issued  by  the  said  board  of  health." 

(1888)— Chapter  587,  Beotion  a      (Amende  B^ytion  881,  CoosoL  Aot) 

"  The  light  and  ventilation,  for  all  buildings  hereafter  erected  for  or 
converted  to  the  purposes  of  tenement  or  lodging-houses,  must  be  pro- 
vided in  accordance  with  the  requirements  of  this  title  and  the  conditions 
of  a  plan  and  permit  previously  approved  in  writinff  by  the  superinten- 
dent of  buildings,  and  no  existing  tenement  or  loaging-house  shall  be 
enlarged  or  altered  or  its  lot  diminished  without  a  similar  permit  The 
superintendent  of  buildings  is  hereby  empowered  and  directed  to  make 
ruies  and  regulations  not  inconsistent  with  the  requirements  of  this  title, 
and  which  in  addition  to  the  requirements  of  this  title  shall  be  the  condi- 
tions of  approval  for  the  plans  and  permits ;  these  rules  and  regulations 
shall  govern  the  arrangement  and  distribution  of  the  uncovered  area,  siie, 
lighting,  location  and  arrangement  of  shafts,  rooms,  cellars  and  halls,  and 
may  be  modified  or  changed  from  time  to  time  by  the  superintendent  of 
buildings." 

(1888)  —  Chapter  587,  Beotion  12.     (Amende  Beotion  887,  OoimoL  Aot) 

**  The  superintendent  of  buildings  shall  have  authority  to  make  other 
regulations  as  to  light  and  ventilation  of  all  new  tenement  or  lodging- 
houses  consistent  with  the  foregoing;  when  he  shall  be  satisfied  that 
such  regulations  will  secure  equally  well  the  health  and  safety  of  the 
occupants;  likewise  the  board  of  health  shall  have  authority  to  make 
other  regulations  as  to  cellars  and  as  to  ventilation  of  completed  build- 
ings consistent  with  the  foregoing,  where  it  shall  be  satisfied  that  such 
regulations  will  secure  equally  well  the  health  of  the  occupants." 

^(1897)  —  Cliapter  378,  Oreatar  Hew  Tork  Charter,  Beotion  1318L 

Provisions  of  Section  8,  Chapter  567,  of  the  Laws  of  1895,  continued, 
with' the  following  changes:  Wherever  the  words  "superintendent  of 
buildings"  occur,  substitute  'department  of  buildings" ;  also  the  follow- 
ing sentence  at  the  end  has  been  omitted,  ^  and  may  be  modified  or  changed 
from  time  to  time  by  the  superintendent  of  buildings." 

*(1897)  —  Cliapter  378,  Oreatar  New  Tork  Charter,  Beotion  1383L     Frovl^ 
■lone  of  Beotion  12,  Cliapter  587,  of  the  Laws  of  1888,  oonthnied. 

•(1900)  —  Banitary  Code  of  the  Department  of  Health,  Beotion  21. 

'<No  person  shall  hereafter  erect,  or  cause  to  be  erected,  or  eonverted 
•  Indlostas  ths  «iktli«  law  in  1000. 
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to  a  new  purpose  by  alteration  any  building  or  struoturei  or  change  the 
oonstruotion  of  any  part  of  any  building  by  addition  or  otherwise,  so  that 
it,  or  any  part  thereof,  shall  be  inadequate  or  defectiye  in  respect  to 
strength,  yentilation,  light,  sewerage,  or  of  any  other  usual,  proper  or 
necessary  proyision  or  precaution  for  the  security  of  life  and  health ;  nor 
shall  the  builder,  lessee,  tenant,  or  occupant  of  any  such,  or  of  any  other 
building  or  structure,  cause  or  allow  any  matter  or  thing  to  be  or  to  be 
done  in  or  about  any  such  building  or  structure  dangerous  or  prejudicial  to 
life  or  health." 

*(1900)  —  Sanitary  Code  of  the  Department  of  Health,  Section  22. 

<'  That  no  owner  or  lessee  of  any  building  or  any  part  thereof,  shall 
lease  or  let,  or  hire  out  the  same  or  any  portion  thereof,  to  be  occupied 
by  any  person,  or  allow  the  same  to  bie  occupied,  as  a  place  in  which  or 
for  any  one,  to  dwell  or  lodge,  except  when  said  buildings  or  such  parts 
thereof  are  sufficiently  lighted,  yentilated,  provided  and  accommodated, 
and  are  in  all  respects  in  that  condition  of  cleanliness  and  wholesomeness 
for  which  this  code  or  any  law  of  this  State  proyides,  or  in  whidi  they  or 
either  of  them  require  any  such  premises  to  be  kept." 

ROOBCS,  VBNniaATION  AND  LIOHTINO  OF.  —  The  first  proyisions 
of  any  kind  upon  this  subject  are  to  be  found  in  the  Tenement  House  Act 
of  1867.  Here  it  is  provided  that  in  every  building  used  as  a  tenement 
house,  every  room  which  is  used  as  a  sleeping  room  and  which  does  not 
communicate  directly  with  the  external  air,  shall  have  a  window  or  transom 
not  less  in  size  than  3  square  feet,  over  the  door  which  connects  with  an 
adjoining  room ;  provided,  that  the  adjoining  room  itself  communicates 
with  the  external  air ;  and,  in  addition,  this  inner  room  shall  also  have  a 
transom  or  window  not  less  than  3  square  feet  in  size,  leading  into  an 
entry  or  hall  of  the  house;  or  where  this  was  not  practicable  from  the 
situation  of  the  rooms,  then  there  was  to  be  a  window  or  transom  leading 
from  this  inner  room  in  question  into  some  adjoining  room,  which  com- 
municated with  the  hall  of  the  house.  This  applied,  of  course,  to  all 
tenement  houses,  to  those  already  existing  as  well  as  to  those  newly 
erected.  In  the  same  year  it  was  provided  that  in  every  new  tenement 
house  or  in  every  building  thereafter  altered  to  be  used  as  a  tenement 
house,  every  habitable  room' should  have  at  least  one  window  connecting 
with  the  external  air,  or  if  this  were  not  done,  then  the  room  should 
have  over  the  door  a  ventilator  of  perfect  construction  connecting  it  with 
another  room,  or  with  the  hall,  which  should  have  a  connection  with  the 
external  air,  and  this  ventilator  was  to  be  so  arranged  as  to  produce  a 
cross  current  of  air. 

In  1879,  twelve  years  later,  these  provisions  of  the  first  tenement  house 
law  were  reenacted  with  the  following  additional  requirement,  that  in  all 
tenement  houses,  every  room  used  for  sleeping  should  have  at  least  one 
window  with  a  movable  sash,  not  less  in  size  than  12  square  feet,  admit- 
ting light  and  air  from  the  public  street  or  the  yard  of  the  said  house.  This 
was  a  most  important  improvement  and  would  have  been  of  unquestion- 
able value,  were  it  not  for  the  fact  that  a  clause  was  added  giving  discretion- 
ary power  to  the  Board  of  Health  to  permit  other  means  of  Ughting  and 

•  Indicates  the  exUUng  law  in  1900. 
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Tentilating  tuoh  rooms.  No  change  in  anj  of  these  proTisions  was  made 
until  1895,  when  this  disoretionarj  power  was  taken  awaj  from  the  Board 
of  Healthy  the  amended  tenement  house  law  of  that  year  requiring  that  in 
all  tenement  houses  thereafter  construoted  or  in  any  way  conrerted  to  the 
purposes  of  a  tenement  houseu  each  room  should  have  a  window  opening 
into  the  outer  air.  This  law,  nowerer,  did  not  define  what  constituted  the 
''  outer  air  " :  it  is  questionable  whether  an  air  shaft  encloeed  on  all  four 
sides  and  only  28  inches  wide  and  60  feet  high  can  be  considered  really 
to  be  ''outer  air."  In  the  same  year  the  Superintendent  of  Buildings 
was  ffiven  additional  powers  to  make  rules  and  regulations  governing  the 
size,  lighting,  location  and  arrangement  of  rooms,  and  was  authorized  to 
modify  or  change  such  regulations  from  time  to  time.  The  Greater  New 
York  Charter  continued  all  the  provisions  of  the  law  of  1895,  requiring 
that  every  habitable  room  in  all  new  tenement  houses  should  have  a  sepi^ 
rate  window  opening  into  the  outer  air,  and  also  contained  a  provision 
of  the  old  law  that  was  directly  in  conflict  with  this  re<}uirement,  stating 
that  every  habitable  room  should  have  at  least  one  window  connecting 
with  the  external  air,  or,  if  it  did  not  have  this,  a  ventilator  connecting 
the  room  with  another  room  or  hall  which  should  be  connected  with  the  outer 
air.  These  provisions  of  the  Charter  are  the  present  law  upon  this  sub- 
ject In  addition  there  is  a  regulation  of  the  Department  of  Buildings  to 
the  effect  that  every  habitable  room,  except  those  opening  on  the  main 
halls,  must  have  a  transom  so  arranged  as  to  produce  cross  ventilation. 

(1867)  —Chapter  908,  Section  2. 

"  Every  house,  building,  or  portion  thereof,  in  the  cities  of  New  York 
and  Brooklyn,  designed  to  be  used,  occupied,  leased,  or  rented,  or  which 
is  used,  occupied,  leased,  or  rented  for  a  tenement  or  lodging-house,  shall 
have  in  every  room  which  is  occupied  as  a  sleeping-room,  and  which  does 
not  communicate  directly  with  the  external  air,  a  ventilating  or  transom 
window,  having  an  opening  or  area  of  three  square  feet,  over  the  door 
leading  into  and  connect^  with  the  adjoining  room,  if  such  adjoining 
room  communicates  directly  with  the  external  air,  and  also  a  ventilating 
or  transom  window  of  the  same  opening  or  area,  coramunicatinj^  with  the 
entry  or  hall  of  the  house,  or  where  this  is,  from  the  relative  situation  of 
the  rooms,  impracticable,  such  last-mentioned  ventilating  or  transom  win- 
dow shall  communicate  with  an  adjoining  room  that  itself  communicates 
with  the  entry  or  hall.'* 

(1887)  —  Caiapter  908,  Beotlon  14. 

**  Every  habitable  room  in  every  tenement  and  lodging-bouse  hereafter 
erected  or  converted  shall  have  at  least  one  window  connecting  with  the 
external  air  or  over  the  door  a  ventilator  of  perfect  construction  connect- 
ing it  with  a  room  or  hall  which  has  a  connection  with  the  external  air, 
and  so  arranged  as  to  produce  a  cross  current  of  air.^ 


(1879)— Chapter  504,  Beotlon  a.      (ABMiidi  Beotlon  14,  Chapler  808,  Laws  of 

1887.) 

''  In  every  tenement  or  lodging-house  hereafter  erected  or  converted 
every  habitable  room  shall  have  at  least  one  window  connecting  with  the 
external  air,  or  over  the  door  a  ventilator  of  perfect  ooostmctioo  connect- 
ing it  with  a  room  or  hall  which  has  a  connection  with  the  external  air, 
and  so  arranged  as  to  produce  a  cross  current  of  air.    The  full  area  €i  win- 
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dow  or  windows  in  every  room  communicating  with  the  external  ab  shall 
be  at  least  one-tenth  of  the  superficial  area  of  every  such  room ;  and  the 
top  of  one,  at  least,  of  such  windows  shall  not  be  less  than  seven  feet  and 
six  inches  above  the  floor,  and  the  upper  half  at  least  shall  be  made  so  as 
to  open  the  full  width.  Every  habitable  room  of  a  less  area  than  one  hun- 
dred superficial  feet,  if  it  does  not  communicate  directly  with  the  external 
air,  and  is  without  an  open  fireplace,  shall  be  provided  with  special  means 
of  ventilation,  by  a  separate  air  shaft  extending  to  the  roof,  or  otherwise 
as  the  board  of  health  may  prescribe.  But  in  all  houses  hereafter  erected 
or  converted  in  the  city  of  New  York,  which  shall  be  used,  occupied, 
leased  or  rented  for  a  tenement  or  lodging-house,  every  room  used,  let  or 
occupied  by  any  person  or  persons  for  sleeping  shall  have  at  least  one  win- 
dow with  a  movable  sash  having  an  opening  of  not  less  than  twelve  square 
feet,  admitting  light  and  air  directly  from  the  public  street  or  the  vard  of 
the  said  house,  unless  sufficient  light  and  ventilation  shall  be  otherwise 
provided,  in  a  manner  and  upon  a  plan  approved  by  the  board  of  health." 

(1882)  —  Cliaptor  410,  Section  650.  Provlaiona  of  Section  2,  Chapter  906^ 
Laws  of  1867,  continued. 

(1882)  —  Chapter  410,  Section  662.  Section  2  of  Chapter  908  of  the  Laws  of 
1867,  as  amended  by   Section  2,   Chapter  504  of  the  Lawe  of  1879, 

continued. 

(1888)  —  Brooklyn  —  Chapter  583,  Sections  25  and  35.  (Brooklyn  ConsoL 
Act)     Provlaiona  of  law  of  1867,  retfnacted. 

(1895)  —  Brooklyn  —  Chapter  539,  Section  1.  (Amends  Section  46,  Brook- 
lyn Ccnad.  Act)  Provisions  of  Section  2,  Chapter  908,  Laws  of  1867, 
raanacted  as  follows : 

« Every  house,  building  or  portion  thereof,  in  the  city  of  Brooklyn, 
designed  to  be  used,  occupied,  leased  or  rented,  or  which  is  used,  occupied, 
leas^  or  rented  for  a  tenement  or  lodging-house,  shall  have  in  every  room 
which  is  occupied  as  a  sleeping-room,  and  which  does  not  communicate 
directly  with  the  external  air,  a  ventilating  or  transom  window,  having  an 
opening  or  area  of  3  square  feet,  over  the  door  leading  into  and  connected 
with  the  adjoining  room,  if  such  adjoining  room  communicates  with  the 
external  air,  and  also  a  ventilating  or  transom  window  of  the  same  open- 
ing or  area,  communicating  with  Uie  entry  or  hall  of  the  house ;  or  where 
this  is,  from  the  relative  situation  of  the  rooms,  impracticable,  such  last- 
mentioned  ventilating  or  transom  window  shall  communicate  with  an 
adjoining  room  that  itself  communicates  with  the  entry  or  hall." 

(1895)  —  Brooklyn  —  Chapter  539,  Section  1.  (Amends  Section  56,  Brook- 
lyn ConsoL  Act) 

**  In  all  houses  erected  or  converted  after  June  first,  1895,  which  shall 
be  used,  occupied,  leased  or  rented  for  a  tenement  or  lodging-house,  every 
room  used,  let  or  occupied  bv  any  person  or  persons  for  sleeping  shall 
have  at  least  one  window,  with  a  movable  sash  having  an  opening  of  not 
less  than  twelve  square  feet,  admitting  light  and  air  directlv  horn  the 
public  street  or  the  yard  of  the  said  house,  unless  sufficient  light  and  ven- 
tilation shall  be  otherwise  provided,  in  a  manner  and  upon  a  plan  approved 
by  the  department  of  builcungs.'' 
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(1800)  — Brooklyn  — Ghaptor  839,  8M}tAonl.  (AaiMids  Bw^tion  06,  Brook- 
lyn  CoiMoL  Aot)  PnfwMom  of  Beotlon  1%  Cbmptm  006,  Laws  of  1807, 
oontiiitiod. 


(1800)  — CluiplMrOOT,  BM^tiona     (Ammdi  BooHon  601,  CodmL  Aot) 

*'  In  all  tenement-houBes  hereafter  constmcted  and  buildings  hereafter 
converted  to  the  purposes  of  a  tenement-house  each  room  must  have  a 
separate  window  opening  into  the  outer  air." 


(1800)— Ghaptor  067,  Beotlon  a     (Amends  Beotlon  061,  CoimoL  Aot) 

**  The  superintendent  of  buildings  is  hereby  empowered  and  directed 
to  make  rules  and  re^^ulations  not  inconsistent  wi^  the  requirements  of 
this  title,  and  which  in  addition  to  the  requirements  of  this  tide  shall  be 
the  conditions  of  approval  for  the  plans  and  permits ;  these  rules  and 
regulations  shall  sovem  the  arrangement  and  oistribution  of  the  uncov- 
ered area,  size,  lighting,  location  and  arrangement  of  shafts,  rooms,  cellars 
and  halls,  and  may  be  modified  or  changed  from  time  to  time  by  the  super- 
intendent of  buildings." 

*  (1897)  —  Chapter  378,  Greater  New  Tork  Ghaitar,  Beotlon  1307. 

''Every  house,  building,  or  portion  thereof  in  the  city  designed  to  be 
used,  occupied,  leased  or  rented,  or  which  is  used,  occupied,  leased  or 
rented  for  a  tenement  or  lodging-house,  shall  have  in  every  room  which  is 
occupied  as  a  sleeping-room  and  which  does  not  communicate  directly  with 
the  external  air,  a  ventilating  or  transom  window  having  an  opening  or 
area  of  three  square  feet,  over  the  door  leading  into  and  connecting  with 
the  adjoining  room,  if  such  adjoining  room  communicates  with  the  exter- 
nal air,  and  also  a  ventilating  or  transom  window  of  the  same  opening  or 
area  communicating  with  the  entry  or  hall  of  the  house,  or  where  this  is. 
from  the  relative  situation  of  the  rooms,  impracticable,  such  last-mentioned 
VMitilating  or  transom  window  shall  communicate  with  an  adjoining  room 
that  itself  communicates  with  the  entry  or  hall." 

*  (1897)  —  Chapter  378,  Or  eater  Hew  Tork  Charter,  Beotlon  13ia    PfOvleloBS 

of  Beotlon  8,  Chapter  067  of  the  Laws  of  1890,  oontlnned. 

*  (1897)  —  Chapter  378,  Greater  Hew  Tork  Charter,  Beotlon  1319. 

**  Every  habitable  room  shall  have  at  least  one  window  connecting  with 
the  external  air,  or  over  the  door  a  ventilator  of  perfect  construction,  con- 
necting it  with  a  room  or  hall  which  has  a  connection  with  the  external 
air  and  so  arranged  as  to  produce  a  cross  current  of  air.  The  total  area 
of  window  or  windows  in  everv  room  communicating  with  the  external  air 
shall  be  at  least  one-tenth  of  the  superficial  area  of  every  such  room  ;  and 
the  top  of  one,  at  least,  of  such  windows  shall  not  be  less  than  7  feet  6 
inches  above  the  floor,  and  the  upper  half,  at  least,  shall  be  made  so  as 
to  open  the  full  width.'' 

*  (1900)  —  ReguUtloni  of  the  Department  of  Bnlldlncs. 

"  Every  habitable  room  except  those  opening  on  the  main  halls  must 
have  a  ventilating  or  transom  window  so  arranged  as  to  produce  a  eroos 
current  of  air.** 

•  Indicates  the  vMks^  law  hi  1900. 
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*  (1900)  —  Sanitary  Code  of  the  Department  of  Healtfa,  Section  23. 

«Ko  person  having  the  right  and  power  to  prevent  the  same  shall 
knowingly  cause  or  permit  any  person  to  sleep  or  remain  in  any  cellar,  or 
in  any  bathroom  or  in  any  room  where  there  is  a  water-closeti  or  in  any 
place  dangerous  or  prejudicial  to  life  or  health,  by  reason  of  a  want  of 
ventilation  or  drainage,  or  by  reason  of  the  presence  of  any  poisonous, 
noxious,  or  offensive  substance,  or  otherwise." 

vnxmovrB  in  habitablb  roobcb,  sizb  of. —The  law  of  1867,  in 
addition  to  providing  in  detail  the  way  in  which  living  rooms  should  be  ven- 
tilated, also  prescribed  what  should  be  the  mininum  size  of  all  windows,  and 
what  shouldbe  the  minimum  area  of  windows  in  every  habitable  room.  This 
minimum  area  was  to  be  at  least  one-tenth  of  the  superficial  area  of  the 
whole  room,  and  the  windows  were  to  be  so  constructed  that  the  top  of  one 
of  them  at  least  should  not  be  less  than  7\  feet  above  the  floor,  and  the 
upper  half  of  the  window  was  to  be  so  arranged  that  it  would  readilv  open 
the  full  width.  This  has  been  the  law  upon  the  subject,  without  change, 
from  1867  to  1897,  and  is  the  present  law.  There  is,  however,  a  supple- 
mentary requirement  of  the  Building  Department  to  the  effect  that  no  win- 
dow in  any  living  room  in  any  new  tenement  house  shall  be  less  than  12 
square  feet  in  area,  the  measurements  to  be  taken  between  the  stop  beads. 

(1867)  —  Caiapter  906,  Section  14. 

''The  total  area  of  window  or  windows  in  evenr  room  communicating 
with  the  external  air  shall  be  at  least  one-tenth  of  the  superficial  area  of 
every  such  room ;  and  the  top  of  one  at  least,  of  such  windows  shall  not  be 
less  than  7  feet  and  6  inches  above  the  floor,  and  the  upper  half,  at  leasts 
shall  be  made  so  as  to  open  the  full  vridth." 

(1879)  —  Chapter  504,  Section  Z  —  Continaed. 

(1882) — caiapter  410,  Section  662.  —  Continued. 

(1888) — Brooklyn  —  Chapter  583,  Section  35.       (Brooklyn  ConsoL  Act.) 
Provliions  of  Law  of  1867,  retoacted. 

(1895)  —  Brooklyn  —  Chapter  539,  Section  1.     (Amends  Section  56,  Brook- 
lyn ConsoL  Act.)  —  Continued. 

*(1897)  —  Chapter  378,  Greater  New  Tork  Charter,  Section  1319. — Con- 
tinaed. 

*  (1900)  — Regnlationa  of  the  Department  of  Bnildinca. 

**  The  windows  in  every  habitable  room  of  every  tenement  house  here- 
after erected  or  altered  must  be  at  least  12  square  feet  area  for  living 
rooms,  measured  between  the  stop-beads.  Said  windows  must  be  so  con- 
structed so  as  to  be  readily  opened." 

ROOMS,  SIZB  OF.  —  It  is  singular  that  there  has  been  no  provision  of 
any  kind  upon  this  subject  in  any  of  the  tenement  laws  adopted  in  this  state. 
The  only  requirement  is  the  regulation  of  the  Department  of  Buildings 

•  Indicates  the  exIsUng  law  hi  1000. 
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thmt  no  habitable  room  shall  have  an  atr  space  of  less  than  600  oabic  feet, 
although  the  Sanitary  Code  of  the  Board  of  Health  has  for  a  number  of 
years  required  that  there  should  be  400  oubic  feet  of  air  spaoe  for  every 
adult 

*  (1900)  —  ReguUtloni  of  Departmoit  of  Buildlnca. 

**  No  habitable  room  shall  have  a  smaller  air  space  than  000  cubic  feet^ 

ROOBC8,  ALOOTB  ROOBC8.  —  It  has  not  been  thought  necessary  in 
the  law  to  distinguish  alcove  rooms  from  other  rooms.  A  regulation  of  the 
Building  Department,  however,  requires  that  alcove  rooms  must  conform 
to  the  requirements  of  other  rooms. 

*  (1900)  —  Regnlatlona  of  Department  of  Bntldlnfs. 

''Alcove  rooms  must  conform  to  all  the  requirements  of  ordinary 
rooms.^ 

ROOBC8,  HBXOHT  OF. — The  very  first  tenement  house  law  prescribed  a 
minimum  of  8  feet  for  all  habitable  rooms,  excepting  rooms  in  the  attic, 
which  were  required  to  be  8  feet  in  height  throughout  not  less  than  one- 
half  their  area.  These  requirements  have  been  Uie  law  upon  this  subject 
from  1867  to  the  present  time.  In  addition  to  the  provisions  of  the 
Charter  to  this  effect,  there  is  a  supplementary  provision  contained  in  the 
reflations  of  the  Building  Department,  to  the  effect  that  the  finished 
heisht  of  all  rooms  must  be  9  feet  4  inches,  and  that  the  height  of  ceilings 
for  living  rooms  in  cellars  and  basements  must  be  at  least  8  feet  From 
1867  to  1874  the  Superintendent  of  Buildings  was  given  the  power  to 
determine  the  height  of  ceilings.  In  1874,  however,  this  power  was  taken 
away. 

(1867)  —  Chapter  908,  Beotion  14. 

''  In  everv  tenement  and  lodging-house  hereafter  erected  or  eonverted 
every  habitable  room,  except  rooms  in  the  attic,  shall  be  in  every  part  not 
less  than  eight  feet  in  height  from  the  floor  to  the  ceiling.'' 

(1879)  —  Cliapter  504,  Section  8.     ( Amsodi  Section  14,  Chapter  908^  Laws 
of  1867.)  —  Cootlnned. 

(1882)  — Cliapter  410,  Beotion  888.  —  Cootlntied. 

(1888)  —  Rrooklyn  —  Chapter  883,  Beotion   35.     (Brookljn  ConaoL  Aot) 
Provlilotis  of  law  of  1867,  reinaoted. 

(1888)  — Brooklyn  — Chapter  538,  Section  1.     (AflModa  Section  58,  Brook- 
lyn CooaoL  Aot)  —  Conttmied. 

*  ^897)  —  Cliapter  378,  Oroatar  New  Tork  Chaitar,  Beotion  1319. 

**  In  every  such  house  hereafter  erected  or  converted  everv  habitable 
room,  except  rooms  in  the  attic,  shall  be  in  every  part  not  leas  than  8 
feet  in  height  from  the  floor  to  the  ceiling." 

*  (1900)  — RegnUtloni  of  the  Department  of  BvOdlBia. 

^  The  height  of  ceilinss  when  finished  for  living  rooms  in  eallara  or 
basements  must  be  eight  leot;  on  all  other  floors  9  feet  4  isohea.^ 

•  Indicates  the  ealiUiic  kw  la  1908. 
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ROOBC8  IN  ATTIC. 
(1867)  —  Cliapter  906,  Section  14. 

<<  Every  habitable  room  in  the  attio  of  any  tenement  and  lodging-house 
hereafter  erected  or  converted  shall  be  at  least  eight  feet  in  height  from 
the  floor  to  the  ceiling,  throughout  not  less  than  one-half  the  area  of  such 
room." 

(1879)  —  Caiapter  SO%,  Section  2.     (Amende  Section  14,  Cliapter  908,  Lews 
of  1867.)  —  Continued. 

(1882)  —  Chapter  410,  Section  662.  —  Continued. 

(1888)  —  Brooklyn  —  Cliapter   583,   Section  35.     (Brookljra  Consol.  Aot) 
Provlaione  of  Lew  of  1867,  reSnacted. 

(1895)  — Brooklyn  —  Chapter  539,  Section  1.     (Provleionfl  of  Section  56  of 
Brookljra  ConeoL  Act,  continued.) 

*  (1897)  —  Cliapter  378,  Greater  New  Tork  Charter,  Section  1319. 

<<  Every  habitable  room  in  the  attic  of  any  such  building  shall  be  at 
least  8  feet  in  height  from  the  floor  to  the  ceiling,  throughout  not  less  than 
one-half  Uie  area  of  such  room." 

(1867)  —  Chapter  939,  Section  10. 

<<  In  all  tenement  houses  that  shall  hereafter  be  erected  in  said  city  the 
Superintendent  of  Buildings  shall  have  power  in  determining  the  height  of 
ceilings,  which  shall  not  be  less  than  8  feet." 

(1888)  —  Cliapter  634,  Section  2.  —  Continued. 

(1871)  —  Chapter  625,  Section  28.  —  Continued ;  clause  ''  nrhioh  shall  not  be 
\  than  8  feet "  stricken  out. 


(1874)  —  Chapter  547,  Section  7.  —  Repealed. 

ROOBC8,  VBNTILATION    OF  — CHIBCNBTS   TO  BE  PROVIDBD. — 

The  first  Tenement  Act,  passed  in  1867,  required  that  in  every  new  tene- 
ment house  there  should  be  adequate  chimneys  running  through  every 
floor,  with  an  open  fireplace  or  grate  or  place  for  a  stove,  properly  con- 
nected with  the  chimney,  for  each  set  of  apartments.  This  has  remained 
the  law  since  that  time  and  is  the  law  at  the  present  day. 

(1867)  —  Cliapter  908,  Section  15. 

<' Every  tenement  and  lodging-house  hereafter  erected  or  converted, 
shall  have  adequate  chimneys  running  through  every  floor,  with  an  open 
fireplace  or  grate,  or  place  for  a  stove,  properly  connected  with  one  of  said 
chimneys,  for  every  family  and  set  of  apartments." 

(1882)  —  Chapter  410,  Section  663.  —  Continued. 

(1887)  — Cliapter  84,  Section  U.  — Continued. 

(1888)  —  Brooklyn  —  Cliapter  583,   Section  36.     (Brookljn  ConsoL  Aot.) 
Provisions  of  law  of  1867,  retaaoted. 

•  Indicetes  the  exisUng  law  hi  1000. 
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(1806)  —Chapter  486,  BmotUm  1.  —  CkmtiinMd. 
(1891)  —  Cliapter  89,  8«otAon  1.  —  Oontinwfl, 

(1898)  —  Brooklyn  —  Cliaptor  839,  8«otion  1.     (AflMods  Bootton  87,  Brook- 

Ijii  CooBoL  Aot.) 

Provisions  of  law  of  1867  continued,  with  the  exception  that  these  pro- 
Tisions  only  apply  to  hooses  erected  or  converted  after  June  1,  lo95| 
instead  of  to  tenement-houses  erected  or  converted  after  1867. 


(1895)  — Chapter  587,  Beotion  9.     (Amends  Beotion  883,  ConsoL  Act)  — 
Oontinwed, 

*  (1897)  —  Chapter  878,  Greater  New  Tork  Charter,  Beotioii  13aa 

**  Every  such  house  erected  after  May  14th,  1867,  or  converted,  shall 
have  an  adequate  chimney  for  a  stove,  properlv  connected  with  one  of  said 
chimneys  for  every  family  set  of  apaitments.^' 

HAIXB,  UOHTINO  AUD  VXINTII.ATXON  OF.  — The  evils  of  the 
dark,  unventilated  hallways  have  been  recognized  very  clearly  for  over 
thirtv  years,  and  the  first  law  enacted  in  reference  to  tenement  houses 
sought  to  remedy  these  evils.  The  law  provided  that  the  halls  on  each 
floor  of  every  tenement  house  thereafter  erected  should  open  directly  to 
the  external  air  with  suitable  windows,  and  should  have  no  room  or  other 
obstruction  at  the  end.  A  clause,  however,  was  added  at  the  end  of  the 
law  to  the  effect  that  this  must  be  done  "  unless  sufficient  light  or  ven- 
tilation was  otherwise  provided  for  in  said  halls  in  a  manner  approved  by 
the  Board  of  Health."  This  has  remained  the  law  from  1867  to  the  pres- 
ent time  and  is  the  law  at  the  present  day.  In  addition  to  this  require- 
ment, a  further  provision  was  added  in  1887  to  the  effect  that  if  a  tenement 
house  was  occupied  bv  more  than  two  families  on  a  floor,  and  the  halls  did 
not  open  directly  to  the  external  air  with  suitable  windows,  without  a  room 
or  otner  obstruction  at  the  end,  it  should  not  be  used,  occupied,  leased,  or 
rented.  This  law  has  been  continued  since  1887  and  is  the  present  law  upon 
this  subject,  and  is  to  be  found  in  the  Greater  New  York  Cnarter,in  Section 
1304.  In  addition  to  these  provisions,  in  1895,  the  Superintendent  of  Build- 
ings was  given  power  to  make  further  rules  and  regulations  not  inconsistent 
with  existing  laws,  these  rules  and  regulations  to  govern  the  siie,  lighting, 
location,  and  arrangement  of  halls ;  and  he  was  authorized  to  change  or 
modify  such  regulations  from  time  to  time.  In  the  same  year  an  impor- 
tant amendment  was  added  to  the  law  upon  this  subject,  requiring  that 
in  all  tenement  houses,  whether  old  or  new,  where  there  was  no  window 
in  the  hallwav  opening  on  the  outer  air,  a  light  should  be  kept  burning  by 
the  owner  or  lessee  of  the  house,  in  the  hallway  of  every  floor,  between  the 
hours  of  8  A.M.  and  10  p.m.,  unless  the  hallway  should  be  otherwise  suf- 
ficiently lighted.  It  was  also  added  that  in  every  tenement  house  in  the 
city,  the  owner  or  lessee  should  keep  a  light  burning  in  the  hallway  upon 
every  floor  at  night,  from  sunset  until  10  p.m.  These  additional  provi- 
sions of  the  law  of  1895  have  been  re<Snacted  in  the  Charter  and  are  the 
present  law  upon  the  subject,  with  the  further  supplementary  regulations 
of  the  Department  of  Buildings,  providing  that  the  main  hallway  in  all 

•  Indicates  the  ezisOiic  kw  in  1000. 
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new  tenement  houses  must  be  lighted  and  ventilated  by  a  skylight  pro* 
vided  with  louvres  or  with  a  ridge  ventilator ;  and  that,  where  there  are 
no  windows  to  the  outer  air,  or  fan-lights  or  partition  windows  to  afford 
sufficient  light  to  the  halls,  the  stair-well  (tlie  open  space  between  the 
stairs  and  the  corridor  or  hall)  shall  be  9  inches  wide,  in  buildings  not 
over  three  stories  high,  and  12  inches  wide  in  buildings  over  three  stories ; 
also  private  halls  were  to  be  lighted  by  fan-lights  or  partition  windows. 
In  addition  to  these  provisions  as  to  the  lighting  and  ventilation  of  hall8» 
there  has  been  a  provision  since  1867  requiring  that  in  every  building  used 
as  a  tenement  house  there  shall  be  in  the  roof  at  the  top  of  the  hAll  an. 
ade(|uate  and  proper  ventilator  of  a  form  to  be  approved  by  the  ci^ 
officials  charged  with  the  enforcement  of  the  building  and  health  laws. 

(1867)  —  Chapter  908,  Saotion  15. 

"  The  halls  on  each  floor  shall  open  directly  to  the  external  air  with 
suitable  windows,  and  shall  have  no  room  or  other  obstruction  at  the  end, 
unless  sufficient  light  or  ventilation  is  otherwise  provided  for  said  halls, 
in  a  manner  approved  by  the  Metropolitan  Board  of  Health." 

(1882)  —  Chapter  410,  Section  663.  —  Continued. 

(1887)  —  Chapter  84,  Section  5.     (Amanda  Section  649,  ConaoL  Act.) 

<'No  house,  building,  or  portion  thereof  in  the  citv  of  New  York,  shall 
be  used,  occupied,  leased  or  rented  for  a  tenement  or  lodging-house  unless 
the  same  coj^forms  in  its  construction  and  appurtenances  to  the  require- 
ments  of  this  title;  and  if  occupied  by  more  than  one  family  on  a  floor, 
and  if  the  halls  do  not  open  directly  to  the  external  air,  with  suitable  win- 
dows, without  a  room  or  other  obstruction  at  the  end,  it  shall  not  be  used, 
occupied,  leased  or  rented,  unless  sufficient  light  and  ventilation  is  other- 
wise provided  for  in  said  halls." 

(1887)  —  Chapter  84,  Section  U.     (Amends  Section  663,  ConaoL  Act.) 

"  Every  tenement  house  erected  after  May  7th,  1887,  or  converted  shall 
have  the  halls  on  each  floor  open  directlv  to  the  external  air,  with  suitable 
windows,  and  shall  have  no  room  or  otner  obstruction  at  the  end,  unless 
sufficient  light  or  ventilation  is  otherwise  provided  for  in  said  halls  in  a 
manner  approved  by  the  board  of  health." 

(1888)  —  Brooklyn  —  Chapter  583,  Section  36.     (Brooklyn  ConaoL  Act) 
Provlsiona  d  Law  d  1867,  re<(nacted. 

(1890)  — Chapter  486,  Section  1.     (Provisiona  of  Chapter  84,  Section  U, 
of  the  Laws  of  1887,  continued.) 

(1891)  —  Chapter  39,  Section  1. —  Continued. 

(1896)  —  Brooklyn  —  Chapter  539,  Section  1.     (Provisiona  of  ConaoL  Act, 
continued.) 

(1895)  —  Chapter  567,  Section  8.      (Amcnda  Section  661,  ConaoL  Act) 

<<The  superintendient  of  buildings  is  hereby  empowered  and  directed  to 
make  rules  and  regulations  not  inconsistent  with  tne  requirements  of  this 
title,  and  which  in  addition  to  the  requirements  of  this  title  shall  be  the 
conditions  of  approval  for  the  plans  and  permits ;  these  rules  and  regul»* 
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tioDS  shall  govern  the  arrangement  and  distribution  of  the  onoorered  area, 
size,  lighting,  location  and  arrangement  of  shaf  to,  rooms,  cellars  and  halls, 
and  may  be  modified  or  changed  from  time  to  time  bj  tne  superintendent 
of  buildings." 

(1805)  —  Chapter  567,  Beotton  9.     (Amends  Section  063,  CoosoL  Aot) 

Provisions  of  Section  11,  Chapter  84  of  the  Laws  of  1887,  continued, 
with  the  change :  Substitute  for  the  words  **  board  of  health ''  at  the  end. 
the  words  **  superintendent  of  buildings."  Also,  the  following  additional 
section  is  added :  **  The  owner  or  lessee  of  every  tenement  or  IcSlging-house 
in  the  city  of  New  York  shall  keep  a  light  buminff  in  the  hallway  upon  each 
floor  of  said  house  from  sunset  until  10  p.m.  throuf^hout  the  year.  In 
every  tenement-house  in  the  said  city  in  which  there  is  a  hallway  or  hall* 
ways  with  no  window  opening  from  such  hallway  outoide  of  said  house,  a 
light  shall  be  maintained  by  said  owner  or  lessee  in  each  such  hallway 
between  the  hours  of  8  a-m.  and  10  p.m.  of  each  day  unless  said  hallways 
shall  be  otherwise  sufficiently  lighted.  The  fire  department  of  the  city  of 
New  York  is  hereby  vested  with  authority  to  prescribe  reasonable  regula- 
tions concerning  such  precautions  as  may  be  necessary  to  prevent  danger 
from  fire  arising  from  such  lights." 

«  (1897)  —Chapter  378,  Qnmtm  New  Tork  Ohartffr,  Seotloa  1804. 

Provisions  of  Section  5,  Chapter  84  of  the  Laws  of  1887,  continued,  but 
somewhat  changed  in  form,  amended  as  follows :  ^  If  occupied  by  more 
than  one  family  on  a  floor ;  and  if  the  halls  do  not  open  directly  to  the 
external  air,  with  suitable  windows,  without  a  room  or  other  obstruction  at 
the  end,  it  shall  not  be  used,  occupied,  leased  or  rented,  unless  sufficient 
light  and  ventilation  is  otherwise  provided  for  in  said  halls,  approved 
so  far  as  relates  to  construction  by  the  department  of  buildings,  and  if  the 
building  be  completed,  approved  so  far  as  relates  to  health  and  sanitary 
conditions,  by  the  board  of  health.^ 

*  (1897)  —  Chapter  378,  Oreatar  Hew  Tork  Chsitar,  Beotloo  ISaa     (Frorl- 
slons  of  Beotton  %  Chapter  867,  of  the  Laws  of  1888,  oontkraed.) 

* (1897)— -Chapter  378,  Greater  Hew  Tork  Cheitv,  Section  1318. 

Provisions  of  Section  8,  Chapter  567  of  the  Laws  of  1895,  continued, 
except  that  the  words  *'  department  of  buildinss ''  are  substituted  for  the 
words  '^superintendent  of  buildings '' ;  and  that  the  Suj^ntendent  of 
Buildings  is  no  longer  empowered  to  modify  such  regulations  from  time 
to  time. 


«  (1900)  — RegnlatloiM  of  the  Department  of  Biiildln«i. 

''The  main  hall  roust  be  lighted  and  ventilated  by  a  skylight  provided 
with  louvres  or  ridge  ventilator.  Where  there  are  no  windows  to  the 
outer  air,  fanlights  or  partition  windows  to  afford  sufficient  light  to  the 
halls,  the  stairwell  must  be  9  inches  wide  for  buildings  three  stories  or 
less,  and  12  inches  for  builcUngs  more  than  three  stories  in  height 
Private  halls  must  be  lighted  by  fanlights,  sash  doors  or  partittoQ 
windows." 

(1887)  —  Chapter  908^  Beotlon  8. 

**  Every  house,  building,  or  portion  thereof  in  the  cities  of  New  Tork 

«  Indloetcs  the  ezkOng  Uw  In  1900. 
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and  Brooklyn,  designed  to  be  used,  occupied,  leased  or  rented,  or  which  is 
used,  occupied,  lei^ed  or  rented  for  a  tenement  or  lodging-house,  shall 
have  in  the  roof  at  the  top  of  the  hall,  an  adequate  and  proper  ventilator, 
of  a  form  approved  in  New  York  by  the  inspector  of  buildings,  and  in 
Brooklyn  by  the  assistant  sanitary  superintendent  of  the  Metropolitan 
board  of  health." 

(1882)  — Chapter  ilO,  Section  650.  —  Continued. 

(1888)  —  Brooklyn  — Chapter  583,  Section  25.  —  Continoed. 

(1895)  — Brooklyn — Chapt«r  539,  Section  1.     Above  Proviaions  oootimMd. 

(1895) — Chapter  587,  fitootion  a     (Amends  Section  661,  CoiMoL  Aot) 

^  The  superintendent  of  buildings  is  hereby  empowered  and  directed 
to  make  rules  and  regulations  not  inconsistent  with  the  requirements 
of  this  title,  and  which  in  addition  to  the  requirements  of  this  title  shall 
be  tiie  conditions  of  approval  for  the  plans  and  permits ;  these  rules  and 
regulations  shall  govern  the  arrangement  and  distribution  of  the  uncovered 
area,  size,  lighting,  location  and  arrangement  of  shafts,  rooms,  cellars  and 
halls,  and  ma^r  be  modified  or  changed  from  time  to  time  by  the  superin- 
tendent of  buildings.'' 

*  (1897)  —Chapter  378,  Oreatv  Hew  Tork  Charter,  Section  1307. 

**  Every  such  house  or  buildingshall  have  in  the  roof,  at  the  top  of  the  hall, 
an  adeauate  and  proper  ventilator  of  a  form  approved  by  the  department 
of  buildings." 

HBIOHT  OF  TBRBBCBNT  HOUSBS,  IJBIIT ATION  OF.  —  The  increas- 
ing number  of  tall  tenement  houses  that  have  been  erected  in  recent  years 
have  shut  off  a  very  large  portion  of  the  light  and  air  available  for  the  rooms. 
No  attempt,  however,  was  made  to  limit  tibe  height  of  tenement  houses  from 
this  point  of  view  until  1885,  when  it  was  required  that  the  height  of  idl 
dwelling  houses  for  more  than  one  family  thereafter  erected  should  be 
regulated  in  proportion  to  the  width  of  the  streets  and  avenues  upon 
which  they  fronted.  This  height  was  not  to  exceed  70  feet,  where  the 
streets  and  avenues  were  not  more  than  60  feet  wide,  and  was  limited 
to  80  feet  where  the  streets  and  avenues  were  over  60  feet  in  width.  In 
1897  a  further  requirement  upon  this  subject  was  enacted,  applying  only 
to  fireproof  apartment  houses,  and  also  only  where  there  were  one  or  more 
power  passenger  elevators  used  in  the  building.  The  height  of  buildings 
of  this  kind  was  by  this  act  regulated  in  proportion  to  the  width  of  the 
widest  street  or  avenue  upon  which  they  fronted;  whero  the  street  or 
avenue  was  over  79  feet  wide,  then  the  buildings  could  be  erected  to  a 
height  as  great  as  150  feet;  whero  the  streets  or  avenues  wero  less  than 
80  feet,  such  buildings  wero  limited  to  100  feet  in  height  The  only  other 
provision  upon  this  subject  is  to  be  found  in  the  Building  Code,  a  local 
ordinance,  adopted  in  1899.  This  nrovides  that  tenement  houses  may  be 
erected  to  a  height  of  150  feet  if  nrenroof  and  if  situated  upon  a  street 
over  79  feet  wide,  and  whero  such  buildings  aro  situated  on  streets  80  feet 
or  less  in  width,  then  the  height  is  limited  to  125  feet 

«  IndiemtM  the  ezirtiiig  Uw  In  1900. 
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(laaS)  —  Chapter  454. 

''The  height  of  all  dwelling-hoosee  used  or  intended  to  be  need  as 
dwellings  for  more  than  one  family,  and  hereafter  to  be  erected  in  the 
city  of  New  York,  shall  be  resnlated  in  proportion  to  the  width  of  the 
streets  and  arenues  upon  whion  they  front  Such  height  measured  from 
the  sidewalk  line  and  taken  in  all  cases  through  the  centre  of  the  faoftde 
of  the  house  to  be  erected,  including  attics,  cornices  and  mansards  shall 
not  exceed  70  feet  upon  all  streets  and  avenues  not  exceeding  60  feet  in 
width,  and  80  feet  upon  all  streets  and  aTcnues  exceeding  60  feet  in 
width." 

(1897)  —  Chapter  321. 

''  The  height  of  all  fireproof  dwelling-houses  and  of  all  fireproof  houses 
containing  one  or  more  power  passenser  elerators  used  or  intended  to  be 
used  as  dwellings  for  more  than  one  umiilj  now  or  hereafter  oonstructed 
or  completed,  shall  be  regulated  in  proportion  to  the  width  of  the  widest 
street  and  avenue  upon  which  they  abut,  and  such  height  measured  from 
the  sidewalk  line  and  taken  in  all  cases  through  the  centre  of  the  facade 
of  the  house  to  be  erected,  including  attics,  cornices  and  mansards,  shiUl 
not  exceed  150  feet  upon  all  streets  and  avenues  exceeding  79  feet  in  width, 
and  100  feet  upon  all  streets  and  avenues  not  exceeding  79  feet  in  width. 
All  buildings  mentioned  in  the  first  section  of  this  act,  provided  the  same 
have  a  frontage  exceeding  45  feet  and  exceeding  137  feet  in  height,  sh^l 
have  two  separate  firenroof  stairwavs  leading  from  the  ground  floor  to  ^e 
roof,  one  of  which  shall  be  remote  from  elevator  shafts.^ 


•  (1899)  — The  Building  Code  — (An  (vdinanoe  adopted  December  30,1809.) 

Section  53. 

**  Fireproof  apartment-houses,  or  tenement-houses,  if  constructed  entirely 
in  accordance  with  the  requirements  of  section  105  of  this  Code,  for  fireproof 
construction  ma^  be  erected  to  a  height  not  to  exceed  150  feet,  but  not  more 
than  12  stories  m  height  upon  all  streets  and  avenues  exceeding  79  feet  in 
width,  and  125  feet,  but  not  more  than  10  stories  in  height  upon  all 
streets  and  avenues  not  exceeding  79  feet  in  width,  but  any  such  build- 
ing when  exceeding  100  feet  in  height  shall  be  not  less  than  40  feet  in 
width.  If  any  such  building  shall  have  a  frontage  exceeding  40  feet, 
and  exceeds  85  feet  in  height,  it  shall  have  at  least  two  separate  fireproof 
stairways  accessible  from  each  apartment,  leading  from  tne  ground  floor 
to  the  roof,  one  of  which  shall  be  remote  from  elevator  shaftaJ^ 


8AHITART  OR  HBALTH  PROVI8IOH8 

CBTJiARS  AND  B ASBMBIITB  —  CX>JID1TI01I8  OF  OOOUFAHOT.  — 

The  greatest  evil  existing  in  tenement  houses  when  the  first  tenement 
house  law  was  enacted,  in  1867,  was  the  occupancy  of  cellars  for  livit^^ 
purposes.  Most  of  these  cellars  were  totally  unfit  for  habitation,  they  were 
dark,  located  beneath  Uie  sidewalk  in  many  eases,  were  generally  damp 
and  often  flooded  with  water.  The  first  tenement  house  law,  therefore, 
naturally  set  down  in  very  great  detail  the  conditions  under  which 
cellars  or  basement  rooms  might  be  occupied  for  living  porpoeea. 

•  Indkatss  the  ezirting  Uw  In  1900. 
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In  the  first  place,  it  was  provided  that  no  cellar  not  previously  occu- 
pied as  a  dwelling  should  be  thereafter  occupied  for  such  purpose  without 
a  permit  from  the  Board  of  Health ;  and  also  no  cellar  of  any  kind  was  to 
be  occupied  as  a  dwelling  without  a  permit  from  the  Health  Department, 
unless  all  of  tiie  following  conditions  were  complied  with :  — 

1.  All  rooms  had  to  be  at  least  7  feet  high  in  every  part. 

2.  The  ceiling  of  every  such  room  had  to  be  at  least  1  foot  higher 
than  the  surface  of  the  street  or  ground  adjoining. 

3.  There  was  required  to  be  outside  of  and  adjoining  the  room  an 
open  space  extending  along  its  entire  front ;  such  space  was  to  be  not  less 
than  2  feet  6  inches  wide  in  every  part ;  the  bottom  of  it  was  to  be  6 
inches  below  the  level  of  the  floor  oi  the  room ;  and  the  space  was  to  be 
well  and  efifectuallv  drained  bv  a  drain,  the  top  of  which  should  be  at 
least  1  foot  below  the  level  of  the  floor  of  the  room. 

4.  There  was  required  to  be  a  clear  air  space  of  at  least  1  foot  below 
the  floor  of  the  room  except  where  the  floor  was  cemented. 

5.  There  was  required  to  be  appurtenant  to  this  room  the  use  of  a 
water-closet  or  privy  kept  and  provided  as  required  in  other  sections  of 
the  act. 

6.  The  room  was  required  to  have  a  window  opening  on  the  outer  air 
of  at  least  9  square  feet  in  size,  clear  of  the  sash  frame;  this  window 
was  to  have  a  glazed  sash,  at  least  4^  square  feet  of  which  was  to  be 
made  so  as  to  open  for  purposes  of  ventilation.  But  where  there  was  an 
inner  room  which  was  part  of  tiie  set  of  apartments  containing  the  front 
room,  it  was  deemed  a  sufficient  compliance  with  the  provisions  of  the 
statute,  if  the  back  or  inner  room  was  connected  with  the  front  room  by 
a  door,  and  also  by  a  proper  ventilating  or  transom  window ;  and  also, 
where  it  was  practicable,  connected  by  a  proper  ventilating  or  transom 
window  with  some  hall  or  passage  communicating  with  the  outer  air. 

7.  It  was  also  required  that  in  the  area  adjoining  the  room,  there 
should  be  steps  necessary  for  access  to  the  cellar ;  but  these  steps  were 
not  to  be  so  placed  as  to  be  across  or  opposite  the  windows,  and  there 
was  to  be  between  every  part  of  the  steps  and  the  external  wall  of  the 
room  a  clear  space  of  at  least  6  inches ;  also  the  rise  of  the  steps  was  to 
be  open ;  it  was  also  permitted  to  place  other  steps  over  the  area  in  front 
of  the  room,  if  these  steps  were  not  so  placed  as  to  be  across  or  opposite 
the  windows. 

It  was  further  provided  in  this  law  that  after  July  1, 1868,  no  cellar 
or  underground  room  should  be  used  as  a  place  of  sleeping  without  a  writ- 
ten permit  from  the  Board  of  Health.  This  has  remained  the  law  upon 
this  subject  until  1897,  and  it  is  practically  the  law  at  the  present  time. 
An  important  change,  however,  was  made  in  this  law  in  1895,  when  the 
cellar  ceilings  of  living  rooms  were  required  to  be  2  feet  above  the  level 
of  the  adjoining  ground  instead  of  1  foot.  This  is  also  one  of  the  provi- 
sions of  the  Sanitary  Code  of  the  Health  Department  The  present  law 
upon  this  subject  is  the  law  of  1867,  with  this  change,  and  with  a  further 
supplementary  regulation  of  the  Building  Department  that  the  height  of 
oeuings  in  cellars  or  basement  living  rooms  shiedl  be  at  least  8  feet. 

(1867)  —  Chapter  908,  Bectioo  6. 

*'  From  and  after  the  Ist  day  of  July,  1867,  it  shall  not  be  lawful, 
without  a  permit  from  the  Metropolitan  Board  of  Health,  to  let,  or  occupy, 
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or  sufTer  to  be  oooupied  separately  as  a  dwelling,  may  rault,  cellar,  or 
UDderground  room  built  or  rebuilt  after  said  date  or  which  shall  not  have 
been  so  let  or  occupied  before  said  date.  And  from  and  after  July  1, 1867, 
it  shall  not  be  lawtul  without  such  permit  to  let  or  continue  to  be  let,  or 
to  occupy,  or  to  suffer  to  be  occupied  separately  as  a  dwelling  any  Taolt, 
cellar,  or  underground  room  whatsoever,  unless  the  same  be  in  every  part 
thereof  at  least  seven  feet  in  height,  measured  from  the  floor  to  the  ceil- 
ing thereof,  nor  unices  the  same  Ins  for  at  least  one  foot  of  its  height  above 
tlie  surface  of  tlio  street  or  ground  adjoining  or  nearest  to  tlie  same,  nor 
unless  there  be  outside  of  and  adjoining  the  said  vault,  cellar,  or  room,  and 
extending  along  the  entire  frontage  thereof,  and  upwards  from  six  inches 
below  the  level  of  the  floor  thereof,  up  to  the  surface  of  the  said  street  or 
ground  an  open  space  of  at  least  two  feet  and  six  inches  wide  in  every 
part,  nor  unless  the  same  be  well  and  effectually  drained  by  means  of  a 
drain,  the  uppermost  part  of  which  is  one  foot,  at  least,  below  the  level  of 
the  floor  of  such  vault,  cellar,  or  room,  nor  unless  there  is  a  dear  space  of 
not  less  than  one  foot  below  the  level  of  the  floor,  except  where  the  same 
is  cemented,  nor  unless  there  be  appurtenant  to  such  vault,  cellar  or  rooifi, 
the  use  of  a  water-closet  or  privy  kept  and  provided  as  in  Uiis  act  re- 
quired ;  nor  unless  the  same  have  an  external  window  opening  of  at  least 
nine  superficial  feet  clear  of  the  sash  frame,  in  which  window  openins 
there  sludl  be  fitted  a  frame  filled  in  with  glazed  sashes,  at  least  four  and 
a  half  superficial  feet  of  which  shall  be  made  so  as  to  open  for  the  pur- 
pose of  ventilation.  Provided,  however,  that  in  the  case  of  an  inner  or 
tMck  vault,  cellar,  or  room,  let  or  occupied  alon^  with  a  front  vault,  cellar, 
or  room,  as  part  of  the  same  letting  or  occupation,  it  shall  be  a  sufficient 
compliance  with  the  provisions  of  this  act  if  tlie  front  room  is  provided 
with  a  window  as  hereinbefore  provided,  and  if  the  said  back  vault,  cellar, 
or  room,  is  connected  with  the  said  front  vault,  cellar,  or  room  by  a  door, 
and  also  by  a  proper  ventilating  or  transom  window,  and,  where  practicable, 
also  connected  by  a  proper  ventilating  or  transom  window,  or  by  some 
hall  or  passage  communicating  with  the  external  air.  Provided  always 
that  in  any  area  adjoining  a  vault,  cellar,  or  underground  room  there  may 
be  steps  necessary  for  access  to  such  vault,  cellar,  or  room,  if  the  same  be 
so  placed  as  not  to  be  over,  across  or  opposite  to  the  said  external  window, 
ana  so  as  to  allow  between  every  part  of  such  steps  and  the  external  wall 
of  such  vault,  collar,  or  room,  a  clear  space  of  six  inches  at  least,  and  if  the 
rise  of  said  steps  is  open ;  and  provided  further  that  over  or  across  any 
such  area  there  may  oe  steps  necessary  for  access  to  anv  building  above 
the  vault,  cellar,  or  room  to  which  such  area  adjoins  if  the  same  be  so 
placed  as  not  to  be  over,  across  or  opposite  to  any  such  external  window.^' 

(1867)  —  Chapter  906^  Beotion  7. 

^  From  and  after  the  1st  day  of  Jul  v,  1868,  no  vault,  cellar,  or  under- 
ground room  shall  be  so  oooupied  as  a  place  of  lod^ping  or  sleeping,  except 
the  same  shall  be  approved  in  writing,  and  a  permit  given  therefor  by  the 
Metropolitan  board  of  health.'' 


(IBOa)  — Chapter  410,  SeoHoni  684,  666.— 


(1886)— Brooklyn— Chapter   988,  BwsHoas  88  and   86.     (BrooklyB 
•oL  Aot.)     Provlelotts  of  law  of  1867, 
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(1895)  —  Chapter  567,  Beotion  4.     (Amends  Beotdon  654,  CkmeoL  Aot) 

<'  It  shall  not  be  lawful  without  a  permit  from  the  superintendent  of 
buildings  to  construct,  during  the  erection  of  a  tenement  or  lodging-houae, 
nor  after  the  completion  of  such  tenement  or  lodging-house,  any  room  or 
rooms  in  any  basement  or  cellar  to  be  occupied  wholly  or  in  part  as  a 
dwelling,  nor  shall  it  be  lawful  without  a  permit  from  the  board  of  health 
to  let  or  occupy,  or  suffer  to  be  occi^piea  separately  as  a  dwelling,  any 
vault,  cellar  or  underground  room  built  or  rebuilt  after  July  1, 1867,  or 
which  sh^l  not  have  been  so  let  or  occupied  before  said  date.  It  shall  not 
be  lawful,  without  such  permit,  to  let  or  continue  to  be  let,  or  to  occupy 
or  suffer  to  be  occupied  separately  as  a  dwelling,  any  vault,  cellar,  base- 
ment, or  room  wholly  or  in  part  underground,  unless  the  same  be  in  every 
part  thereof  at  least  seven  feet  in  height,  measured  from  the  floor  to  the 
ceiling  thereof,  nor  unless  the  same  be  for  at  least  two  feet  of  its  height 
above  the  surface  of  the  street  or  ground  adjoining  or  nearest  to  the  same, 
nor  unless  there  be  outside  of  and  adjoining  the  said  vault,  cellar,  room, 
or  basement,  and  extending  along  the  entire  frontage  thereof,  and  upwards 
from  six  inches  below  the  level  of  the  floor  thereof,  up  to  the  surface  of 
the  said  street  or  ground  an  open  space  of  at  least  two  feet  and  six  inches 
wide  in  eveiy  i>art,  nor  unless  the  same  be  well  and  effectually  drained  by 
means  of  a  drain,  the  uppermost  part  of  which  is  one  foot  at  least  below 
the  level  of  the  floor  of  such  vault,  cellar,  or  room,  nor  unless  there  is  a 
clear  space  of  not  less  tlian  one  foot  below  the  level  of  the  floor,  except 
where  the  same  is  cemented,  nor  unless  there  be  appurtenant  to  such  vault, 
cellar,  or  room,  the  use  of  a  water-closet  or  privy  kept  and  provided  as  in 
this  title  req[uired ;  nor  unless  the  same  have  an  external  window  opening 
of  at  least  nine  superficial  feet  clear  of  the  sash  frame,  in  which  window 
opening  there  shall  be  fitted  a  frame  filled  in  with  glazed  sashes,  at  least 
4^  superficial  feet  of  which  shall  be  made  so  as  to  open  for  the  purpose  of 
ventilation.  Provided,  however,  that  in  the  case  of  an  inner  or  back  vault, 
cellar,  or  room,  let  or  occupied  along  with  a  front  vault,  cellar  or  room,  as 
part  of  the  same  letting  or  occupation,  it  shall  be  a  sufficient  compliance 
with  the  provisions  of  this  section  if  the  front  room  is  provided  witik  a 
window  as  hereinbefore  provided,  and  if  the  said  back  vault,  cellar  or  room 
is  connected  with  the  front  vault,  cellar  or  room,  by  a  door,  and  also  by  a 
proper  ventilating  or  transom  window,  and,  where  practicable,  also  con- 
nected by  a  proper  ventilating  or  transom  window,  or  by  some  hall  or  pas- 
sage communicating  with  the  external  air.  Provided  always  that  in  any 
area  adjoining  a  vault,  cellar  or  underground  room  or  basement,  there 
may  be  steps  necessary  for  access  to  such  vault,  cellar  or  room,  if  the 
same  be  so  placed  as  not  to  be  over,  across  or  opposite  to  the  said  external 
window,  and  so  as  to  allow  between  every  part  of  such  steps  and  the  ex- 
ternal wall  of  such  vault,  cellar  or  room,  a  clear  space  of  six  inches  at 
least,  and  if  the  rise  of  said  steps  is  open ;  and  provided  further  that  over 
or  across  any  such  area  there  may  be  steps  necessary  for  access  to  any 
building  above  the  vault,  cellar  or  room  to  which  such  area  adjoins,  if  the 
same  be  so  placed  as  not  to  be  over,  across  or  opposite  to  any  such  ex- 
ternal window." 

*(1897) — Chapter    378,   Greater    New    Tork   Charter,   Beotion    1309.-* 
Continued. 

•  Indicates  the  existing  law  in  1900. 
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«  (1900)— RegolAtloiM  of  the  Dmpaatmmit  of  Biilldlii«i. 

"  The  height  of  ceilings  when  finished  for  living  rooms  in  cellars  or 
basements,  must  be  8  feet;  on  all  other  floors  9  feet  4  inches." 

*  (1900)  —  Sanitary  Oode  of  the  Department  of  Bealth,  Beotion  22. 

''Nor  shall  any  such  person  rent,  let,  hire  out,  or  allow,  baring  power 
to  prevent  the  same,  to  be  used  as  or  for  a  place  of  sleeping  or  resiaence, 
any  portion  or  apartment  of  any  building,  which  apartment  or  portion  has 
not  at  least  2  feet  of  its  height  and  space  above  the  level  of  every  part  of 
the  sidewalk  and  curbstone  of  any  adjacent  street,  nor  of  which  the  floor 
is  damp  bv  reason  of  water  from  the  ground,  or  which  is  impregnated  or 

gmetrated  by  any  offensive  gas,  smell  or  exhalation  prejudicial  to  h^dth. 
ut  this  section  shall  not  prevent  the  leasing,  renting,  or  occupancy  of 
cellars  or  rooms  less  elevated  than  aforesaid,  and  as  a  part  of  any  building 
rented  or  let,  when  they  are  not  let  or  intended  to  be  occupied  or  used  by 
any  person  as  a  sleeping  i^Mirtment,  or  as  a  principal  or  sole  dwelling 
apartment^ 

Beotton  23.  ''Nopersonhaving  the  right  and  power  to  prevent  the  same 
shall  kuowinglv  cause  or  permit  any  person  to  sleep  or  remain  in  any  cel- 
lar, or  in  any  bathroom,  or  in  any  room  where  there  is  a  water-closet,  or 
in  any  place  dangerous  or  preuidicial  to  life  or  health,  by  reason  of  a  want 
of  ventilation  or  drainage,  or  by  reason  of  the  presence  of  any  poisonous, 
noxious  or  offensive  su^tance,  or  otherwise.'' 


*  (1897) — Caiapter  378,  Greater  New  Tork  Chmitm,  Beotloo  13ia 

**  No  vault,  cellar  or  underground  room  shall  be  occupied  as  a  place  of 
lodging  or  sleeping  except  the  same  shall  be  approved  in  writing,  and  a 
permit  given  therefor  by  the  board  of  health." 

CBLLAMB—KBOUhATlonB  FOR— The  Board  of  Health  since  1867 
has  been  given  power  to  make  relations  in  reference  to  cellars  which 
should  not  conflict  with  the  existing  laws  upon  the  subject,  and  similar 
powers  were  granted  to  the  Commissioner  of  Buildings  in  reference  to 
new  tenement  houses  in  the  Act  of  1895. 

(1867)  —  Chapter  908,  BeoUon  18. 

"  The  Metropolitan  Board  of  Health  shall  have  authority  to  make  other 
regulations  as  to  cellars  consistent  with  the  foregoinff  where  it  shall  be 
satisfied  that  such  regulations  will  secure  equally  well  the  health  of  the 
occupants." 

(1882)  —  Chapter  410,  Beotloa  687.  —  CoBttnned. 

(1888)  —  Brooklyn  —  Chapter   883,   Beotton   89.       (Brooklyn    Coaeol. 
Aot.)     Provisions  of  Law  of  1867,  reiaaoted. 

(1892)  — Chapter  329,  Beotton  1.  (Amende  BeoUon  667,  ConaoL  Aot.) 
**  The  board  of  health  shall  have  authority,  within  present  provisions 
of  law  to  make  other  regulations  than  the  foregoing  in  special  cases  as  to 
cellars  when  it  shall  be  satisfied  that  such  relations  will  secure  equally 
well  the  health  of  the  occupants  and  the  publio  health,  provided^  however, 

•Indlcatss  the  ezlrting  Uw  hi  1000. 
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that  in  all  such  oases  any  modifications  made  by  such  relations,  shall  be 
in  accordance  with  the  conditions  of  a  permit  in  writing  issued  by  the 
said  board  of  health.''  • 

(1895)  —  Chapter  567,  Bection  8.     (Amends  Section  661,  Conaol.  Aot.) 

**  The  superintendent  of  buildings  is  hereby  empowered  and  directed 
to  make  rules  and  regulations  not  inconsistent  with  the  requirements  of 
this  title  and  which,  in  addition  to  the  requirements  of  this  title,  shaU 
be  the  conditions  of  approval  for  the  plans  and  permits ;  tiiese  rules  and 
regulations  shall  govern  the  arrangement  and  distribution  of  the  uncovered 
areiiy  HVUfn,  lighting,  location  and  arrangoiuuiit  of  sliafts,  rooms,  cellars  and 
halls,  and  may  be  modified  or  ohaugod  from  time  to  time  by  the  superin- 
tendent of  buildings." 

(1895)  —  Chapter  567,  Bection  12.  (Amends  Beotion  667,  Consol.  Aot.) 
'<  The  board  of  health  shall  have  authority  to  make  other  regulations 
as  to  cellars  and  as  to  ventilation  in  completed  buildings,  consistent  wiUi 
the  foregoing,  where  it  shall  be  satisfied  that  such  regulations  will  secure 
equally  well  the  health  of  the  occupants." 

*  (1897)  —  Chapter  378,  Gkreater  New  Tork    Charter,  Beotion  1323.  — 
Continued. 

CELLAR  FLOORS. — From  the  very  first  enactment  of  any  legislation 
upon  the  subject  of  tenement  houses,  there  has  been  a  provision  in  reference 
to  preventing  dampness  in  cellars,  the  law  of  1867  requiring  that  every  tene- 
ment house  thereafter  erected  or  converted  should  have  the  cellar  floor 
properly  cemented  so  as  to  be  water-tight.  This  remained  the  law  upon 
this  subject  until  1887,  when  the  law  was  somewhat  amplified  and  con- 
siderably strengthened,  the  new  law  requiring  that  every  tenement  house, 
whether  old  or  new,  should  have  the  floor  of  the  cellar  made  water-tight, 
and  when  the  house  was  located  over  filled-iu  ground  or  ground  on  which 
water  lies,  the  cellar  floor  was  to  be  effectually  covered  so  as  to  prevent 
evaporation  or  dampness.  In  addition,  there  was  a  further  provision  that 
the  Board  of  Health  should  see  to  it  that  the  cellars  of  all  existing  houses 
should  be  made  to  conform  to  all  of  these  requirements  before  June  1, 
1890.    This  has  been  the  law  upon  this  subject  since  that  date  until  the 

Cient  time,  with  the  exception  that,  in  1890,  the  time,  before  which  the 
rd  of  Health  was  required  to  have  all  such  cellar  floors  made  water- 
tight was  extended  from  1890  to  1892. 

(1867)  —  Chapter  908,  Bection  15. 

<<  Every  tenement-house  hereafter  erected  or  converted  shall  have  the 
floor  of  the  cellar  properly  cemented  so  as  to  be  water-tight.'' 

(1882)  —  Chapter  410,  Bection  663.  —  Continued. 

(1887)  —  Chapter  84,  Bection  U.      (Amends  Bection  663,  Consol.  Aot.) 
«  Every  tenement  house  shall  have  the  floor  of  the  cellar  made  water- 
tight ;  and  when  the  house  is  located  over  filled-in  ground,  or  over  marshy 
ground,  or  ground  on  which  water  lies,  t^e  cellar  floor  shall  be  covered  so 

•  Indicates  the  existing  Uw  in  1000. 
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A8  to  efTectimlly  prevent  eraporation  or  dampness.  It  shall  be  the  dutj 
of  tlie  lK>ard  of  liealth  (to  see^  tliat  the  cellars  of  all  tenement  houses  are 
so  made  or  altered  as  to  oompljr  with  this  section  before  January  1, 1890/' 

(1888).  —  Brooklyn  —  Chapter  883,  Beotion  36.  (Brooklyn  Conaol.  Aot.) 
ProTlaiona  of  Law  of  1867,  reiaaoted. 

(1880)  —  Chapter  486,  Beotion  1.  (ProrlaloDS  of  Chapter  84,  of  the  laws 
of  1887,  oontinaed  with  the  f oUowiag  amendment :  Zaatead  of  the  last 
word  "1880  "  insert  the  word  "  1882/') 

(1881)  —  Chapter  39,  Beotion  1.  (ProTiaioae  of  Chapter  486,  of  the  Laws 
of  1880,  oontinaed.) 

(1892)  —  Chapter  278,  Beotion  16.         (Amends  Beotioo  480,  Coneol. 

Aot.) 

*^The  floor  of  the  cellar  or  lowest  story  in  erery  tenement-hoase|. 
apartment-house  and  lodging-house  hereafter  erected  shall  be  concreted 
with  suitable  materials  not  less  than  three  inches  thick." 

(1885)  —  Brooklyn  —  Chapter  839,  Beotion  1.      (Amends  Beotion  87, 

Brooklyn  ConeoL  Aot.) 

Provisions  of  law  of  1867  reSnacted,  but  made  only  to  apply  to  tene- 
ment houses  erected  or  converted  after  June  1, 1895. 

(1898)  —  Chapter  567,  Beotion  9.  (AnMnds  Beotion  663,  Coneol.  Aot.) 
Provisions  of  Section  11,  Chapter  84  of  the  Laws  of  1887,  continued. 

*  (1887)  —  Chapter  378,  Gkeater  New  Tork  Charter,  Beotion  1330. 

Continued  with  the  following  change :  The  words  at  the  end,  **  before 
January  1,  1890,"  have  been  omitted. 

*  (1899)  —  The  Building  Code  —  (An  ordinance  adopted  Deoember  20, 

1899.)     Beotion  57. 

*'  The  floor  of  the  cellar  or  lowest  stonr  in  every  dwelling-house,  i^pi^rt- 
ment-house,  tenement-house  and  lodffing-house  hereafter  erected,  ahaU  be 
concreted  not  less  than  four  inches  ttiid[." 

CELLAR  CBILINGB,  PLABTBRIHO  OF.  —  Before  1887  there  was  no 
requirement  whatsoever  upon  this  subject  In  that  year  it  was  provided 
that  every  tenement  house  should  have  the  cellar  ceiling  plastered.  This 
has  practically  been  the  law  since  1887,  and  is  the  present  law  upon  this 
subject 

(1887)  —  Chapter  84,  BeoUon  11.      (Amends  Beotion  863,  Coneol.  Aot.) 

"  Every  tenement-house  shall  have  the  cellar  ceiling  plastered.^ 


(1880)  —  Chapter    486,    Beotion   1.       (Amends    BeoUon    663, 

Aot.) 

"  Every  tenement-house  shall  have  the  cellar  ceiling  plastered,  or  sealed 
with  tongued  and  grooved  boards  not  less  than  three^uarters  of  an  inch 
in  thickness,  lined  with  builders'  lining  p^Mr.^ 

•  Indicates  the  ezlrting  Uw  In  1000. 
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(1891)  —  COiapter    39,    Beotion   1.       (Amends    Beotion    663,    Consol. 

Aot.) 

<<  Every  tenement-house  shall  have  the  cellar  ceiling  plastered,  or  filled 
in  with  deafening  between  the  beams,  or  sealed  with  tongued  and  grooved 
boards  not  less  than  three-quarters  of  an  inch  in  thickness,  lined  with 
builders'  lining  paper.'' 

(1895)  —  Chapter    567,    Beotion   9.       (Amende    Beotion   665,    Consol. 
Aot.) 
''Every  tenement-house  shall  have  the  cellar  ceiling  plastered." 

*(1897)  —  Chapter  378,  Greater  New  Tork  Charter,  Beotion  1320. —> 
Continued. 

WATER  BUFPLT.  —  Since  the  earliest  days  it  has  been  recognized  that 
where  a  large  number  of  persons  live  in  one  building  it  is  of  paramount 
importance  to  have  a  proper  supply  of  water  for  their  use.  The  first  Tene- 
ment House  Act,  tiiat  of  1867,  provided  that  every  tenement  house  there- 
after erected  should  have  water  furnished  at  one  or  more  places  either  in 
the  house  or  in  the  yard,  so  that  the  same  might  be  adequate  and  reason- 
ably convenient  for  the  use  of  the  occupants.  In  1887  an  important 
amendment  was  made  in  this  law,  requiring  that  instead  of  water  being 
furnished  in  the  yard,  it  should  be  supplied  at  one  or  more  places  on  each 
floor  of  every  tenement  house  erected  or  converted  after  May  14, 1867 ; 
and  placed  the  responsibilitv  of  fuiiiishing  such  water  upon  the  owner  of 
the  building,  and  required  that  oM  tenement  houses,  whether  old  or  new, 
should  be  provided  with  a  similar  supply  of  water  by  the  owners,  when- 
ever the  Board  of  Health  should  so  direct.  A  clause  was  added  to  the 
effect  that  a  failure  in  the  general  supply  of  city  water  should  not  be  con- 
strued as  being  a  failure  to  comply  with  the  law,  on  the  part  of  the  owner 
where  he  had  provided  suitable  appliances  to  receive  and  distribute  such 
water.  The  Board  of  Health  was  also  directed  to  see  to  it  that  all  tene- 
ment houses  in  the  city  should  be  supplied  with  water  in  this  manner 
before  January  1, 1889.  In  1892  the  Board  of  Health  was  given  additional 
powers  authorizing  them  to  make  other  regulations  in  special  cases  as  to 
the  supply  of  water  above  the  first  floor  in  any  tenement  house.  The  law 
of  1887  is  practically  the  law  of  the  present  day,  having  been  re^nacted  in 
the  Greater  New  York  Charter,  with  the  exception  that  the  Charter  has 
removed  the  time  limit  within  which  the  Board  of  Health  is  required  to 
see  that  all  tenement  houses  are  supplied  with  water  and  with  proper 
fixtures.  In  addition  to  these  provisions  of  the  Charter  there  is  a  regula- 
tion of  the  Department  of  Buildings  which  requires,  that  in  every  new 
tenement  house  connected  with  a  public  sewer,  running  water  must  be 
provided  over  a  sink  in  each  set  of  apartments. 

(1867)  —  Chapter  908,  Beotion  15. 

^' Every  tenement  and  lodging-house  hereafter  erected  or  converted 
shall  have  Croton,  Bidgewood,  or  other  water  furnished  at  one  or  more 
places  in  such  house,  or  in  the  yard  thereof,  so  that  the  same  may  be  ade- 
quate and  reasonably  convenient  for  the  use  of  the  occupants  thereof." 

.    •  Indioataa  the  existing  Uw  in  1900. 
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(1892)  —  Ohaptor   410,  8«oUob  969.  —  CoBtintt«d ;    th«  word  '*  Hide*- 
wood  *'  striok«n  out. 

<1887) —  Chapter  84,  Bootton  U.  (Amends  8«otloii  663,  OoimoI.  Aot.) 
"  Every  tenement-honse  erected  or  oonverted  after  May  14, 1867,  shall 
have  Croton  or  other  water  famished  in  sufficient  quantity  at  one  or  more 
places  on  each  fioor^  occupied,  or  intended  to  be  occupied  by  one  or  more 
families;  and  all  tenement-houses  shall  be  provided  with  a  like  supply  of 
water  by  the  owners  thereof,  whenever  they  shall  be  directed  so  to  do  by 
the  board  of  health.  But  a  failure  in  the  general  supply  of  water  by  the 
city  authorities  shall  not  be  construed  to  be  a  failure  on  the  part  of  su<di 
owner,  provided  that  proper  and  suitable  appliances  to  receive  and  dis- 
tribute such  water  are  placed  in  said  house.  Provided  that  the  board  of 
health  shall  see  to  it  that  all  tenement-houses  are  so  supplied  before  Jan* 
nary  1, 1889.'' 

(1888)  —  Brooklya  —  Chapter   883,     Beottoa    36.     (Brooklyn    Conaol. 
Aot. )     ProTlaloas  of  Law  of  1867,  reteaoted. 

(1890)  —  Chapter  486,  Beotion  1.  —  Continmd. 

(1891)  —  Chapter  39,  Beotion  1.  — /ToBttnued. 

(1892)  —  Chapter  329,  Beotion  1« 

'^  The  board  of  hoUth  shall  have  authority,  within  present  provisions 
of  law  to  make  other  regulations  than  the  foregoing  in  special  cases  as  to 
the  supply  of  water  above  the  first  floor  in  any  house,  and  the  {>rovidinff 
of  fixtures  therefor,  when  it  shall  be  satisfied  that  such  reflations  win 
secure  equally  well  the  health  of  the  occupants  and  the  publtc  health,  pro- 
Tided,  however,  that  in  all  such  cases  any  modifications  made  by  such 
regulations  shall  be  in  accordance  with  the  conditions  of  a  permit  in 
writing  issued  by  the  said  board  of  health." 


(1895)  —  Brooklyn — Chapter  639,    Beotion  1.       (Amands    Beotion  67, 

Brooklyn  Coneol.  Aot.) 

''  Everv  tenement  and  lodginff-house  erected  or  converted  after  Jnne  1, 
1895,  shall  have  Ridgewood  or  other  water  furnished  at  one  or  more  places 
in  such  house,  or  in  the  yard  thereof,  as  the  health  commissioner  may 
designate,  so  that  the  same  may  be  adequate  and  reasonably  conveniant 
for  the  use  of  the  occupants  thereof 

(1895)  —  Chapter  567,  Beotion 9.      (Amende  Beotion  663,  Coneol.  Aot.) 
ProTiaions  of  Beotion  U,  Chi^ter  84  of  the  Laws  of  1837,  ooatinaad. 

^(1897)  —  Chapter  378,  Gkeater  New  Tork  Charter,  Beotion  1330. 

Provisions  of  the  law  of  1887,  as  amended  by  the  law  of  1896,  con- 
tinued with  slight  verbal  changes,  and  at  the  end  instead  of  the  last 
sentence  beginning  with  ^provided  that,"  insert  the  followinff,  ^The 
board  of  health  sludl  require  all  tenement-houses  to  be  so  supplied.** 

^  (1900)  — Regulations  of  the  DepartoMat  of  BalldiB«s. 

'^  In  every  tenement-house,  connected  with  any  public  sewer  ninning 
water  must  be  provided  over  a  sink  in  each  set  of  i 

•Indloatss  the  ezlrting  Uw  la  1909. 
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ROOFS  TO  BE  KEPT  IN  REPAIR.  —  It  was  provided  in  1867  that  the 
roofs  of  all  tenement  houses  should  be  kept  in  good  repair  so  as  not  to 
leak,  and  all  rain  water  was  required  to  be  drained  or  conveyed  from 
roofs  in  such  a  way  as  to  prevent  its  dripping  on  the  ground  or  causing 
dampness  in  the  walls,  vaxd,  or  area.  Tnis  has  been  the  law  since  th^ 
time  and  is  the  present  law  upon  this  subject. 

(2B67)  —  Chapter  908,  Section  4. 

«  The  roof  of  every  tenement  and  lodging-house  in  the  cities  of  New- 
York  and  Brooklyn,  shall  be  kept  in  good  repair,  and  so  as  not  to  leak, 
and  all  rain  water  shall  be  so  drained  or  conveyed  therefrom  as  to  prevent 
its  dripping  on  to  the  ground,  or  causing  dampness  in  the  walls,  yard  or 
areas.'' 

(1882)  —  Chapter  410,  Section  652.  —  Continued. 

(1888)  —  Brooklyn  —  Chapter  583,   Section    26.       (Brooklyn    Conaol* 
Act.)  —  Continued. 

^  (1897)  —  Chapter  378,  Gkreater  New  Tork  Charter,  Section  1306.  — 
Continued. 

CLBANLINBSS  OF  BUILDnros.  —  Before  the  passage  of  any  tene- 
ment house  law,  it  was  required  by  the  Health  Act  of  i866  that  every  owner 
and  person  interested  in  any  building  should  keep  the  same  and  all  narts  of 
it  in  a  clean  condition,  so  that  it  should  not  be  dangerous  or  prejudicial  to 
life  or  health.  The  Tenement  House  Act  of  1867  re^nacted  these  provisions, 
but  more  specifically  in  their  relation  to  tenement  houses.  TMs  act  pro- 
vides that  every  tenement  or  lodging  house  and  every  part  of  the  same 
shall  be  kept  clean  and  free  from  any  accumulation  of  dirt  or  filth  or  gar- 
bage, or  other  matter,  in  the  building,  or  in  the  yard,  or  alley  leading  to  it 
The  owner  of  a  tenement  house  was  further  required  to  thoroughly  cleanse 
all  the  rooms  and  halls,  stairs,  floors,  and  windows,  as  well  as  the  doors, 
walls,  ceilings,  privies,  cesspools,  and  drains  of  the  house  as  often  as  the 
Board  of  Health  might  require.  This  is  the  law  at  the  present  day,  having 
been  re^nacted  in  the  Greater  New  York  Charter. 

(1866)  — Chapter  74,  Section  14. 

<' And  it  is  hereby  declared  to  be  the  duty  of  every  owner  and  part 
owner  and  person  interested,  and  of  every  lessee,  tenant  and  occupant  o^ 
or  in  any  place,  water,  ground,  room,  stall,  apartment,  building,  erection, 
vessel,  vehicle,  matter  and  thing  in  said  district,  and  of  every  person  con- 
ducting or  interested  in  business  therein  or  thereat,  and  of  every  person 
who  has  undertaken  to  clean  any  place,  ground  or  street  therein,  and  of 
every  person,  public  officer  and  board  having  charge  of  any  ground,  place, 
building  or  erection  therein,  to  keep,  place,  and  preserve  the  same  and 
eveiy  part,  and  the  sewerage,  drainage  and  ventilation  thereof,  in  such 
condition,  and  to  conduct  the  same  in  such  manner  that  it  shall  not  bo 
dangerous  or  prejudicial  to  life  or  health." 

•  Indicates  the  existiDg  law  in  1900. 
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(1867)  —  Ohaptor  900,  BMtlon  9. 

^' Every  tenement  or  lodging-hooaey  and  every  part  thereof,  shall  be 
kept  clean  and  free  from  any  aoeumolation  of  dirt,  filth,  garbage  or  other 
matter  in  or  on  the  same,  or  in  the  yard,  court,  passage,  area  or  alley  con- 
nected with  or  belonging  to  the  same.  The  owner  or  keeper  of  any  lodg- 
ing-house, and  the  owner  or  lessee  of  any  tenement-house  or  part  thereof, 
shall  thoroughly  cleanse  all  the  rooms,  passages,  stairs,  floors,  windows, 
doors,  walls,  ceilings,  priyies,  cesspools  and  drains  thereof  of  the  house  or 
part  of  the  house  of  which  he  is  the  owner  or  lessee,  to  the  satisfaction  of 
the  Metropolitan  board  of  health,  so  often  as  shall  be  required  by  or  in 
accordance  with  any  regulation  or  ordinance  of  said  board.^ 

(1882)  —  Chapter  410,  Beotton  657.  —  Contintted. 

(1887)  —  Chapter  84,  SeoUoa  7.  —  Conttnued. 

(1888)  —  Brooklyn  —  Chapter    583,   Beotioa   81.       (Brooklyn    Coaeol. 
Act.)     ProTliioae  of  Law  of  1867,  reioaoted. 

(1895)  —  Chapter  567,  Beotton  6.  —  Conttnued. 

^  (1897)  —  Chapter  378,  Oreater  Hew  Tork  Charter,  Beotton  ISIO.  — 

Continued. 

And  the  following  additional  clause  inserted  after  the  word  ''any  **  (in 
the  last  line),  <'  Order  of  the  board  of  health  and  any.^ 

WHITBWABHmO  OF  WALLB  AND  GBILIIIOB.  —  Since  1887  the 
law  has  required  that  the  owner  of  eyery  tenement  house  shall  whitewash 
the  walls  and  ceilings  twice  a  year.  The  earlier  laws  stated  thht  this 
work  should  be  done  in  the  months  of  April  and  October,  but  the  later 
enactments  have  left  the  time  to  the  discretion  of  the  Board  of  Health,  and 
also  require  that  it  be  done  once  a  year  instead  of  twice. 

(1867)  —  Chapter  908,  Beotton  9. 

"  The  owner  shall  well  and  sufficiently  to  the  satisfaction  of  the  board 
of  health  whitewash  the  walls  and  ceilings  of  eyery  tenement-house  twice 
at  least  in  eyery  year,  and  in  the  months  of  April  and  October,  unless  the 
said  board  shall  otherwise  direct" 

(1882)  —  Chapter  410,  Beotton  657.  — Conttnued* 

(1887)  —  Chapter  84,  BeoUon  7.  —  Conttnued. 

(1888) — Brooklyn  —  Chapter    583,    BeoUon    81.       (Brooklyn    Coasol. 
Act.)     Provisions  of  Law  of  1867,  retoaoted. 

(1895)  —  Chapter  567,  Beotton  6.  —  Conttnued. 

^  (1897)  —  Chapter  878,  Oreatw  Hew  Tork  Charter,  Beotton  1810. 

''The  owner  or  lessee  of  any  tenement-house  or  part  thereof,  shall  well 
and  sufficiently  to  the  satis&raon  of  the  health  department^  whitewash 
the  walls  and  ceilings  thereof  OQoe  at  least  in  eyery  year.^ 

•  Indicates  Uie  exteUng  law  in  1000. 

TOU    II  — X 
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*  (1900)  —  Sanitary  Cod«  of  the  Department  of  Health,  Beotion  29. 

^<The  walls  and  ceilings  throughout  any  tenement  or  lodging-house 
shall  be  thoroughly  whitewashed  as  required  by  the  board  of  health,  and 
not  less  than  once  in  each  year/' 

WALL  PAPlOt  —  In  1895  the  tenement  house  law  was  amended  so  as 
to  require  that  before  any  new  wall  paper  was  placed  upon  any  wall  or  ceil- 
ing of  any  tenement  or  lodging  house,  all  the  old  paper  should  be  first 
removed  and  the  walls  and  ceiling  thoroughly  cleaned.  This  is  the  present 
law  upon  this  subject. 

(1895)  —  Chapter  567,  Beotion  6.     (Amends  Beotion  657,  Conaol.  Aot.) 

<<  No  wall  paper  shall  be  placed  upon  a  wall  or  ceiling  of  any  tenement 
or  lodging-house,  unless  all  wall  paper  shall  be  first  removed  therefrom 
and  said  wall  and  ceiling  thoroughly  cleaned." 

*(1897) — Chapter  378,  Gkreater  New  Tork  Charter,  Beotion  1310. — 
Continued. 

7ARDB    AND    ARBA8    TO    BB    BBWER    CONNBCTED.  —  Where 

there  is  a  sewer  in  the  street  upon  which  a  tenement  house  stands,  the  law 
has  required  since  as  early  as  1867  that  the  vard  or  area  shall  be  con- 
nected with  the  sewer,  so  that  all  water  from  the  roof  and  all  liquid  filth 
shall  pass  freely  into  it ;  if  there  is  no  sewer  in  the  street,  then  the  yard 
or  area  is  to  be  so  graded  that  the  water  will  flow  into  the  street  gutter 
by  a  passageway  beneath  the  sidewalk,  this  passageway  to  be  covered  bv 
a  permanent  cover,  but  so  arranged  as  to  allow  obstructions  to  be  removed. 
This  has  been  the  law  practically  without  change  since  that  date  until 
the  present  time,  and  is  the  present  law  upon  this  subject,  with  an  addi- 
tional requirement  of  the  Building  Department,  that  yards,  areas,  light 
shafts,  and  courts  shall  be  properly  graded  and  drained,  and  abo  flagged 
and  concreted. 

(1867)  —  Chapter  908,  Beotion  5. 

'*  In  all  cases  where  a  sewer  exists  in  the  street  upon  which  the  house 
or  building  stands,  the  yard  or  ai*ea  shall  be  so  connected  with  the  same 
that  all  water  from  the  roof  or  otherwise,  and  all  liaiiid  filth  shall  pass 
freely  into  it.  Where  no  sewer  exists  in  the  street,  tne  yard  or  area  shall 
be  so  graded  that  all  water,  from  the  roof  or  otherwise,  and  all  filt^  shall 
flow  freelv  from  it  and  all  parts  of  it  into  the  street  gutter  by  a  passage 
beneath  the  sidewalk,  which  shall  be  covered  by  a  permanent  cover,  but  so 
arranged  as  to  permit  access  to  remove  obstructions  or  impurities." 

(1882)  —  Chapter  410,  Beotion  653.  —  Continued. 

(1887) — Chapter  84,  Beotion  6.     (Amends  Beotion  653,  Conaol.  Aot.) 

''  In  all  cases  where  a  sewer  exists  in  the  street  or  avenue  upon  which 
a  house  or  building  stands,  the  yard  or  area  shall  be  connected  with  the 
sewer,  that  all  water  from  the  roof  or  otherwise,  and  all  liquid  filth  shall 

•  Indicates  the  existing  law  in  1900. 
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pMS  freely  into  the  sewer.  Where  there  ia  no  sewer  in  the  street  or  are- 
nue  or  adjacent  thereto,  to  which  connection  can  be  made,  the  jard  and 
area  shall  be  so  graded  that  all  water  from  the  roof  or  otherwise,  and  all 
filth  shall  flow  freely  therefrom  into  the  street  ffutter,  by  a  passage  be- 
neath the  sidewalk,  which  passage  shall  be  coTcred  by  a  permanent  oorer, 
bat  so  arranged  as  to  permit  access  to  remove  obstruction  or  imporitiea.^ 

(1888)  —  Chapter  422,  BeotioB  1.  —  Coattnued. 

(1888)  —  Brooklyn  —  Chapter   883,    Section   27.      (Brooklyn     Coneol. 
Act.)     ProTlalons  of  Law  of  1887,  retaaoted. 

(1888)  —  ChaptttT  211,  Beotion  1.  —  Continued. 

*  (1887)  —  Chapter  378^  Oreater  Hew  Tork  Charter,  Beotion  1808.  — 

Continued. 

*  (1900)  —  RegnlaUoas  of  the  Department  of  BaUdintfi. 

**  Ta^s,  areas,  light  shafts,  and  courts  shall  be  properly  graded^  flagged 
or  concreted  and  drained.^ 

OARBAOB  AND  RBFUBB.  —  Since  1867  the  law  has  required  the 
owner  of  every  tenement  house  to  hare  proper  and  suitable  conrenienoes 
or  receptacles  for  receiving  garbage  and  other  refuse  matters. 

(1887)  —  Chapter  908,  Beotion  a 

'*  Every  tenement  or  lodging-house  shall  have  the  proper  and  suitable 
conveniences  or  receptacles  for  receiving  garbage  and  other  refuse 
matters." 

(1882)  — Chapter  410,  Beotion  888.  — Continued. 

(1888)  —  Brooklyn  —  Chapter  883,  Beotion  3a   (Brooklyn  CoaaoL  Aot.) 
ProTiaions  of  Law  of  1887,  relnaoted. 

(1895)  —  Chapter  887,  BeoUon  8.      (Amends  BeoUon  886^  Conaol.  Aot. ) 
—  Continued. 

^(1887)  —  Chapter  378,  Oreatw   Hew  Tork  Charter,  Beotion  1812. — 
Continued. 


AND  RUBBI8BL — The  first  tenement  house  law  also  provided 
that  every  tenement-house  erected  after  May  14, 1867,  should  have  proper 
oonveniences  or  receptacles  for  ashes  and  rubbish.  This  has  been  the 
law  since  that  time  without  change,  and  is  the  present  law. 

(1887)  —  Chapter  908,  BeoUon  18. 

^  Every  tenement-house  hereafter  erected  or   converted  shall  hav8 
proper  conveniences  and  receptacles  for  ashes  and  rubbish.'' 

(1882)  —  Chapter  410,  Beotion  883.  —  Continued. 

(1887)  —  Chaptw  84,  Beotion  U.  —  Continued. 
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(1888)  Brooklyn  —  Chapter  583,  Section  36.      (Brooklyn  Consol.  Aot.^ . 
Provisions  of  X«aw  of  1867,  rettnaoted. 

(1890)  —  Chapter  486,  Section  1.  —  Continued. 

(1891)  —  Chapter  39,  Section  1.  —  Continued. 

(1895)  —  Brooklyn  —  Chapter  539,  Section  1.  —  Continued. 

(1895)  —  Chapter  567,  Section  9.    (Amends  Section  663,  Consol.  Aot.)— 
Continued. 

*  (1897)  —  Chapter  378,  Greater  New  7ork  Charter,  Section  1320.    ProirU 
sions  of  the  X«aw  of  1867,  continued. 

ANIMALS,  KBBPINO  OF,  PROHIBITED.  —  The  Act  of  1867  forbade 
the  keeping  of  a  horse,  cow  or  calf,  swine  or  pig,  or  sheep  or  goat  in  a 
tenement  or  lodging  house.  This  provision  of  ike  law  has  continued  to 
the  present  time,  the  Charter  adding  a  further  requirement  that  no  such 
animal  should  be  kept  in  any  part  of  a  tenement  house. 

(1867)  —  Chapter  908,  Section  8. 

<<Nor  shall  any  horse^  cow^  calf^  swine,  pig,  sheep  or  goat  be  kept  in  a 
tenement  or  lodging-house.'' 

(1882) —  Chapter  410,  Section  656.  —  Continued. 

(1888)  —  Brooklyn  — -  Chapter  583,  Section  30.     (Brooklyn  Consol.  Aot.) 
Proirisions  of  Law  of  1867,  retoaoted. 

(1895)  —  Chapter  567,  Section  5.  —  Continued. 

*(1897)  —  Chapter  378,  Greater  New  Tork  Charter,  Section  1312. 

<'  Nor  shall  any  horse,  cow,  calf,  swine,  pig,  sheep  or  goat  be  kept  in 
said  house  or  on  the  premises  hereof." 

STABLES  IN  TilMilMEMT  HOUSBS  PROHIBITED— TENEMENTS 
NOT  TO  BE  USED  FOR  LODOINO  HOUSES,  PRIVATE  SCHOOLS,  OR 
STORAGE  OF  RA08.  —  In  the  amendment  to  tlie  tenement  house  laws 
of  1891  it  was  provided  that  no  building  or  premises  that  were  oc- 
cupied for  a  tenement  house  should  be  used  for  a  lodging  house  or 
as  a  private  school  or  as  a  stable,  and  the  storage  and  handling  of 
rags  was  forbidden  upon  the  premises.  This  law  was  slightly  changed 
in  the  following  year,  a  clause  being  added  that  this  should  not  be  done 
except  with  a  permit  from  the  Board  of  Health,  and  a  farther  clause 
to  the  effect  that  this  part  of  the  law  should  not  apply  to  buildings 
or  premises  used  as  stables  prior  to  January  1, 1892.  In  the  same  year, 
in  another  act  passed  at  a  later  date,  the  Board  of  Health  was  given 
authority  to  make  other  regulations  in  reference  to  these  subjects,  when 
they  were  satisfied  that  such  regulations  would  secure  equally  well  the 
health  of  the  occupants  and  the  public  health,  but  only  upon  condition 
that  any  modification  made  by  the  Board  of  Health  in  these  requirements, 
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should  be  in  aooordanoe  with  a  written  permit  iasued  hj  the  Board.  In  the 
amendment  to  the  Tenement  Houee  Act  in  1895  this  law  was  somewhat 
changed,  the  use  of  a  tenement  house  as  a  lodging  house  or  stable  or  for 
the  storage  and  handling  of  rags  was  absolutely  forbidden ;  such  a  building 
was,  however,  allowed  to  be  used  as  a  private  school  upon  obtaining  a 
special  permit  from  the  Board  of  Health.  This  is  the  present  law  upon 
this  subiect,  except  that  a  slight  change  was  made  in  the  Charter,  limiting 
the  conditions  under  which  the  Board  of  Health  might  grant  a  permit  for 
the  use  of  a  tenement  house  or  part  of  a  tenement  house  as  a  private 
school.  The  regulations  of  the  Building  Department  also  provide  Uiat  no 
stable  or  coal-yard  may  be  maintained  on  any  lot  on  which  it  is  proposed 
to  erect  a  tenement  or  lodging  house. 

(1091) — Chapter  904,  Section  1.     (Amends  Section  Ml,  Consol.  Act.) 
<<No  building  or  premises  while  occupied  for  a  tenement-house  shall 
l)e  used  for  a  lodging-house,  private  school,  stable  or  for  the  storage  and 
liaudling  of  rags.'' 

(1892)  —  Chapter  238,  Section  1. 

^  No  building  or  premises  occupied  for  a  tenement-house,  shall  be  used 
for  a  lodging-house,  private  school,  stable  or  for  the  storage  and  handling 
of  rags  unless  with  a  permit  in  writing  from  the  board  of  health ;  bat 
nothing  herein  contained  shall  be  oonstrued  to  JMppljr  to  a  building  or 
premises  so  used  for  a  stable  prior  to  January  1, 1892.'' 

(1892)  —  Chapter  829,  Section  1. 

*'  The  board  of  health  shall  have  authority,  within  present  provisions 
of  law,  to  make  other  regulations  than  the  foregoing  in  special  cases  as  to 
the  use  of  building  or  premises  occupied  for  a  tenement  house,  for  a  school 
or  stable,  or  for  storage  of  rags,  when  it  shall  be  satisfied  that  such  regula- 
tions will  secure  equally  well  the  health  of  the  occupants  and  the  public 
health,  provided,  however,  that  in  all  such  cases  any  modifications  made 
by  such  reflations,  shall  be  in  accordance  with  the  conditions  of  a  per- 
mit in  writing  issued  by  the  said  board  of  health." 

(1893)  —Brooklyn  —  Chaptw  839,  Section  1.  (Amesas  Section  89,  Brook- 
lyn CoDsoL  Act.)  Provlalons  of  Section  1,  Chapter  238»  of  the  Laws  of 
1892,  reSnaoted  with  the  f oUowing  ohange :  The  date  of  Jannaiy  1, 
1892,  changed  to  Jane  1, 1899. 

(1899)  —  ChaptOT  587,  Seotioo  a     (Am«ida  Section  881,  OooaoL  Act) 

''  No  building  or  premises  occupied  for  a  tenement-house  shall  be  used 
for  a  lodging-house,  private  school,  sts^le  or  for  the  storage  and  handling 
of  rags,  but  the  board  of  health  mav,  by  a  special  permit,  allow  the  mainte- 
nance of  a  private  school  in  such  a  house." 

(1898)  —  Brooklyn  —  ChaptOT  388,  Section  1.  (Amends  Seotlon  88,  Brook- 
lyn CodmL  Act)  Provtelons  of  Chapter  839,  of  the  I«wa  of  1888, 
oontlnned. 


•  (1897)  — ChaptOT  878,  Oreatsr  Hew  Tork  Ghaitsr,  Seotioo  : 

Provisions  of  Section  8,  Chapter  587  of  the  Laws  of  189S,  eontinned 
with  the  following  amendment:    After  the  words  ^by  a  speoial  pwmit" 
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insert  the  following ;. ''  fixing  the  conditions  thereof  in  writing,  and  proyid- 
ing  there  be  the  necessary  cnbio  air  space  and  ventilation." 

*  (1900)  —  Resiilationfl  of  the  Department  of  Bnlldings. 

<<  Where  the  premises  are  occupied  as  a  tenement-house  no  part  thereof 
may  be  used  for  a  lodging-house  or  private  school,  nor  may  tnev  be  used 
for  the  storage  and  handling  of  rags.  No  stable  or  coal-yard  may  be 
maintained  on  any  lot  whereon  it  is  proposed  to  erect  a  tenement  or 
lodging-house,  or  convert  any  building  to  me  purposes  of  a  tenement  or 
lodging-house." 

SMOKB-HOnSBS  IN  TBNEMEEVT8  PROHIBITBD.  —  The  sanitary 
code  of  the  Department  of  Health  prohibits  anv  person  from  making  or 
using  a  smoke-house,  or  room  or  any  apparatus  for  smoking  meat,  without 
a  written  permit  from  the  Board  of  H^th,  and  subject  to  the  conditions 
that  may  be  imposed  by  the  board. 

*  (1900)  —  Sanitary  Code  of  the  Department  of  Health,  Section  21. 

^No  person  shall  make  or  use  a  smokehouse  or  room  or  apparatus  for 
smoking  meat,  in  any  tenement  or  lodging-house,  without  a  permit  in  writ* 
ing  from  the  board  of  health,  and  subject  to  the  conditions  thereof.'' 

JANITOR  RBQUIRBD  FOR  TENBMENT  HOUSES.— In  1879  it  was 
felt  that  a  large  part  of  the  evils  of  the  tenement  house  system  was  due  to 
the  fact  that  in  many  cases  there  was  no  person  living  in  the  house  whose 
duty  it  was  to  take  care  of  it,  and  keep  it  clean  and  in  good  repair. 
Accordingly  the  Tenement  House  Act  of  that  year  required  that  whenever 
there  should  be  more  than  ten  families  living  in  any  tenement  house  in 
which  the  owner  himself  did  not  reside,  there  should  be  a  janitor  or  house- 
keeper, or  other  responsible  person,  living  in  the  house,  and  having  charge 
of  the  same,  and  it  was  left  to  the  discretion  of  the  Board  of  Health  to 
decide  when  such  janitor  or  housekeeper  should  be  required.  Eight  veara 
later  this  law  was  amended  by  changing  this  provision  so  as  to  apply  to 
buildings  having  more  than  eight  families  instead  of  more  thim  ten 
families.  The  law  in  this  amended  form  is  the  present  law  on  this 
subject. 

(1879) —  Chapter  504,  Section  3. 

**  Whenever  there  shall  be  more  than  ten  families  living  in  any  tene- 
ment-house, in  which  the  owner  thereof  does  not  reside,  there  shall  be  a 
janitor,  housekeeper,  or  some  other  responsible  person,  who  shall  reside  in 
the  said  house,  and  have  charge  of  the  same,  if  the  board  of  health  shall 
80  require," 

(1882)  —  Chapter  410,  Section  684.  —  Continued. 

(1887)  —  Chapter  84,  Section  12. 

This  j^rovision  amended  so  as  to  apply  to  buildings  having  more  than 
eight  families,  instead  of  more  than  ten. 
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(laso) —  Chapter  567,  Section  10.     (Amends  8«otion  664,  Ooasol.  Aot.) 
Proiriiioiis  of  Seotioa  12,  Chaptsr  M  of  tho  Iaws  of  1887,  oontinnod. 

*(1887)  —  Chapter  378,  Gkoater  Haw  Tork  Charter,  Baotioa  13ai. — 
Coatinuad. 

OVBRCRCWDINO  IN  TBNBMBIIT  HOUBBB.  —  The  Tenement  HoOM 
Act  of  1879,  among  other  things,  provided  that,  whenever  the  Sanitary 
Superintendent  of  Uie  Board  of  Health  should  certify  to  the  Board  that 
in  any  tenement  house  there  was  less  than  600  cubic  feet  of  air  to  each 
occupant,  the  Board  of  Health  might,  if  it  deemed  it  wise  or  necessary, 
issue  an  order  requiring  the  number  of  occupants  pi  the  building  or  of  a 
room  in  the  same  to  be  reduced  so  that  the  number  of  inmates  should  not 
exceed  one  person  for  every  600  cubic  feet  of  air  space ;  and  such  excess 
in  the  number  of  occupants  was  required  to  be  reduced  within  ten  days' 
time.  This  latter  provision,  however,  as  to  the  period  of  time  in  which 
this  change  was  to  be  made  was  repealed  in  1887.  In  1895  this  provision 
of  the  statute  was  somewhat  modified,  the  Board  of  Health  having  the 
power  to  reduce  the  overcrowding,  only  when  a  tenement  house  or  room 
was  without  sufficient  ventilation  and  air,  and  also  when  so  overcrowded 
that  there  was  less  than  400  cubic  feet  of  air  for  each  adult,  and  less  than 
200  cubic  feet  of  air  for  each  child  under  twelve  years  of  age.  Under  these 
circumstances  the  Board  was  authorised  to  issue  an  order  requiring  the 
number  of  oocupanto  to  be  reduced.  This  is  the  law  at  the  present  day. 
There  is,  however,  a  further  provision  of  the  sanitary  code  to  the  effect 
that  no  owner  of  a  tenement  house  shall  allow  the  same  to  be  overcrowded 
or  allow  so  great  a  number  of  persons  to  live  or  sleep  in  such  a  house  as 
to  cause  any  danger  or  detriment  to  life  or  health. 

(1879)  —  Chapter  504,  Beotlon  3. 

''  Whenever  it  shall  be  certified  to  the  board  of  health  of  the  dty  of 
New  York,  b^  the  sanitary  superintendent  that  any  tenement-house  or 
room  therein  is  so  overcrowded  that  there  shall  be  afforded  less  than  600 
cubic  feet  of  air  to  each  occupant  of  such  building  or  room,  the  said  board 
may,  if  it  deem  the  same  to  be  wise  or  necessary,  issue  an  order  requiring 
the  number  of  occupante  of  such  building  or  room  to  be  reduced,  so  that 
the  inmates  thereof  shall  not  exceed  one  person  to  each  600  cubic  feet  of 
air  space  in  such  building  or  room.  Such  excess  in  the  number  of  occu- 
pante shall  be  reduced  to  Uie  standard  herebv  designated  within  ten  days 
after  Uie  service  of  an  order  therefor  upon  tna  owner,  lessee,  occupant,  or 
agent  of  such  building  or  room.'' 

(1882) — Chaptmr  410,  BeoUoa  664.  —  Conttnned. 

(1897) — Chapter  84,  Beotlon  18.     Provlalona  of  this  aeotloa,  leliiantert, 
last  olause  from  **  anoh  saosss  **  down  to  **  room,**  repeated. 

(1895)—  Chapter  587,  Beotlon  10.     (Amends  Beotlon  884,  Coneol.  Aot.) 

**  Whenever  it  shall  be  certified  to  the  board  of  health  br  the  sanitary 

superintendent  that  any  tenement-house  or  room  therein  being  without 

sufficient  ventilation  is  so  overcrowded  that  there  shall  be  afforded  leas 
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than  400  cubio  feet  of  air  to  each  adult  and  200  cubic  feet  of  air  to  each 
child  under  12  years  of  age  occupying  such  building  or  room,  the  said 
board  shall  issue  an  order  requiring  the  number  of  occupants  of  such 
building  or  room  to  be  reduced  in  accordance  with  this  provision." 

*  (1897)  —  Chapter  378,  Greater  New  Tork  Charter,  Seotion  1321.  —  Con- 

tinned  with  the  following  alight  change :  after  the  word  ^^  euperintend- 
ent  *'  insert  the  words  ^^  or  an  assistant  sanitary  superintendent." 

*  (1900)  —  Sanitary  Code  of  the  Department  of  Health,  Seotion  24. 

'^  No  owner,  lessee  or  keeper  of  any  tenement-house  or  lodging-house 
shall  cause  or  allow  the  same  to  be  overcrowded  or  cause  or  allow  so  great 
a  number  of  persons  to  dwell,  be,  or  sleep  in  any  such  house  or  any 
portion  thereof,  as  thereby  to  cause  any  danger  or  detriment  to  life  or 
health." 

COMTAOIGUS  DISEASES  TO  BE  REPORTED.  —  The  Tenement 
House  Act  of  1867  was  enacted  a  few  years  after  New  York  City  had  been 
visited  by  cholera,  and  at  a  time  when  there  had  been  throughout  the  city 
many  epidemics  of  typhoid  and  typhus  fevers  and  other  contagious  dis- 
eases. It  was  to  be  expected,  therefore,  that  the  new  law  would  contain  a 
provision  upon  this  subject.  This  act  required  that  whenever  any  person 
in  a  tenement  or  lodging  house  is  sick  of  fever  or  of  any  infectious,  pes- 
tilential, or  contagious  disease,  and  such  sickness  is  known  to  the  owner 
or  agent  of  the  house,  then  the  owner  or  agent  must  at  once  notify  the 
Board  of  Health,  and  the  Board  of  Health  was  required  to  cause  the  build- 
ing to  be  inspected,  and,  if  found  necessary,  to  be  immediately  cleaned  or 
disinfected  at  the  expense  of  the  owner,  and  the  lx>ard  was  also  authorized 
to  fumigate  and  clean  the  blankets,  bedding,  and  bedclothes  used  by  any 
such  sick  person,  or  in  extreme  cases  to  destroy  them.  This  is  the  present 
law  upon  this  subject. 

(1867)  —  Chapter  908,  Seotion  10. 

''The  owner  or  keeper  of  any  lodging-house,  and  the  owner,  agent  of 
the  owner,  and  the  lessee  of  any  teuement-liouse,  or  part  thereof,  shall, 
whenever  any  person  in  such  house  is  sick  of  fever,  or  of  any  infectious, 
pestilential,  or  contagious  disease,  and  such  sickness  is  known  to  such 
owner,  keeper,  agent,  or  lessee,  give  immediate  notice  thereof  to  the 
Metropolitan  board  of  health,  or  to  some  officer  of  the  same,  and  there- 
upon said  board  shall  cause  the  same  to  be  inspected,  and  may,  if  found 
necessary,  cause  the  same  to  be  immediately  cleansed  or  disinfected  at 
the  expense  of  the  owner,  in  such  manner  as  they  may  deem  necessary 
and  effectual;  they  mav  also  cause  the  blankets,  bedding  and  bed- 
clothes used  by  any  such  sick  person  to  be  thoroughly  cleansed,  scoured 
and  fumigated,  or  in  extreme  cases,  to  be  destroyed." 

(1882)  —  Chapter  410,  Seotion  658.  —  Continued. 

(1887) —  Chapter  8ft,  Seotion  8.  —  Continued. 

(1888)  —  Brooklyn  —  Chapter    583,     Seotion    32.     (Brooklyn     Conaol. 
▲ot.)     ProTisions  of  the  Iiaw  of  1867,  reSnaoted. 
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^  (1897)  —  Chapter  370,  Oreator  Haw  7ork  Chartar,  Baotloa  1314. 

"  The  owner  or  keeper  of  any  lodging-house,  and  the  owner,  agent  of 
the  owner,  and  the  lessee  of  any  tenement-house  or  )>art  thereof,  shall, 
whenever  any  person  in  such  house  is  sick  of  fever,  or  of  any  infectious, 
pestilential  or  contagious  disease,  and  information  thereof  has  been  given 
to  such  owner,  keeper,  agent  or  lessee,  give  immediate  notice  thereof  to 
the  board  of  health,  or  to  some  officer  of  the  same,  and  theretifion  said 
board  shall  cause  the  same  to  be  immediately  clcaiisod  or  disiiifected  at 
the  expense  of  the  owner,  in  such  manner  as  it  may  deem  necessary  and 
effectual,  and  it  may  also  cause  the  blankets,  bedding  and  bedclothes  used 
by  any  such  sick  person  to  be  thoroushly  cleansed,  scoured  and  fumigated, 
or,  in  extreme  cases,  to  be  destroyed. 

VACATIOH    OF    TIOraifBllTS    UNFIT   FOR   HABXTATIOIT.  —  The 

first  tenement  house  law  provided  that,  whenever  the  Sanilary  Superin- 
tendent of  the  Hoard  of  Health  should  certify  to  the  board  that  any  build- 
inff  or  part  of  a  building  was  unfit  for  human  habitation  because  it  was  so 
infected  with  disease  as  to  be  likely  to  cause  sickness  among  the  occu- 
pants, or  because  it  was  dangerous  to  life  from  want  of  repair,  the  Board 
of  Health  might  issue  an  order  re<]uiring  all  persons  to  vacate  the  build- 
ing, and  the  building  or  part  of  it  was  to  be  vacated  within  ten  days, 
and  in  special  cases  within  a  shorter  period,  but  this  period  should  never 
he  less  than  twenty-four  hours.  It  was  further  provided  that  the  Board  of 
Health  when  issuing  an  order  should  have  the  same  affixed  conspicuously 
on  the  building,  and  also  have  a  copy  served  personallv  upon  the  owner  or 
his  representative,  and  this  order  should  set  forth  the  reasons  why  the 
building  was  to  Iw  vacntod.  If  tlie  Ikwrd  was  satisfied  that  the  danger 
from  the  house  had  ceased  to  exist,  then  it  was  authorised  to  revoke  the 
order.  This  provision  of  the  law  was  somewhat  amended  some  years 
later  in  the  Act  of  1R87,  the  new  act  setting  forth  further  conditions  under 
which  the  Ik)ard  of  Health  might  be  authorised  to  order  a  tenement  house 
to  be  vacated.  The  previous  law  had  granted  this  power  only  when  a 
building  was  so  infected  with  disease  as  to  be  likely  to  cause  sickness 
among  the  occupants,  or  when  it  was  dangerous  to  life'  from  want  of 
repair.  The  new  law  ailded  also  that  such  a  building  should  be  vacated 
when  it  was  unfit  for  human  habitation  because  of  defects  in  drainage, 
plumbing,  or  ventilation,  or  because  of  the  construction  of  the  buildins ; 
and  also,  when  there  existed  a  nuisance  on  the  premises  which  was  likely 
to  cause  sickness  among  the  ocotipauts.  This  has  been  the  law  since 
1887  up  to  the  present  time,  and  is  the  present  law  upon  this  subject 

(1867)  — Chapter  900,  Section  U. 

«  \Vhenever  it  shall  be  certified  to  the  board  of  health  by  the  sanitary 
superintendent,  that  any  building  or  part  thereof  is  unfit  for  human  habi- 
tation, by  reason  of  its  being  so  infected  with  disease  as  to  be  likely  to 
cause  sickness  among  the  ooenpants,  or  by  reason  of  its  want  of  repair 
has  become  dangerous  to  life,  said  board  may  issue  an  order,  and  cause 
the  same  to  be  affixed  conspicuously  on  the  building  or  part  thereof,  and 
to  be  personidly  served  upon  the  owner,  agent,  or  lessee,  if  the  same  can 
be  found  in  this  State,  requiring  all  persons  therein  to  vacate  such  build- 

•  Indicates  tte  extoUns  Uw  In  1900. 
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ing  for  the  reasons  to  be  stated  therein  as  aforesaid.  Such  buildings  or 
part  thereof,  shall,  within  ten  days  thereafter,  be  vacated ;  or  within  such 
shorter  time,  not  less  than  twenty-four  hours,  as  in  said  notice  may  be 
specified ;  but  said  board,  if  it  shall  become  satisfied  that  the  danger  from 
said  house,  or  part  thereof,  has  ceased  to  exist,  may  revoke  said  order^ 
and  it  shall  thenceforward  become  inoperative.'^ 

(1882)  —  Chapter  410,  Seotion  659.  —  Continaed. 

(1887)  —  Chapter  8ft,  Seotion  9. 

«  Whenever  it  shall  be  certified  to  the  board  of  health  of  the  health 
department  of  the  city  of  New  York  by  the  sanitary  superintendent 
that  any  building  or  part  thereof  in  the  city  of  New  York  is  infected 
with  contagious  disease,  or  by  reason  of  want  of  repair  has  become 
dangerous  to  life,  or  is  unfit  for  human  habitation  because  of  defects  in 
drainage,  plumbing,  ventilation,  or  the  construction  of  the  same,  or 
because  of  the  existence  of  a  nuisance  on  the  premises,  and  which  is 
likely  to  cause  sickness  among  its  occupants,  the  said  board  of  health 
may  issue  an  order  requiring  all  persons  therein  to  vacate  such  building 
or  part  thereof,  for  the  reasons  to  oe  stated  therein  as  aforesaid. 

''  Said  board  shall  cause  said  order  to  be  affixed  conspicuously  in  the 
building  or  part  thereof  and  to  be  personally  served  on  the  owner, 
lessee,  agent,  occupant  or  any  person  having  the  charge  or  care  thereof; 
if  the  owner,  lessee  or  agent  cannot  be  found  in  the  city  of  New  York 
or  do  not  reside  therein  or  evade  or  resist  service  then  said  order  may 
be  served  by  depositing  a  copy  thereof  in  the  post-office  in  the  city  of 
New  York,  properly  inclosed  and  addressed  to  such  owner,  lessee  or 
agent  at  his  last  known  place  of  business  or  residence,  and  prepaying 
the  postage  thereon;  such  building  or  part  thereof  shall  within  ten 
days  after  said  order  shall  have  been  posted  and  mailed  as  aforesaid,  or 
within  such  shorter  time  not  less  than  twenty-four  hours,  as  in  said 
order  may  be  specified,  be  vacated,  but  said  board  whenever  it  shidl 
become  satisfied  that  the  danger  from  said  building  or  part  thereof  has 
ceased  to  exist,  or  that  said  building  has  been  repaired  so  as  to  be 
habitable,  may 'revoke  said  order." 

(1888)  — Brooklyn  — Chapter  583,  Seotion  33.     (Brooklyn  Consol.  Aot.) 
Provisions  of  the  Law  of  1867,  reSnaoted. 

(1895)  —  Chapter  567,  Seotion  7.    Provisions  of  Section  9,  Chapter  84,  of 
the  Laws  of  1887,  continued. 

•(1897)  — Chapter  378,  Ghreater  New  Tork  Charter,  Section  1315.  — Con- 
tinued. 

CONDEMNATION  OF  TBNXIMBNT8  UNFIT  FOR  HABITATION. — 

Among  the  different  powers  given  to  the  newly  created  Meti'opolitan  lk)ard 
of  Health  by  the  Act  of  18G6  was  the  power,  whenever  any  building  or  part 
of  a  building  was,  in  the  opinion  of  ttie  Board,  in  a  condition  dangerous  to 
life  or  health,  to  declare  the  building  a  public  nuisance  and  order  the  build- 
ing removed  or  altered  in  such  manner  as  the  Board  might  specify.  It  was 
further  provided  that,  upon  the  nuisance  being  abated,  the  Baard  might 
modify  their  order  or  revoke  it    These  powers  of  the  Board  have  been 

*  Indicates  the  existing  law  in  1000. 
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continued  in  succeeding  acta  relating  to  the  organization  of  the  Health 
Department,  and  were  not  materiallj  changed  until  1805,  when  the  new 
tenement  house  law,  passed  as  a  result  of  the  investigations  of  the  Tenement 
House  Commission  apt>ointed  by  the  Legislature  in  1894,  materially  modi- 
fied the  powers  of  the  Hoard,  in  reference  to  the  condemnation  of  buildings 
unfit  for  human  habitation.  The  new  act  provided  that  the  Board  of 
Health  might  condemn  and  order  removed  any  building  or  part  of  a  build- 
ing, under  certain  circumstances  set  forth  in  detail  in  the  law.  These 
circumstances  were  the  following :  When  the  building,  in  the  opinion  of 
the  Board,  was  unfit  for  human  habitation  because  of  age  or  defects  in  the 
drainage  or  in  the  plumbing,  or  because  of  infection  with  contagious 
disease,  or  because  of  lack  of  ventilation,  or  because  of  the  existence  of  a 
nuisance  on  the  premises  which  was  likely  to  cause  sickness  among  the 
occupants  of  the  buildins,  or  among  the  occupants  of  other  buildings  in 
the  city,  or  because  the  buildins  stop^ied  ventilation  in  other  buildlnni 
or  in  otner  ways  made  or  helped  to  make  other  buildings  adjacent  to  be 
unfit  for  habitation^  or  dancerous  or  injurious  to  healUi,  or  because  it 
prevented  pro{)er  measures  from  being  carried  into  effect  for  removing 
any  nuisance  injurious  to  health,  or  for  removing  other  sanitary  evils 
in  such  other  buildings,  then,  the  power  to  condemn  or  destroy  a  building, 
under  these  circumstances,  was  mnted;  but  only  when  it  was  shown 
that  the  building  was  so  unfit  for  habitation  that  the  evils  in  the  building, 
or  the  evils  caused  by  the  building,  could  not  be  remedied  by  repairs 
or  in  any  other  way,  except  by  its  destruction  or  by  the  destruction  of 
a  part  of  it.  The  law  also  provided  very  carefully  for  the  legal  proceed- 
ings to  be  taken  in  condemning  buildings  under  such  circumstances,  giving 
the  owner  of  the  building  the  right  to  demand  a  survey  of  it,  in  a  manner 
similar  to  the  surveys  carried  on  by  the  Building  Department  in  the  case 
of  unsafe  buildings.  (In  such  cases  a  representative  of  the  Department 
and  a  representative  of  the  owner  of  the  building,  and  a  thira  person, 
an  architect  representing  the  American  Institute  of  Architects,  meet  ana 
examine  the  building  to  see  whether  the  order  to  make  it  safe  is  just  or 
not,  and  the  decision  of  a  majority  of  this  Board  of  Survey  is  considered 
to  be  final,  exceot,  of  course,  that  the  courts  can  pass  upon  the  subject) 
The  Board  of  Health  was  aUo  authorised  to  institute  proceedings  in  the 
supreme  court  for  the  condemnation  of  buildings  in  question ;  and  upon 
the  institution  of  theee  proceedings  the  owner  of  the  buildins  or  any 
person  interested  in  it,  was  permitted  in  his  answer  to  dispute  the  neces- 
sity of  its  destruction,  and  by  the  terms  of  the  act,  the  supreme  court  is 
prohibited  from  appointing  commissioners  until  proof  has  been  made  of 
the  necessity  of  the  building's  destruction.  The  law  also  sets  forth  in 
very  minute  detail  what  evidence  may  lie  preeentc<l  in  such  proceedings. 

First,  it  is  required  to  be  proved  that  the  rental  of  the  building  was 
enhanced  because  the  building  was  used  for  illegal  purposes,  or  because 
it  was  so  overcrowded  as  to  be  dangerous  to  the  hodth  of  the  inmates. 

Second,  that  the  building  was  in  a  state  of  defective  sanitaticm,  or  not 
in  reasonably  good  repair. 

And  third,  that  the  buildinff  was  unfit  for  human  habitation  and  not 
reasonably  capable  of  being  made  fit  for  such  habitation.  The  law  further 
provides  that  if  the  (Commissioners  appointed  by  the  court  are  satisfied, 
from  the  evidence  presented,  that  the  building  should  be  destroyed,  then 
the  method  of  determining  the  amount  of  oompensatioD  to  the  owner  of 
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the  property  was  to  be  in  accordance  with  the  following  provisions  of  the 
statute.  First,  whete  it  was  proved  that  the  rental  of  the  building  had 
been  enhanced  because  the  building  had  beea  used  for  illegal  purpoaeSf  or 
because  it  was  overcrowded  or  dangerous  to  heaUh,  then  the  compensation 
was  to  be  based  on  the  rental  of  the  buUding  as  distinguished  from  the 
ground  rent  which  might  have  been  obtained  if  the  building  was  occn- 
pied  for  legal  purposes  and  only  by  the  proper  number  of  persons.  In 
the  second  case,  where  a  building  was  proved  to  be  in  a  state  of  defective 
aanUaiion  and  not  in  reasonably  good  repair,  then  the  amount  of  compen- 
sation to  be  x>aid  the  owner  was  to  be  the  amount  estimated  as  the  value 
of  the  building  after  Jiaving  been  put  in  a  sanitary  condition  or  into  reasonably 
good  repair,  but  with  the  deduction  of  the  estimated  expense  of  such  repairs 
or  alterations.  In  the  third  case,  where  it  was  proved  that  a  building  was 
nnfU  for  human  habitation  and  not  reasonably  capable  of  being  made  fit 
for  habitation,  then  the  amount  of  compensation  to  the  owner  of  the 
property  was  to  be  merely  the  value  of  the  materiala  of  the  building.  This 
law,  modelled  largely  after  the  English  law  on  this  subject,  has  been  re- 
enacted  in  the  Greater  New  York  Charter,  and  is  the  law  of  the  present 
day,  with  one  or  two  slight  changes  as  to  the  form  of  legal  proceedings, 
somewhat  strengthening  the  provisions  of  the  Act. 

(1866)  —  Chapter  74,  Section  14. 

'' Whenever  any  building,  erection,  excavation,  premises,  business  pur- 
suit, matter  or  thing,  or  the  sewerage,  drainage  or  ventilation  thereof  in 
said  district  (Metropolitan  district)  shall,  in  the  opinion  of  said  board 
(Metropolitan  board  of  health)  whether  as  a  whole  or  in  any  particular, 
be  in  a  condition  or  in  effect  dangerous  to  life  or  health,  said  board  may 
take  and  file  among  its  records  what  it  shall  regard  as  sufficient  proof  to 
authorize  its  declaration  that  the  same,  to  the  extent  it  may  specify,  is  a 
public  nuisance,  or  dangerous  to  life  or  health ;  and  said  board  may  there- 
upon enter  in  its  records  the  same  as  a  nuisance,  and  order  the  same  to  be 
removed,  abated,  suspended,  altered  or  otherwise  improved  or  purified,  as 
said  order  shall  specify,  and  shall  cause  said  order  before  its  execution 
to  be  served  on  the  owner,  occupant  or  tenant  thereof,  or  some  of  themi 
which  to  said  board,  may  appear  nost  directly  interested  in  its  execution, 
provided  said  parties,  or  any  of  them,  are  in  said  district  and  can  be 
found,  and  such  service  can  be  conveniently  made,  and  if  any  party  so 
served  (or  intended  to  be  according  to  this  law)  shall,  before  its  execution 
is  commenced,  or  within  three  days  after  such  service  or  attempted  ser- 
vice, appl^  to  said  board,  or  the  president  thereof,  to  have  said  order  or 
its  execution  stayed  or  modified,  it  shall  then  be  the  duty  of  said  board  to 
temporarily  suspend  or  modify  said  order,  or  the  execution  thereof  (save 
in  cases  of  imminent  danger  from  impending  pestilence,  when  said  board 
may  exercise  extraordinary  powers  as  herein  elsewhere  spedjied),  and  to 
give  such  parties  or  partv  together,  as  the  case  in  the  opinion  of  the  board 
may  require,  a  reasonable  and  fair  opportunity  to  be  heard  before  said 
board  ;  and  to  present  facts  and  proofs  (according  to  the  rules  or  direc- 
tions of  said  board)  against  said  declaration  and  the  execution  of  said 
order,  or  in  favor  of  its  modification,  according  to  the  regulations  of  the 
board ;  and  the  board  shall  enter  in  its  minutes  such  facts  and  proof  as 
it  may  receive,  and  its  proceedings  on  such  hearing,  and  any  other  proof 
it  may  take;    and  thereafter  may  rescind,  modify  or  reaffirm  its  said 
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deolaration  and  order,  and  require  execution  of  said  original,  or  of  a  new 
or  modiiied  order  to  be  made,  in  tuch  form  and  effect  as  it  may  finally 
determine." 

(1866)  —  Chaptwr  74,  BMtloa  14. 

"  The  Metropolitan  board  of  health  maj  order  or  cause  any  excavation, 
erection,  vehicle,  vessel,  water-craft,  room,  buildinff,  place,  sewer,  pipe, 
passage,  premises,  ground,  matter  or  thing  (in  said  district  or  adjacent 
waters)  regarded  by  said  board  as  in  a  condition  dangerous  or  detrimental 
to  life  or  health,  to  be  purified,  cleaned,  disinfected,  altered  or  improved.'' 

(1882)  — ChaptOT  410,  OoosoL  Act,  Chapter  12,  SmtHoo  835.     ProvtakmB  of 
liaw  of  1866,  oootlniied. 

(1895)  —  ChaptOT  567,  BeoHoo  7. 

"  Whenever  in  the  opinion  of  the  board  of  health  of  the  health  depart- 
ment of  the  city  of  New  York,  an^  building  or  part  thereof  in  Uie  city  of 
New  York,  an  order  to  vacate  which  has  been  made  by  said  board,  is,  by 
reason  of  age,  defects  in  drainage,  plumbing,  infection  with  contagious 
disease,  or  ventilation,  or  because  of  the  existence  of  a  nuisance  on  the 
premises,  which  is  likely  to  cause  sickness  among  its  occupants  or  among 
the  occupants  of  other  property  in  the  city  of  New  York,  or  because  it 
stops  ventilation  in  other  buildings,  or  otherwise  makes  or  conduces  to 
make  other  buildings  adjacent  to  Uie  same  unfit  for  human  habitation,  or 
dangerous  or  injurious  to  health ;  or  because  it  prevents  proper  measures 
from  being  carried  into  effect  for  remedying  any  nuisance  injurious  to 
healtli  or  other  sanitarv  evils  in  respect  of  such  other  buildinss ;  so  unfit 
for  human  habitation  tnat  the  evils  in  or  caused  by  said  building  cannot 
be  remedied  by  repairs  or  in  any  other  way  except  by  the  destruction  of 
said  building,  or  of  a  portion  of  the  same,  sitid  board  of  health  may  *  con- 
demn the  same  and  order  it  removed,  provided  the  owner  or  owners  of 
said  building  can  demand  a  survey  of  said  building  in  the  manner  pro- 
vided for  in  case  of  unsafe  buildings,  and  may  institute  proceedings  in  the 
supreme  court  in  the  county  of  New  York  for  the  conaemnation  of  said 
building.'  Said  proceedings  shall  be  instituted  and  carried  on  in  the 
manner  prescribea  by  the  «)de  of  civil  procedure^  except  as  modified  by 
this  act  Upon  the  institution  of  said  proceedings  the  owner  of  said 
building  or  anv  person  interested  therein  may  in  his  answer  dispute  the 
necessity  of  the  destruction  of  said  building  or  part  thereof  as  the  case 
may  be.  In  such  case,  the  court  shall  not  appoint  commissioners  onlesi 
proof  is  made  of  the  necessity  of  said  destruction.  In  such  proceeding 
evidence  shall  be  receivable  br  the  commissioners  to  prove : 

''  1.  That  the  rental  of  the  building  was  enhanced  by  reason  of  the 
same  being  used  for  illegal  purposes  or  being  so  overcrowded  as  to  be 
dangerous  or  injurious  to  the  health  of  the  inmates;  or 

**  2.  That  the  building  is  in  a  state  of  defective  sanitation,  or  is  not  in 
reasonably  good  repair:  or 

*'  3.  That  the  tmilding  is  unfit,  and  not  reasonably  capable  of  being 
made  fit,  for  human  habitation ;  and  if  the  commissioners  are  satisfied  by 
such  evidence,  then  the  compensation  — 

''  (a)  Shall  in  the  first  case,  so  far  as  it  is  based  on  rental,  be  based  on 
the  rental  of  the  buildinff,  as  distinct  from  the  ground  rent,  which  would 
have  been  obtainable  if  ttie  building  was  occupied  for  legal  purposes  and 
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only  by  the  number  of  persons  whom  the  building  was  under  all  the  cir- 
cumstances ef  the  case  titled  to  accouimodate  without  such  overci-owdiug 
as  is  dangerous  or  injurious  to  the  health  of  the  inmates,  and 

**  (b)  Sh^  in  the  second  case  be  the  amount  estimated  as  the  value  of 
the  building  if  it  had  been  put  into  a  sanitaiy  condition,  or  into  reasonably 
good  repair,  after  deducting  the  estimated  expense  of  putting  it  into  such 
condition  or  repair ;  and 

**  (c)  Shall  in  the  third  case  be  the  value  of  the  materials  of  the 
buildings. 

''  Nothing  in  this  section  contained  shall  repeal  any  part  of  section  635 
of  this  act  or  impair  any  of  the  ^iowers  thereby  vested  in  the  board  of 
health." 

*  (1897)  —  Chapter  378,  Greater  New  York  Charter,  Seotion  1316. 

Provisions  of  the  law  of  1895  continued  with  the  following  changes^ 
not  affecting  the  meaning  of  the  statute :  After  the  word  <<  may  "  ^  insert 
the  following  words :  *^  If  it  deem  such  course  just  and  proper,''  and  after 
the  word  << building"'  insert  the  following  in  place  of  the  present  jen- 
tence:  ''Said  proceeding  shall  be  instituted  through  a  petition  addressed 
to  said  court  containing  a  brief  statement  of  the  reasons  therefor,  and  shall 
not  be  required  to  contain  further  allegations  of  facts  than  those  which 
have  actuated  the  board  of  health  in  this  proceeding,  which  shall  then 
be  carried  on  in  the  manner  prescribed  by  chapter  21  of  this  act."  Also 
at  the  end  of  the  section  aad  the  following:  ''For  the  payment  of  all 
awards  and  the  expenses  of  all  such  proceedings,  the  comptroller  shall 
issue  and  sell  from  time  to  time  as  may  be  necessary,  and  in  the  manner 
hereinbefore  provided,  corporate  stock  of  the  city  of  New  York."  (This  ' 
takes  the  place  of  the  last  sentence  in  the  provisions  of  the  law  of  1895.) 

8ANITAR7    ARRANOBMBNTS 

WATEIR-CIiGSBT  ▲CCGBffMGDATIGNS.  —  Prior  to  the  passage  of  the 
first  Tenement  House  Act  in  18C7,  there  was  no  law  requiring  water-closet 
accommodations  to  be  provided  for  the  use  of  occupants  of  tenement  houses. 
This  law  provided  that  every  tenement  and  lodging  house  in  the  cities  of 
New  York  and  Brooklyn  should  be  provided  with  good  and  sufficient  water- 
closets  or  privies  of  a  form  and  construction  to  be  approved  by  the  Bourd 
of  Health,  and  that  such  water-closets  and  privies  should  not  be  less  in 
number  than  one  for  every  twenty  occupants  of  a  tenement  house.  There 
was  a  further  clause  added,  however,  to  the  effect  that  such  water-closets 
or  privies  might  be  used  in  common  by  the  occupants  of  any  two  or  more 
houses,  provided  the  access  to  the  water-closets  was  convenient  and  direct^ 
and  provided  that  the  number  of  occupants  using  them  did  not  exceed 
the  proportion  required  for  every  privy  or  water-closet.  This  law  was 
changed  in  1887  so  as  to  require  either  water-closets  or  improved  privy 
sinks,  and  the  number  of  occupants  for  each  water-closet  was  limited  to 
one  water-closet  for  everv  fifteen  persons  in  lodging  houses,  and  there  was 
to  be  not  less  than  one  closet  or  smk  for  every  two  families  in  tenement 
houses.  The  law  was  again  amended  in  the  following  year,  so  as  to  re- 
quire not  less  than  one  closet  for  every  fifteen  occupants  of  tenement 

•  Indicates  the  existing  law  In  1900. 
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houBos,  atid  also  not  less  than  one  closet  or  sink  for  every  floor  or  story  of  saoh 
a  house.  The  vear  after  an  amendment  to  the  law  was  passed  repealing 
the  provisions  of  the  previous  year.  This  new  act  simply  required  that  tiiere 
should  be  not  less  than  one  closet  for  every  fifteen  occupants.  This  is 
the  present  law  upon  this  subject^  to  be  found  in  the  Greater  New  York 
Charter.  In  addition  to  the  provisions  of  the  Charter  there  are  a  number 
of  relations  of  the  Building  Department  bearing  upon  the  subject  These 
require  tliat  the  general  water-closet  accommodations  shall  not  be  placed 
in  the  cellar  of  a  tenement  house,  and  that  no  permanent  water-closet  shall 
be  placed  in  the  yard,  also  that  there  must  be  at  least  one  waterdoset  on 
every  floor,  and  that  where  there  is  more  than  one  family  on  a  floor  there 
must  be  one  additional  water-closet  on  that  floor  for  everv  additional  fifteen 
persons  or  fraction  thereof.  The  sanitary  code  of  the  Health  Denartment 
also  requires  that  the  owner  or  lessee  of  every  tenement  house  snail  pro- 
vide for  the  use  of  the  tenants  adcNquate  privies  or  water-closets  which 
shall  be  properly  constructed  as  required  by  the  rules  of  the  Health  Depart- 
ment ana  the  Department  of  Buildings. 

(1867)  —  ChaptOT  908,  Section  S. 

"  Every  tenement  and  lodging-house  in  the  cities  of  New  York  and 
Brooklyn,  shall   be  provided  with   good  and  sufficient  water-closets  or 

Srivies,  of  a  construction  approved  bv  the  Metropolitan  board  of  health, 
uch  water-closets  or  privies  shall  not  be  less  in  number  than  one  to  every 
twenty  occupants  of  said  house;  but  waterclosets  or  privies  may  be  used 
in  common  by  the  Occupants  of  any  two  or  more  houses,  provided  the 
access  is  convenient  and  direct,  and  provided  the  number  of  occupants  in 
the  houses  for  which  they  are  provided,  shall  not  exceed  the  proportioo 
above  required  for  every  privy  or  water-closet ** 

(1883)  —  Chaptwr  410,  BeoHoo  658.  —  Contiimed. 

(1887)  —  Chapter  84,  BeoHoo  6.     (Amends  Beotion  658,  OoimoL  Aot.) 

**  Every  tenement  and  lodging-house  or  building  shall  be  provided  with 
as  many  good  and  sufficient  water-closets,  improved  privy  sinks  or  other 
similar  receptacles  as  the  board  of  health  shall  require,  but  in  no  case  shall 
there  be  less  than  one  for  every  fifteen  occupants  in  lodging-houses,  and 
not  less  than  one  for  every  two  families  in  dwelling-houses.'* 

(1888)  —  ChaptOT  422,  Beotion  1. 

*'  Every  tenement  and  lodging-house  or  building,  shall  be  provided  with 
as  many  good  and  sufficient  water-closets,  improved  privy  sinks  or  other 
similar  receptacles,  as  the  board  of  health  shall  reauire,  but  in  no 


shall  there  be  less  than  1  for  every  15  occunants,  and  not  less  than  1  for 
every  floor  or  story  of  such  tenement  or  louging-house.** 

(1888)— BrooklyB— Chapter 583, Beotion 27.    (Brooklyn OoneoL Aot.)    Pio- 
▼ialoiis  ol  the  Law  of  1867,  reteaoted. 


(1889)— Chapter  211,  BeoHoo  1.     (Beotion  653,  OooaoL  Aot, 
foUows:) 

"Every  tenement  and  lodging-house  or  building  shall  be  provided  with 
as  many  good  and  sufficient  water-closets,  improved  privy  sinks  or  other 
similar  receptacles  as  the  board  of  health  shall  require,  but  in  no  case 
shall  there  be  less  than  one  for  every  fifteen  occupants." 
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•(1897)  — Chapter  378,  Oreater  Now  York  Cliarter,  Section  1308.      (Pro- 
visions oi  Etootion  1,  Cliapter  211  of  the  Lawa  of  1889,  continued.) 

•  (1900) — Regnlationa  of  the  Department  of  Bnildings. 

«  The  general  water-closet  accommodations  must  not  be  placed  in  the 
cellar  and  no  permanent  water-closet  may  be  placed  in  the  yard.  In  tene- 
ment-houses there  must  be  one  water-closet  on  each  floor,  and  where  there 
is  more  than  one  family  on  a  floor  there  must  be  one  additional  water- 
closet  on  that  floor  for  every  additional  fifteen  persons  or  fraction  thereof 

•  (1900)  — -  Regolations  lor  plnmbing  and  drainage  adopted  by  the  Department 

of  BuUdinga,  Section  121. 

^*  The  general  water-closet  accommodations  for  a  tenement  or  lodging- 
house  cannot  be  placed  in  the  cellar.  No  water-closet  can  be  placed  out- 
side of  the  buildmg." 

•  (1900)  —  Regnlationa  for  plumbing  and  drainage  adopted  by  the  Department 

of  BuUdinga,  Etootion  130. 

*^  In  all  sewer-connected  occupied  buildings  there  must  be  at  least  one 
water-closet,  and  there  must  be  additional  water-closets  so  that  there  will 
never  be  more  than  15  pei-sous  per  closet" 

•  (1900)  —Sanitary  Code  of  the  Department  of  Health,  Section  25. 

<<  Every  person  who  shall  be  the  owner,  lessee,  or  keeper  or  manager 
of  any  tenement-house,  or  lodging-house,  shall  provide  or  cause  to  be  pro- 
vided, for  the  accommodation  thereof  and  for  the  use  of  the  tenants, 
lodgers  and  boiuders  thereat,  adequate  privies  or  water-closets,  and  the 
same  shall  be  so  adequately  ventilated,  and  shall  at  all  times  be  kept  in 
such  cleanly  and  wholesome  condition,  as  not  to  be  offensive,  or  be  dan- 
gerous or  detrimental  to  life  or  health.  And  no  offensive  smell  or  gases 
from  or  through  any  outlet  or  sewer,  or  through  any  such  privy  or  water- 
closet,  shall  be  allowed  by  any  person  aforesaid  to  pass  into  such  house  or 
any  part  thereof,  or  into  any  other  house  or  building.'' 

WATBR-CLOSBT  CONSTRUCTION.  — The  First  Tenement  House  Act 
required  that  every  tenement  and  lodging  house  should  be  provided  with 
good  and  sufficient  water-closets  or  privies  of  a  form  and  construction  to 
be  approved  by  the  Board  of  Health,  and  also  that  such  water-closets  and 
privies  should  have  proper  doors,  traps,  soil  pans,  and  such  other  suitable 
works  and  arrangements  as  might  be  necessary  to  insure  ^eir  efficient  oper- 
ation. It  was  also  required  that  wherever  there  was  a  sewer  in  the  street 
adjoining  the  lot  upon  which  the  building  stood,  the  water-closets  or  privies 
should  be  properly  connected  with  the  street  sewer ;  aJso,  that  all  water- 
closets  and  vaults  should  be  provided  with  proper  traps,  and  that  all  con- 
nections should  be  properly  made  and  tight,  and  that  they  should  have  a 
sufficient  water  supply  so  as  to  properly  flush  them.  The  owner,  lessee  and 
occupant  of  any  tenement  house  was  also  made  responsible  for  keeping 
such  closets  or  privies  free  from  improper  substances,  and  was  requir(^  to 
remove  any  obstructions  in  them  and  to  prevent  anv  exhalations  from  the 
closets  that  might  be  dangerous  or  prejudicial  to  life  or  health.  In  1887 
this  law  was  amended  slightly,  all  of  the  provisions  of  the  previous  act 

•  IndicatM  the  existing  law  in  1900. 
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being  reCnaciedy  with  a  further  requirement  that  all  the  water-oloeete  and 
privy  sinkB  and  pipes  and  parts  of  the  same  should  be  properly  ventilated 
to  prevent  the  escape  of  deleterious  gas  and  odors.  It  was  also  added  that 
all  the  drainage  and  plumbing  work,  all  tlie  water-closets,  sinks,  and  other 
receptacles  in  and  for  every  tenement  house,  should  be  of  such  form,  con- 
struction, arrangement,  location,- materials,  workmanship,  and  description 
as  might  be  required  by  the  Board  of  Health.  In  1895,  in  the  new  tene- 
ment house  law,  it  was  provided  that  every  water-closet  thereafter  con- 
structed in  a  tenement  house  should  have  a  window  opening  to  the  outer 
air,  and  also  that  the  floor  of  the  water-closet  comjiartment  should  be  made 
waterproof,  and  that  such  waterproofing  should  extend  at  least  6  inches 
above  the  floor  so  tliat  the  floor  might  be  flushed  out  without  leaking.  This 
is  practically  the  present  law,  having  been  reCnacted  in  the  Greater  New 
York  Charter.  There  is  a  further  provision  added,  however,  in  reference 
to  the  ventilation  of  water-closet  compartments,  to  the  effect  that,  if  pro- 
vided with  a  ventilating  flue  or  duct,  the  water-closet  may  have  the  win- 
dow opening  on  a  court  or  shaft  containing  25  square  feet  in  area.  The 
Charter  also  requires  that  the  waterproof  base  around  the  floor  of  U\e 
compartment  shall  be  16  inches  high  instead  of  6  inches ;  this  is  undoubt- 
edly due  to  an  error  in  printing,  as  there  is  no  reason  for  this  requirement 
There  are  also  a  few  supplementarr  rules  of  the  Department  of  Buildings 
upon  this  subject.  One  requires  that  where  tenement  houses  and  lodging 
houses  are  not  over  three  stories  in  height,  the  water-closet  compartment 
may  have  its  window  open  on  a  ventilating  shaft  as  small  as  10  square  feet 
in  area;  another,  that  the  partition  enclosing  the  water-closet  rooms  must 
extend  to  the  ceiling. 

(1867)  —  Chapter  908,  BectloB  S. 

"Every  tenement  and  lodging-house  in  the  cities  of  New  York  and 
Brooklyn,  shall  be  provided  with  ffood  and  sufficient  water-closets  or 
privies,  of  a  construction  approved  bv  the  Metropolitan  board  of  health, 
and  shall  have  proper  doors,  traps,  soil  pans,  and  other  suitable  works  and 
arrangements,  so  far  as  may  be  necessary  to  insure  the  efficient  operation 
thereof.  Every  such  house  situated  upon  a  lot  on  a  street,  in  which  there 
is  a  sewer,  shall  have  the  water-closets  or  privies  furnished  with  a  proper 
connection  with  the  sewer,  which  connection  shall  be  in  all  parts  adequate 
for  the  purpose,  so  as  to  permit  entirely  and  freely  to  pass  whatever  enters 
the  same.  Such  connection  with  the  sewer  shall  be  of  a  form  approved  in 
New  York  by  the  Croton  Aaueduct  Board,  and  in  Brooklyn  by  the  Board 
of  Water  Commissioners.  All  such  water-closets  and  vaults  snail  be  pro- 
vided with  the  proper  traps  and  connected  with  the  house  sewer  by  a  proper 
tight  pipe,  and  shall  be  provided  with  sufficient  water  and  other  proper 
means  of  flushing  the  same ;  and  every  owner,  lessee,  and  occupant  shall 
take  adequate  measures  to  prevent  improper  substances  from  entering  such 
water-closets  or  privies,  or  their  connections,  and  to  secure  the  prompt  r^ 
moval  of  any  improper  substances  that  may  enter  them,  so  that  no  accu- 
mulation shall  take  place,  and  so  as  to  prevent  any  exhalations  therefrom, 
offensive,  dangerous,  or  prejudicial  to  life  or  health,  and  so  as  to  prevent 
the  same  from  being  or  oecoming  obstructed.^ 

(1882)  —  Chaptmr  410,  BMtloB  6S3.  — Coattniied. 

(1887)  —  Chapter  84,  Beotlon  6.      (Amends  BeotloB  683.  CoasoL  Act.) 
**  Every  tenement  and  lodging-house  or  building  shall  be  provided  with 

VOL.  u  —  T 


822  APPENDIX  VI 

as  many  good  and  suflSoient  water-closets,  improved  privy  sinks  or  other 
similar  receptacles  as  the  board  of  health  shall  require,  but  in  no  case 
shall  there  be  less  than  one  for  eveiy  iift^n  occupants  in  lodging-houses, 
and  not  less  than  one  for  every  two  families  in  dwelling-houses.  The 
water-closets,  sinks  and  receptacles  shall  have  proper  doors,  soil  pipes  and 
traps,  all  of  which  shall  be  properly  ventilated  to  prevent  the  escape  of 
deleterious  gas  and  odors,  soil  pans,  cisterns,  pumps  and  other  suitable 
works  and  fixtures  necessary  to  insure  the  efficient  operation,  cleansing 
and  flushing  thereof.  Every  tenement  and  lodging-house  situated  upon  a 
lot  on  a  street  or  avenue  in  which  there  is  a  sewer,  shall  have  a  separate 
and  proper  connection  with  the  sewer ;  and  the  water-closets,  sinks,  and 
other  receptacles  shall  be  properly  connected  with  the  sewer  by  proper 
pipes  made  thoroughly  air-tight.  Such  sewer  connection  and  all  the  drain- 
age and  plumbing  work,  water-closets,  sinks  and  other  receptacles,  in  and 
for  every  tenement  and  lodging-house  shall  be  of  the  form,  constructioni 
arrangements,  location,  materials,  workn^anship  and  description,  to  be 
approved,  or  such  as  may  be  required  by  the  board  of  health  of  the  health 
department  of  the  city  of  New  York.  Every  owner,  lessee  and  occupant 
shall  take  adequate  measures  to  prevent  improper  substances  from  enter- 
ing such  water-closets  or  sinks  or  their  connections,  and  to  secure  the 
prompt  removal  of  any  improper  substances  that  may  enter  them,  so  that 
no  accumulation  shall  take  place,  and  so  as  to  prevent  any  exhalations 
therefrom,  ofifensive,  dangerous  and  prejudicial  to  life  or  health,  and  so  as 
to  prevent  the  same  from  being  or  becoming  obstructed." 

(1888)  —  Chapter  422,  Section  1.      (Amends  Section  653,  Consol.  Act.) 

—  Continued. 

(1888)  —  Brooklyn  —  Chapter  583,  Section  27.   (Brooklyn  Consol.  Act.) 
Provieiona  of  the  Law  of  1867,  retoaoted. 

(1889)  —  Chapter  211,  Section  1.      (Amends  Seotion  653,  Conaol.  Aot.) 

—  Continued. 

(1895)  —  Chapter  567,  Seotion  8.      (Amenda  Seotion  661,  Conaol.  Aot.) 

''  Each  water-closet  must  have  a  window  opening  into  the  outer  air ; 
the  floor  of  each  water-closet  must  be  made  waterproof  with  asphalt,  cem- 
ent, tile,  metal  or  some  other  waterproof  material ;  and  such  waterproofing 
must  extend  at  least  six  inches  above  the  floor  so  that  said  floor  can  be 
washed  or  flushed  out  without  leaking." 

*  (1897)  —  Chapter  378,  Greater  New  Tork  Charter,  Seotion  1308. 

Provisions  of  Section  1,  Chapter  422  of  the  Laws  of  1888,  continued, 
with  the  following  change  onlv :  Substitute  for  the  words  **  board  of  health 
of  the  health  department  of  the  city  of  New  York,"  the  words ''  as  may  be 
required  by  the  rules  and  regulations  of  the  department  of  buildings  oi  the 
city  of  New  York." 

*  (1897)  —  Chapter  378,  Ghreater  New  7ork  Charter,  Section  1308. 

Remaining  part  of  this  section  (Sect  6,  Chap.  84,  Laws  of  1887),  as 
amended  by  Section  1,  Chapter  211  of  the  Laws  of  1889  continued  with 
the  following  change :  the  words  '^  department  of  buildings "  substituted 
for  the  words  **  boarid  of  health." 

•  Indicates  the  existing  Uw  in  1900. 
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^  (1897)  —  Chapter  378,  Oreater  Hew  Tork  Charter,  Beotion  1318. 

ProTisions  of  Section  8,  Chapter  567  of  the  Laws  of  1895  continued, 
with  the  following  changes :  After  the  first  sentence  insert  the  following, 
*'and  such  water-closet  indosure  if  provided  with  a  Tentilating  flue  or 
duct,  may  have  the  window  opening  on  any  court  or  shaft  containing 
at  least  25  square  feet  in  area.''  Also,  the  waterproof  base  above  floor  to 
bo  IG  inches  instead  of  G  inches ;  and  also  after  the  words  **  above  the 
floor  "  insert  the  words  **  except  at  the  door  ojieuing." 

*  (1900)  —  RegulatlGiia  of  the  Department  of  Balldlnci. 

"  No  privy  vaults  or  cesspool  will  be  maintained  on  the  premises  where 
a  connection  can  be  made  with  a  public  sewer." 

^  (1900)  —  Regulationa  of  the  Department  of  BuUdioca. 

**  The  floor  and  a  base  16  inches  high  of  each  water-closet  apartment  in 
every  tenement  and  lodging-house  must  be  made  waterproof.'' 

^  (1900)  —  Ralea  for  Plumbing  and  Drainage  adopted  by  the  Department 

of  BuUdingi,  SeoUona  119  and  130. 

**  In  tenement-houses  and  lodging-houses  the  water-closet  and  urinal 
apartments  must  have  a  window  openinff  to  the  outer  air  except  that  tene- 
ment or  lodging-houses  three  stones  or  less  in  height  may  have  such  win- 
dow opening  on  a  ventilating  shaft  not  less  than  10  square  feet  in  area. 
In  all  Duildings  the  outside  partition  of  such  auartment  must  extend  to  the 
ceiling  or  be  independently  ceiled  over  and  these  partitions  must  be  air- 
tight; the  outside  jiartitions  must  include  a  window  opening  to  outer  air 
on  the  lot  whereon  the  building  is  situated,  or  some  other  approved  means 
of  ventilation  must  be  provided." 

GBRTAnV  NUI8AKGBB  PROHIBITBD.  —  In  1887  it  was  found  that 
many  persons  in  tenement  houses,  instead  of  making  use  of  the  proper 
sanitary  conveniences,  were  apt  to  create  nuisances  in  different  parts  of  the 
building.  It  was  accordingly  provided,  in  the  law,  that  any  person  who 
should  place  filth,  urine,  or  foead  matter  in  any  place  in  a  tenement  house, 
other  than  that  provided  for  the  same,  and  any  person  who  should  keep 
filth,  urine,  or  foecal  matter  in  his  apartment  or  upon  his  premises,  such 
length  of  time  as  to  create  a  nuisance,  was  guilty  of  a  misdemeanor.  This 
is  the  present  law  upon  this  subject 

(1887)  —  Chapter  84,  Seotioa  6. 

<<  Every  person  who  shall  place  filth,  urine  or  foecal  matter  in  any  place 
in  a  tenement-house  other  than  that  provided  for  the  same,  and  every  per- 
son who  shall  keep  filth,  urine  or  foecal  matter  in  his  apartment  or  upon 
his  premises  such  length  of  time  as  to  create  a  nuisance  shall  be  guilty  of 
a  misdemeanor." 

(1888)  —  Chapter  422,  Seotioa  1.  —  Continued. 

(1889)  —  Chapter  211,  Beotion  1.  —  Continued. 

^(1897)  — Chapter  878,  Greater  Hew  Tork  Charts,  Beottoa  1808. — 
Continued. 

•  Indioatfls  Um  exIsUng  law  In  1000. 
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CB88POOIJ3  AND  PRiVUIS  PROUIBlTilD.  —  Since  the  time  of  the 
first  tenement  house  law,  in  1867,  the  use  of  a  cesspool  in  connection  witii 
a  tenement  house  has  been  rigorously  prohibited,  except  where,  from  the 
nature  of  the  case,  when  there  was  no  sewer  in  the  street  to  which  con- 
nection could  be  made,  it  was  unavoidable.  Where  cesspools  were  built, 
they  were  required  to  be  constructed  water-tight  and  arched  or  securely 
covered  over,  and  no  offensive  smell  or  gases  were  to  be  allowed  to  escape 
from  them.  This  provision  of  the  law,  twenty  years  later,  was  made  also 
to  apply  to  privy  vaults  as  well  as  to  cesspools,  and  it  was  further  pro- 
vided that  no  privy  vault  or  cesspool  should  be  allowed  in  connection 
with  a  tenement  house  without  a  permit  from  the  Board  of  Health,  and 
constructed  in  such  manner  as  the  Hoard  of  lloalth  might  proscribe.  A 
further  clause  was  added  to  this  act,  requiring  the  Board  of  Health  to  see 
to  it  that  no  privy  vault  should  remain  connected  with  a  tenement  house 
in  the  city  later  than  Januarv  1,  1887.  As  this  law  was  not  enacted 
until  May,  1887,  January,  1888,  was  probably  meant.  This  was  the  law 
upon  this  subject  without  change  until  the  enactment  of  the  Greater  New 
York  Ohai'ter,  when  the  last  clause  stating  that  the  Board  of  Health 
should  see  to  it  that  no  privv  vault  remained  connected  with  a  tenement 
house  in  the  city  was  dropped. 

(1867)  ^Chapter  908.  Seotion  5. 

"No  cesspool  shall  be  allowed  in  or  under  or  connected  with  any  such 
house,  except  when  it  is  unavoidable,  and  in  such  case  it  shall  be  con- 
structed in  such  situation  and  in  such  manner  as  the  Metropolitan  board 
of  health  may  direct  It  shall  in  all  cases  be  water-tight,  and  arched  or 
securely  covered  over,  and  no  offensive  smell  or  gases  shall  be  allowed  to 
escape  therefrom,  or  from  any  privy  or  privy  vaulf 

(1882)  ^  Chapter  410,  Seotion  693.  ~  Continued. 

(1887)  —  Chapter  84,  Section  6.     (Amende  Seotion  653,  Conaol.  Aot.) 

"  No  privy,  vault  or  cess-pool  shall  be  allowed  in  or  under  or  connected 
with  any  such  house  except  when  it  is  unavoidable,  and  a  permit  therefor 
shall  have  been  granted  by  the  board  of  health,  and  in  such  case  it  shall 
be  constructed  in  such  situation  and  in  such  manner  as  the  board  of  health 
may  direct.  It  shall  in  all  cases  be  watertight,  and  arched  or  securely 
covered  over,  and  no  offensive  smell  or  gases  shall  be  allowed  to  escape 
therefrom  or  from  any  closet,  sink  or  privy.  It  shall  be  the  duty  of  the 
board  of  health  to  enforce  the  provisions  of  this  section  in  regard  to  privy 
vaults  as  soon  as  practicable,  but  said  board  shall  permit  no  privv  vault  to 
remain  connected  with  a  tenement-house  later  than  January  1, 1887  (so  in 
the  original,  1888  meant),  except  in  the  cases  especially  named  in  this 
section." 

(1888)  ^  Chapter  422,  Seotion  1.  ^  Continued. 

(1888)  ^Brooklyn —  Chapter  583,  Seotion  27.      (Brooklyn  ConaoL  Aot.) 
Provisions  of  the  Law  of  1867,  re^inaoted. 

(1889)  —Chapter  211,  Seotion  1.  —  Continued. 

•  (1897)  —  Chapter  378,  Greater  New  Tork  Charter,  Seotion  1308.     CoD- 
tinued  down  to  **  It  shall  be  the  duty,  eto.,**  whioh  last  clause  is  dropped. 

•  Indicates  the  existing  law  in  1000. 
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PLUBCBIHO,  RULBS  AND  RBOUUkTIOHS  FOR.—  Before  1881  there 
were  do  laws  in  reference  to  this  subject  in  New  York*  In  that  year  an  act 
was  passed  re<|uiring  that  the  drainaffe  and  plombiDg  o(  all  buildings  there- 
after erected  in  New  York  and  Brookl^  should  be  executed  in  accordance 
with  plans  preriousl  j  approTcd  in  writing  by  the  Board  of  Health,  and  that 
suitable  drawings  and  descriptions  of  the  plumbing  and  drainage  of  all  new 
buildings  should  in  eTerv  case  be  submitted  to  the  HealUi  Department  and 
there  kept  on  file.  The  Board  of  Health  was  also  authoriied  to  receive  and 
place  on  file  drawing  and  descriptions  of  the  plumbing  and  drainase  of 
buildings  erected  prior  to  the  passage  of  the  act,  and  any  riolation  of  this 
law  was  constituted  a  misdemeanor,  and  the  Board  of  HMlth  was  given  the 
power  to  restrain  the  progress  of  any  plumbing  work  by  injunction  pro- 
ceedings, where,  in  their  opinion,  such  action  was  necessary.  The  same 
law  also  provided  for  a  system  of  registration  of  all  plumbers  carrying  on 
plumbing  business,  requiring  every  roaster  or  joumeyroan  plumber  carrv- 
ing  on  his  trade  in  the  cities  of  New  York  and  Brooklyn,  to  register  his 
name  and  address  at  the  Health  Department,  under  such  rules  and  regula- 
tions as  might  be  prescribed  by  the  Board  of  Health.  And  after  March  1, 
1882,  it  was  not  lawful  for  anv  person  to  carry  on  the  trade  of  plumbing 
in  these  cities,  unless  he  had  registered  as  provided ;  and  a  list  of  the 
registered  plumbers  of  the  citj  was  required  to  be  published  once  a  year 
in  the  City  Record.  The  amendment  to  the  tenement  house  law  of  1887 
also  required  that  the  drainage  and  plumbing  work  of  every  tenement  and 
lodging  house  should  be  of  a  form,  construction,  arrangement,  materials, 
and  workmanship  as  might  be  reauircd  by  the  Ik)ard  of  Health.  In  1892 
the  powers  of  the  Board  of  Healtti  in  reference  to  plumbinff  in  iieto  build- 
ings were  transferred  to  the  Department  of  Buildings  created  under  the  act 
of  that  year.  In  the  same  year  a  snecial  law  was  passed  appointing  an 
Examining  Board  of  Plumbers  throughout  the  different  cities  oi  the  state ; 
this  act  required  that  every  person  desiring  or  intending  to  carry  on  the 
trade  of  a  plumber  in  any  ci^  of  the  State,  as  employing  or  master  plumber, 
should  first  submit  to  an  examination  before  an  Examining  Board,  as  to  his 
experience  and  oualifications  in  such  trade  or  calling,  and  after  the  first 
day  of  March,  1893,  it  was  not  lawful  for  any  person  in  any  city  of  the 
State  to  carry  on  the  business  of  plumbing  unless  he  had  first  obtained  a 
certificate  of  competency  from  the  Examining  Board.  The  same  law  fur- 
ther provided  that,  on  or  before  the  first  day  of  March  in  the  year  1893, 
every  employing  or  master  plumber  in  any  of  the  cities  of  the  State,  should 
register  his  name  and  address  at  the  office  of  the  local  Board  of  Health, 
under  such  rules  and  regulations  as  the  Board  might  prescribe,  and  that,  if 
such  plumber  should  hold  at  the  time  a  certificate  of  competency  from  the 
Examining  Board  of  Plumbers,  then  he  should  also  receive  from  the  local 
Board  of  Health  a  certificate  of  registration.  The  Board  of  Health  was  also 
given  the  power  to  cancel  or  revoke  any  certificate  of  registration  for  a 
violation  ot  any  of  the  rules  and  regulations  for  plumbing  and  dratnase  of 
the  city,  provided  that,  first,  the  plumber  violating  such  rules  should  have 
had  a  notice  of  not  less  than  ten  days  stating  the  grounds  of  the  complaint 
made  against  him,  and  such  notice  to  be  served  upon  him,  and  also  pro- 
vided that  he  should  have  a  hearing  before  the  Board  of  Hudth  upon  this 
subject  But  the  cancellation  of  such  certificate  was  not  to  be  deemed  Imd 
unless  concurred  in  by  a  majority  of  the  local  Board  of  Examiners.  This 
act  fldso  provided  for  the  appointment  of  inspectors  of  plumbing  through- 
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out  the  different  cities  of  the  State.  In  the  following  year,  the  law  was 
amended,  a  fee  of  $5  being  required  to  be  paid  by  each  candidate  for  a 
certificate,  upon  his  examination.  This  act  was  materially  amended  in 
1896,  when  a  totally  new  plumbing  law  was  enacted  dealing  with  very 
much  the  same  subjects  and  making  very  slight  changes  in  the  previous 
requirements.  This  new  law  applied  to  the  city  of  New  York  only.  It 
provided,  among  other  things,  that  every  employing  or  master  plumber 
should  register  his  name  and  address  once  a  year  in  the  Department  of 
Buildings,  and  that  he  should  thereupon  receive  a  certificate  of  r^stration 
from  the  Department  of  Buildings,  if  he  had  previously  held  a  certificate  of 
competency  from  the  Examining  Board  of  Plumbers ;  and  the  Superintend- 
ent of  Buildings  was  authoriased  to  cancel  any  certificate  of  registration  for 
a  violation  of  the  plumbing  rules  and  regulations  of  the  city  after  a  hear- 
ing had  before  him.  It  was  also  made  unlawful  for  any  person  to  expose 
the  sign  of  **  Plumber  "  or  **  Plumbing  "  unless  he  had  comj^lied  with  all 
the  provisions  of  the  law  relating  to  registration  and  examination.  The 
Department  of  Buildings  was  charged  with  the  enforcement  of  the  new  act, 
and  the  Superintendent  of  Buildings  was  authorized  to  appoint  Inspectors 
of  Plumbing  to  secure  its  enforcement.  The  duties  of  these  inspectors  are 
described  in  detail  in  the  act.  A  violation  of  the  act  was  made  a  misde- 
meanor, and  the  Department  of  Buildings  was  authorized  to  institute  crimi- 
nal proceedings  against  any  plumber  violating  it,  and  the  Superintendent 
of  Buildings  was  also  authorized  to  adopt  rules  and  regulations  for  the  plumb- 
ing and  drainage  of  all  buildings  in  the  city  of  New  York ;  such  rules  and 
r^ulations  to  be  published  in  the  City  Record  for  eight  successive 
weeks  before  they  should  become  operative. 

(1881)  —  Chapter  450 — Plumbins — RagUtration  of  Plumbera. 

Under  the  provisions  of  this  act  every  master  or  journeyman  plumber 
carrying  on  his  trade  in  the  cities  of  New  York  and  Brooklyn  is  required 
to  register  his  name  and  address  at  the  Health  Department,  under  such 
rules  and  regulations  as  might  be  prescribed  by  the  Board  of  Health. 
After  this  date  (March  1,  1882)  it  was  not  lawful  for  any  person  to  carrr 
on  the  trade  of  plumbing  in  said  cities  unless  registered  as  provided.  It 
was  further  provided  that  a  list  of  registered  plumbers  of  the  city  of  New 
York  should  be  published  in  the  City  Record  at  least  once  every  year. 

(1881)  — Chapter  410,  Section  536.  —  Continued. 
(1896)  —  Chapter  803,  SeoUon  1. 

**  Once  in  every  year,  every  employing  or  master  plumber  carrying  on 
his  trade,  business  or  calling,  in  the  city  of  New  York,  shidl  register  his 
name  and  address  at  the  office  of  the  department  of  buildings  in  said  city 
under  such  rules  and  regulations  as  saia  department  shall  prescribe,  and 
thereupon  he  shall  be  entitled  to  receive  a  certificate  of  such  registration 
from  said  department,  provided,  however,  that  such  employing  or  master 
plumber  shall,  at  the  time  of  applying  for  such  registration,  hold  a  certifi- 
cate of  competency  from  the  examining  board  of  plumbers  of  said  city. 
The  time  for  making  such  registration  shall  be  during  the  month  of  March 
in  each  year.  Where,  however,  a  person  obtains  a  certificate  of  compe- 
tency at  a  time  other  than  in  the  month  of  March  in  any  year,  he  may 
register  within  thirty  days  after  obtaining  such  certificate  of  competency, 
but  he  must  also  register  in  the  month  of  March  in  each  year  as  above 
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provided.  Bach  reffistration  may  be  cancelled  bj  the  superintendent  of 
buildings  for  a  violation  of  the  rules  and  regulations  for  the  plumbing 
and  drainage  of  such  dtj,  dul j  adopted  and  in  force  pursuant  to  the  pro- 
visions of  this  act,  or  whenever  the  person  so  registered  ceases  to  be  a 
master  or  employing  plumber,  after  a  hearing  had  before  said  superinten- 
dent, and  upon  a  prior  notice  of  not  less  than  ten  days,  stating  the 
grounds  of  complaint  and  served  upon  the  person  charged  with  the  viola- 
tion of  the  aforesaid  rules  and  regulations.  After  the  passage  of  this  act 
it  shall  not  be  lawful  for  any  person  or  copartnership  to  engage  in,  or  carry 
on  the  trade,  business  or  calling  of  employing  or  master  plumber  in  the 
city  of  New  York,  unless  the  name  and  address  of  such  person  and  of 
each  and  everjr  member  of  such  copartnership  shall  have  been  registered 
as  above  provided. 

**  In  the  city  of  New  York  it  shall  be  unlawful  for  any  person  or  per- 
sons to  expose  the  sign  of  'Plumber'  or  *  Plumbing,'  or  a  sign  containing 
words  of  similar  import  and  meaning,  unless  said  person  or  persons  shall 
have  obtained  a  certificate  of  competency  from  tne  examining  board  of 
plumbers  of  said  city,  and  shall  have  registered  as  herein  provided. 

''The  department  of  buildings  is  hereby  charged  with  the  enforce- 
ment of  the  provisions  of  this  act,  through  the  superintendent  of  build- 
ings, and  in  addition  to  such  officers  or  employees  as  are  now  provided  bv 
law  to  be  appointed  by  him,  he  shall  appoint  inspectors  of  plumbing.  It 
shall  not  be  lawful  for  any  inspector  of  plumbing  of  said  aepartment  to 
engage  in  conducting  or  carrying  on  business  as  a  plumber  while  holding 
office  therein.  Any  inspector  of  plumbing  for  anv  neglect  of  duty  or 
omission  to  properlv  perform  his  duty,  or  violation  of  rules,  or  neglect  or 
disobedience  of  orders,  or  incapacity,  or  absence  without  leave,  may  be 
punished  by  the  sunerintendent  of  buildings,  bv  forfeiting  and  withhold- 
ing pay  for  a  specined  time,  or  by  suspension  from  duty  with  or  without 
pay;  but  this  provision  shall  not  be  deemed  to  abridge  the  right  of  said 
superintendent  to  remove  or  dismiss  any  inspector  of  plumbing  from  the 
service  of  said  department  at  any  time  in  his  discretion. 

**  The  duties  of  inspectors  of  plumbing  appointed  under  the  provisions 
of  this  ant,  in  addition  to  those  wnich  may  be  required  by  the  superintend- 
ent of  buildings,  shall  be  to  inspect  the  construction  and  alteration  of  all 
plumbing  work  performed  in  said  ci^,  and  to  >^P<»^  in  writing  the  results 
of  such  inspection  to  the  said  superintendent  The  said  inspectors  shall 
also  ascertain  whether  the  employing  or  master  plumber  having  charge  of 
the  construction,  repairing  or  alteration  of  any  plumbing  work  performed 
in  the  city  of  New  York  is  registered  as  herein  provided,  and  if  such  per- 
son is  not  so  registered  then  such  inspectors  shall  forthwith  report  to  said 
department  the  name  of  such  plumber.  The  department  of  buildinss  may 
present  a  petition  to  a  justice  of  the  supreme  court  or  to  a  special  term 
thereof  for  an  order  restraining  the  person  so  reported  from  acting  as  an 
employinff  or  master  plumber  until  he  registers  pursuant  to  the  provi- 
sions of  this  act  Said  petition  shall  state  that  the  said  person  is  engaged 
in  plumbing  work  as  an  employing  or  master  plumber  without  having  so 
registered,  and  shall  be  venfiM  by  the  inspector  making  the  said  report. 
Upon  the  presentation  of  the  petition  the  Justice  or  court  shall  grant  an 
oraer  requiring  such  plumber  to  appear  be/ore  him  or  before  the  nid  term 
of  the  supreme  court  on  a  date  therein  specified,  not  less  than  two,  nor 
more  thau  six  days  after  the  granting  thereof,  to  show  cause  why  he 
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shoald  not  be  permanently  enjoined  until  he  has  obtained  a  certificate  of 
registration  as  herein  required.  A  copy  of  such  petition  and  order  shall  be 
served  upon  such  person  not  less  than  twenty-four  hours  before  the  return 
thereof.  On  the  date  specified  in  such  order  the  justice  or  court  before 
whom  the  same  is  returnable  shall  hear  the  proofs  of  the  parties,  and  may, 
if  he  deems  necessary,  take  testimony  in  relation  to  the  allegations  of  toe 
petition.  If  the  justice  or  court  is  satisfied  that  such  plumber  is  practic- 
ing without  having  registered  as  provided  in  this  act,  an  order  shall  be 
granted  enjoining  him  from  acting  as  an  employing  or  master  plumber 
until  he  has  so  registered.  No  undertaking  shall  be  required  as  a  con- 
dition to  the  granting  or  issuing  of  such  injunction  order,  or  by  reason 
thereof.  If  after  the  entry  of  such  order  in  the  county  clerk's  office  of  the 
city  and  county  of  New  York  such  person  shall,  in  violation  of  such  order, 
practice  as  an  emploving  or  master  plumber,  he  shall  be  deemed  guilty  of 
criminal  contempt  of  court,  and  be  punished  as  for  a  criminal  contempt  in 
the  manner  provided  by  the  code  of  civil  procedure,  but  in  no  case  shall 
the  department  of  buildings  be  liable  for  costs  in  any  such  proceeding, 
but  they  may  be  allowed  against  the  defendant  or  defendants  in  the  dis- 
cretion of  the  justice  or  court." 

(1892) — Chapter  602 — Plamblng — Bxamination    of    Plombera.     (An    mot 

appointing  an  examining  board  of  plombera  in  oitiea  of  the  State  of  Hew 

Tork,  Beotion  5.) 

''  Any  person  desiring  or  intending  to  conduct  the  trade,  business  or 
calling  of  a  plumber  or  of  plumbing,  in  any  of  the  cities  in  this  state  as 
employing  or  master  plumber  shall  be  required  to  submit  to  an  examina- 
tion before  such  board  of  examiners  as  to  his  experience  and  qualifications 
in  such  trade,  business  or  calling ;  and  after  the  first  day  of  March,  18d3, 
it  shall  not  be  lawful  in  any  city  of  this  state  for  any  person  to  conduct 
such  trade,  business  or  calling  unless  he  shall  have  first  obtained  a 
certificate  of  competency  from  such  board." 

Section  6  provides  that  **  On  or  before  the  first  day  of  March,  1893, 
ever^  employing  or  master  plumber  carrving  on  his  trade,  business  or  call- 
ing in  any  of  the  cities  of  this  state,  shall  register  his  name  and  address  at 
the  office  of  the  board  of  health,  under  such  rules  and  regulations  as  the 
respective  board  of  health  of  each  of  the  cities  shall  prescribe,  and  there- 
upon he  shall  receive  a  certificate  of  such  registration,  provided,  however, 
that  such  employing  or  master  plumber  shall,  at  the  time  of  applying  for 
registration  hold  a  certificate  of  competency  from  an  examining  bosurd ;  but 
such  registration  mav  be  canceled  bv  such  board  of  health  for  a  violation 
of  the  rules  and  regulations  for  the  plumbing  and  drainage  of  said  city  duly 
adopted  and  in  force  therein,  after  a  hearing  had  before  said  board  of 
health,  and  upon  a  prior  notice  of  not  less  than  ten  days,  stating  the 
grounds  of  complaint  and  served  upon  the  person  charged  with  the 
violation  of  the  aforesaid  rules  and  regulations,  but  such  revocation  shall 
not  be  operative  unless  concurred  in  by  a  majority  of  the  local  board  of 
examiners.  And  after  the  first  day  of  March,  1893,  it  shall  not  be  lawful 
for  any  person  to  engage  in  or  carry  on  the  trade,  business  or  calling  of 
an  employing  or  master  plumber  in  any  of  the  cities  of  the  state  unless 
his  name  and  address  shall  have  been  registered  as  above  provided." 
(This  act  further  provides  for  the  appointment  of  inspectors  of  plumbing, 
their  compensation  and  method  of  procedure  in  case  of  violations  of  the  law.) 
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(1893)  —  Ohaptor  29SL 

Amends  proTisions  of  law  of  1892  in  referenoe  to  oharging  a  fee  of  5 
dollars  for  the  examination  of  plombersy  and  prorides  how  such  monejr 
shall  be  paid,  and  also  authoriies  the  examining  board  to  hire  soitabM 
quarters  and  to  incur  certain  expenses,  etc. 

PlfUBfBIH O,  RULBB  AHD  RBQUULTIOHB  FOR. 

(1881)  ^Chapter  450,  Section  3. 

"The  drainage  and  plumbing  of  all  buildings  hereafter  erected  in 
New  York  and  Brookljrn  shall  be  executed  in  accordance  with  plans  pr»- 
yiousl  J  approved  in  writing  bj  the  board  of  health  of  the  said  hMuth  depart- 
ments of  said  cities,  suitable  drawings  and  descriptions  of  the  said  plumb- 
ing and  drainage  shall  in  each  case  be  submitted  and  placed  on  file  in  the 
hfMilth  department  The  said  boards  of  health  are  also  autborixed  to 
receive  and  place  on  file  drawings  and  descriptions  of  the  plumbing  and 
drainage  of  buildings  croctocl  prior  to  the  passage  of  this  aot^  Anj 
violation  of  the  act  was  constituted  a  misdemeanor,  and  the  commissioner 
of  health  was  authorized  to  restrain  hj  injunction  proceedings  in 
violations. 

(1882)  —  Chapter  410,  Beotloii  501.  ^  Contiiraed. 

(1882)  —  Chapter  410,  Section  537.  —  Coottnued. 

(1887)  —  Chapter  84,  Seotioa  6. 

<<A11  the  drainage,  plumbing  work,  water-closets,  sinks  and  other 
receptacles  in  and  for  every  tenement  and  lodging-house  shall  be  of  a 
form,  construction,  arrangement,  location,  materials,  workmanship  and 
description  to  be  approved,  or  such  as  maj  be  required  bv  the  board  of 
health  of  the  healtn  department  of  the  citj  of  New  York.'' 

(1892)  ^  Chapter  275,  BeotkMi  37.    (Provisloos  ol  Seotloii  501,  CoosoL  Aot, 
amended  as  follows :) 

"  The  superintendent  of  buildings  and  department  of  buildings  "  sub- 
stituted for  ^  board  of  health "  wherever  it  occurs  in  this  section ;  also 
last  sentence  of  this  section  amended  so  as  to  read  as  follows :  **  Any 
person  violating  any  provisions  of  this  section  shall  be  deemed  guilty  of  a 
misdemeanor." 

(1896)  ^  Chapter  803,  Section  5. 

**  Hereafter  the  plumbing  and  drainaffe  of  all  buildings,  both  public 
and  private,  in  the  city  of  New  York,  shall  be  executed  in  accordsnce 
with  the  rules  and  regulations  adopted  by  the  superintendent  of  build- 
ings. Said  rules  and  regulations  and  any  chan^  thereof  shall  be  pub- 
lished in  the  'City  Record'  on  eight  successive  Mondays  before  the 
same  shall  become  operative.  Suitable  drawings  and  descriptions  of 
the  said  plumbins  and  drainage  shall  in  each  case  be  submitted  and 
placed  on  file  in  the  department  of  buildings,  and  the  same  shall  not  be 
commenced  or  proceeded  with  until  the  said  drawings  and  descriptions 
shall  have  been  so  filed  and  approved  by  the  superintendent  of  buildings. 
Repairs  or  alterations  of  such  plumbinff  or  drainage  may  be  made  without 
the  filing  and  approval  of  drawings  and  descriptions  in  the  department  of 
buildings,  but  such  repairs  or  alterations  shall  not  be  construea  to  include 
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oases  where  new  vertical  and  horizontal  lines  of  soil,  waste,  yent  or  leader 

Eipes  are  proposed  to  be  used.  Notice  of  such  repairs  or  alterations  shall 
e  given  to  the  said  department  before  the  same  are  commenced  in  such 
oases  as  shall  be  prescribed  by  the  rules  and  regulations  of  the  said  depart- 
ment, and  ihe  work  shall  be  done  in  accordance  with  the  said  rules  and 
regulations. 

"  §  6.  Whenever  any  inspector  or  any  person  reports  a  violation  of 
any  of  said  rules  and  regulations,  or  a  deviation  from  any  said  drawings 
and  descriptions  filed  with  and  approved  by  the  superintendent  of  build- 
ings,  said  department  shall  tirst  serve  a  notice  of  such  violation  upon  the 
plumber  doing  the  work.  Such  notice  may  be  served  personally  or  by 
mail,  and  if  by  mail  it  may  be  addressed  to  such  plumber  at  the  address 
registered  by  him  at  the  department  of  buildings,  but  the  failure  of  an 
employing  or  master  plumber  to  register  pursuant  to  the  provisions  of 
this  act  will  relieve  the  said  dei>artment  from  the  requirement  of  givinff 
such  notice.  Unless  such  violation  is  removed  or  in  process  of  removal 
within  three  days  after  the  date  of  the  serving  or  mailing  of  such  notioe, 
exclusive  of  the  day  of  serving  or  mailing,  the  said  department  may  pro- 
ceed as  hereinafter  provided.  A  master  or  employing  plumber  within  the 
meaning  of  this  act  is  any  person  who  hires  or  employs  a  person  or  per- 
sons to  do  plumbing  work. 

<<  §  7.  Any  person  violating  any  of  the  provisions  of  sections  one,  two 
and  five  of  this  act  shall  be  deemed  guilty  of  a  misdemeanor,  and  upon 
conviction  shall  be  fined  for  each  offense  in  a  sum  not  exceeding  $250,  or 
by  imprisonment  for  a  term  not  exceeding  three  months,  or  by  both,  and  in 
addition  shall  forfeit  any  certificate  of  competency  or  registration  whioh 
he  may  hold  under  the  provisions  thereof. 

<*  §  8.  The  attorney  to  the  said  department  of  buildings  shall  prosecute 
all  actions  for  injunction  authoriased  under  the  provisions  of  this  act,  and 
shall  also  take  charge  of  the  prosecution  of  all  persons  under  section  7 
thereof. 

**  i  9.  Nothing  herein  contained  shall  be  so  construed  as  to  abrogate 
or  impair  any  of  the  powers  of  the  health  department  of  the  city  of  New 
York." 

OBNERAL   PROVISIONS 

DUFIMITION  OF  A  TENBMIQIT  HOUSB. — The  first  Tenement  House 
Act  defined  a  tenement  house  as  any  building  or  portion  of  a  building  which 
was  occupied  as  the  home  or  residence  of  more  than  three  families  living 
independently  of  each  other  and  doing  their  cooking  upon  the  premises; 
or  a  building  occupied  by  two  families  or  more  upon  one  floor,  so  living 
and  cooking  and  having  a  common  right  in  the  public  parts  of  the  building, 
that  is,  the  halls,  stairways,  yards,  etc.  This  definition  remained  un* 
changed  until  1887,  when  it  was  modified  so  as  to  apply  to  buildings 
occupied  by  three  families  or  more  instead  of  four  families  or  more.  This 
has  remained  the  definition  of  a  tenement  house  without  change  until  the 
present  time  and  is  the  present  law. 

(ISe?)  —  Chapter  908,  Seotion  17. 

**  A  tenement-house  within  the  meaning  of  this  act  shall  be  taken  to 
mean  and  include  every  house,  building,  or  portion  thereof  which  is  rented, 
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leased,  let  or  hired  oat  to  be  oooapied^  or  is  oooapied  m  the  home  or  resi- 
denoe  of  more  than  three  familial^  liring  independently  of  anoUier,  and 
doing  their  cooking  upon  the  premises,  or  bj  more  than  two  families  upon 
a  floor,  so  liWng  and  cooking,  but  having  a  common  right  in  the  hallsi 
stairways,  yards,  water-closets,  or  priTies,  or  some  of  them.'* 

(1882)— Chapter  410,  BmUoo  6M.  —  CootiniMd. 

(1887)  —  Chapter  84,  BeoUon  13. 

This  definition  amended  so  as  to  apply  to  buildings  containing  three 
families  or  more  instead  of  **  more  than  three  families.'' 

(1888)  — Brooklyn— Chapter  588,  Seotlon  38.   (Brooklyn  OoMoL  Act.)   Pio- 
▼istoos  oi  Law  oi  1887,  i 


(1891)  —  Brooklyn  —  Chapter  270,  Seotion  1.    (Brooklyn  ' 

Law.) 

Definition  of  a  tenement  house  as  given  in  Section  38,  Chapter  583  of 
the  Laws  of  1888,  amended  so  as  to  conform  with  the  definition  of  a 
tenement  house  contained  in  the  New  York  law,  te.  Seotion  IS,  Chapter 
84  of  the  Laws  of  1887. 

(1897)  —  Chapter  378,  Greater  New  Tork  Charter,  Seotion  1308. 

"  A  tenement-house  within  the  meaning  of  this  title  shall  be  taken  to 
mean  and  include  any  house  or  building  or  portion  thereof,  which  is  rented, 
leased,  let,  or  hired  out  to  be  occupied,  or  is  occupied  as  the  home  or  resi- 
dence of  three  families  or  more  hying  independently  of  each  other,  and 
doing  their  cooking  upon  the  premises,  or  by  more  than  two  families  upon 
any  floor,  so  liring  and  cooking,  but  having  a  common  right  in  the  halls^ 
stairways,  yards,  water-closets  or  priries,  or  some  of  them.'' 

•  (1900)  —  Sanitary  Code,  Department  of  Health,  Seotion  3. 

(Continued  with  the  following  slisht  changes:  for  the  word  ^any** 
(line  2),  substitute  the  word  '^ every '';  before  the  word  ''home''  (fourth 
line),  insert  the  word  ''  house  " ;  instMMl  of  the  word  **  any  "  before  the  word 
«'  floor  "  (sixth  line),  insert  the  word  ''  a." 

DBFnrmOH  of  a  LODOINO  HOUSB.  —  The  first  Tenement  House 
Act  also  defined  a  lodginff  house  as  an^  buildinff  or  portion  of  a  buildinp; 
in  which  persons  were  lodged  for  a  period  less  than  a  week«  This  defini- 
tion is  the  present  one  and  has  been  continued  through  all  the  different 
acts  without  change. 

(1867)  —  Chapter  908,  Seotion  17. 

**  A  lodging-house  shall  be  taken  to  mean  and  include  any  house  or 
building  or  portion  thereof,  in  which  persons  are  harbored,  or  receiTed« 
or  lodged  for  hire,  for  a  sinffle  night,  or  for  less  than  a  week  at  one 
time,  or  any  part  of  which  is  let  for  any  person  to  sleep  in  for  any  term 
less  than  a  week." 

(1882)  —Chapter  410,  Seotion  888.  —  Coatinned. 

(1887)  —  Chapter  84,  Seotioo  13.— Continved. 

•  Indkalss  Ihs  eiisaof  Uw  In  1900. 
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(1888)  —  Brookljn — Chapter  583,  Seotion  38.    (Brookljn  ConsoL  Aot.) 
ProTisiona  of  Law  of  1867,  re^lnaoted. 

(1891)  —  Brooklyn  —  Chapter  270,  Seotion  1.    (Brooklyn  Zaw.)    PreTiotia 
proviaion  continaed. 

*  (1897)  —  Chapter  378,  Greater  New  Tork  Charter,  Seotion  1305. — Con- 

tinaed. 

*  (1900)  —  Sanitary  Code  of  the  Department  of  Health,  Seotion  3.  —  Con- 

tinued. 

DBPENinON  OF  A  CELLAR.  —  In  the  Tenement  House  Aot  of  1867, 
a  cellar  was  defined  as  every  basement  or  lower  story  of  any  building  one- 
half  or  more  of  the  height  of  which  was  below  the  level  of  the  adjoining 
street  This  is  the  present  law  upon  this  subject,  there  having  been  no 
change  in  the  definition  since  it  was  originally  enacted. 

(1867)  ~  Chapter  908,  Seotion  17. 

<<  A  cellar  shall  be  taken  to  mean  and  include  every  basement  or  lower 
stpry  of  any  building  or  house  of  which  one-half  or  more  of  the  height 
from  the  floor  to  the  ceiling  is  below  the  level  of  the  street  adjoining. " 

(1882)  —  Chapter  410,  Seotion  666.  —  Continued. 

(1887)  —  Chapter  84,  Seotion  13.  ^  Continued. 

(1888)  —  Brooklyn  —  Chapter  583,  Segtion  3a    (Brooklyn  ConaoL  Aot.) 
Proviaiona  of  Law  of  1867,  reHnaoted. 

(1891) — Brooklyn — Chapter  270,  Seotion  1.    Previoua  proviaiona  oon- 
tinued. 

*  (1897)  —  Chapter  378,  Oreater  New  Tork  Charter,  Seotion  1305.  —  Con- 

tinued. 

*  (1900)  —  Sanitary  6ode  of  the  Department  of  Health,  Seotion  3. 

Continued  with  the  following  slight  change.  Between  the  words 
^basemenf  and  "  lower  story  "  (line  1)  insert  the  word  ''and"  instead  of 
the  word  "  or." 

STAIRS. — The  first  Tenement  House  Act  required  that  all  stairs  should 
be  provided  with  proper  banisters  or  proper  railings  and  that  these  should 
be  kept  in  good  repair.  This  provision  of  the  law  has  been  refinacted 
through  all  the  different  years  and  is  the  present  law  upon  this  subject 

(1867)  —  Chapter  908,  Seotion  4. 

''All  stairs  shall  be  provided  with  proper  banisters  or  railings,  and 
shall  be  kept  in  good  repair." 

(1882)  —  Chapter  410,  Seotion  692.  —  Continued. 

(1888)  — Brooklyn— Chapter   983,  Seotion  26.    (Brooklyn    ConaoL    Aot.) 
—  Continued. 

•  Indioaiee  the  exUtlng  kw  la  1000. 
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•  (1897)  —  ChapUr  378,  Onmtm  H«w  Tork  Chmxtm,  BmUoh  1306. 

**  All  stairs  shall  be  prorided  with  proper  banistert  and  railings  and 
shall  be  kept  in  good  repair.'* 

"VTINDOW  GUARDS. — In  1897  an  amendment  was  made  to  the  tene- 
ment house  laws,  requiring  that  in  all  new  tenement  houses  erery  window 
above  the  ground  floor  which  did  not  lead  directly  to  a  fire-escape  balcony, 
and  where  the  window-sills  were  not  more  than  three  feet  above  the  floor, 
iron  or  steel  euards,  at  least  10  inches  high,  should  be  placed  outside  of  the 
windows.  This  law  was  passed  because  of  the  manj  accidents  which  had 
occurred  through  children  falling  out  of  windows.  It  was  the  purpose 
of  the  framers  of  the  law  to  have  it  appjj  to  all  tenement  houses,  it  beins 
especially  needed  in  the  old  buildings.  The  law  was,  however,  so  amended 
in  its  passage  through  the  legislature  as  to  apply  only  to  new  tenement 
houses,  thus  practically  destroying  its  effect.  As  a  consequence,  the 
framers  of  the  law  secured  its  repeal  in 


(1897)  — Chapter  672.  8M»tlon  631.   (ConaoL  Act  ameoded  by  addlag  to  the 

said  sectioii  the  foUowliig :) 

'<In  all  buildings  her^ifter  to  be  constructed  and  coming  under  the 
classification  of  tenement-houses,  and  in  all  buildings  hereafter  con- 
verted into  tenement-houses,  all  windows  opening  above  the  first  or 
ffround  floor  not  leading  directly  to  fire-escape  balconies,  and  which 
have  the  window  sills  lees  than  36  inches  over  the  floor  of  the  rooms 
in  which  situated,  shall  be  provided  with  iron  or  steel  guards,  or  guards 
of  such  other  hard  metal  and  pattern  as  the  superintendent  of  bunding 
approves  of,  such  guards  to  be  at  least  10  inches  high,  and  the  top  rail- 
ings  of  the  same  provided  with  pike  heads  not  over  6  inches  apart,  and 
be  firmly  secured  to  the  mason  work  in  all  new  buildings,  and  to  the 
irindow  frames  in  old  buildings,  if  so  approved  by  the  superintendent  of 
buildings.^ 

(1899)  —  Chapter  161.  repealed. 

PRITACT. — None  of  the  different  tenement  house  laws  has  contained 
an^  provision  as  to  the  privacy  of  persons  in  such  buildinn.  The  r^^- 
lations  of  the  Building  Department,  however,  provide  that  the  rooms 
shall  be  so  arranged  thi^  persons  in  order  to  get  to  any  room  need  not  pass 
through  a  bedroom. 


•  (1900)  — RefulatioiM  ol  the  Depaitmeot  oi  Bufldtaga. 

''Access  to  all  rooms  must  be  had  irithout  passing  through  a  bed- 
room." 

C01IMI88X0H8  OP  HTQUIRT.  —  The  first  legislative  commission  to 
investigate  the  tenement  house  problem  was  appointed  in  1856  by  a  reso- 
lution of  the  Assembly.  This  Commission  consisted  of  five  members  of 
the  Leffislature. 

In  1884  an  act  was  passed  providing  for  a  Commission  to  inquire  into 
the  character  and  condition  of  tenement  houses  in  the  titj  of  New  York ; 
eleven  men  were  named  in  the  act  as  members  of  this  Commission  who 

•  Indkalss  lbs  tzisli&g  Uw  In  lOOa 
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were  to  serve  without  oompensatioiii  although  their  expenses  were  to  be 
paid  and  the  sum  of  $5000  was  appropriated  for  such  expenses.  The 
Commission  was  required  to  report  their  recommendations  and  findings  to 
the  next  Legislature,  on  or  before  January  15,  and  was  empowered  to 
subposna  witnesses  and  compel  their  attendance;  and  they  were  also  given 
authority  to  require  the  production  of  any  books,  papers,  or  documents 
they  might  need.  In  1894  another  Commission  of  Inquiry  was  appointed, 
the  Qovemor  being  directed  to  appoint  seven  persons,  who  should  be 
citizens  of  New  York,  to  examine  into  the  tenement  houses  of  the  city, 
their  condition  as  to  construction,  healthfulness,  safety,  rentals  and  tiie 
effect  of  tenement  house  life  upon  the  education,  savings,  and  morals  of 
those  who  lived  in  such  buildings,  and  all  other  phases  of  the  tenement 
house  question  that  could  affect  the  public  welfare.  The  Commission  was 
authoriased  to  employ  a  secretary  and  counsel  and  such  assistants  and 
experts  as  might  be  necessary,  and  the  sum  of  $10,000  was  appropriated 
for  their  expenses.  The  members  of  the  committee  were  to  serve  with- 
out compensation,  although  the  expenses  incurred  by  them  in  the  per- 
formance of  their  duties  were  to  be  paid.  Power  to  subpoena  witnesses 
with  or  without  papers  was  given  to  them,  such  subpcenas  to  be  served 
by  any  policeman  of  the  cit^,  and  all  witnesses  were  to  be  paid  the 
regular  fee  paid  to  witnesses  m  courts  of  record.  The  committee  was  nXao 
required  to  make  a  full  re^rt  to  the  next  Legislature  of  its  work,  with 
such  recommendations  as  it  might  deem  wise  to  enable  the  best  and 
highest  jpossible  conditions  for  tenement  house  life  to  be  attained.  The 
Commission  ceased  to  exist  upon  the  making  of  this  report 

In  1900  a  law  was  passed  authorizing  the  Governor  to  appoint  another 
Commission  to  investigate  the  tenement  house  question. 

This  act  was  almost  identical  with  the  act  of  1894,  except  that  the 
number  of  persons  serving  on  the  Commission  was  not  specified,  and  that 
the  law  applied  to  cities  of  the  first  class  instead  of  solely  to  Uie  city  of 
New  Yort. 

(1884)  —  Chapter  48a 

<<  Alexander  Shaler,  Joseph  W.  Drexel,  S.  0.  Vanderpoel,  Felix  Adler, 
Oswald  Ottendorfer,  Moreau  Morris,  Anthony  Reichardt,  Jose]^  J. 
CDonohue,  Abbott  Hodgeman,  Charles  F.  Wingate  and  William  P.  Ester- 
brook  are  herebv  appointed  a  commission  to  investigate  and  inquire  into 
the  condition  of  tenement-houses,  lodging-houses  and  cellars  in  the  city  of 
New  York.  The  thus  constituted  commission  shall  have  power  and  are 
hereby  authorized  to  subpoena  witnesses  and  compel  their  attendance,  and 
to  require  the  production  of  any  books,  papers  or  documents  in  the  posses- 
sion or  under  the  control  of  any  person  subpoenaed  to  appear  before  them. 
And  the  chairman  shall  have  power  to  administer  oaths  to  the  witnesses 
before  said  commission.  A  refusal  to  obey  a  subpoena  of  the  commission 
is  hereby  made  a  misdemeanor.  The  commission  shall  have  power  to 
employ  a  stenographer.  No  member  of  the  commission  shall  receive  any 
compensation  for  his  services.  Any  vacancy  or  vacancies  occurring  in 
such  commission  shall  be  filled  by  election  by  the  balance  of  the  commis- 
sion. The  commission  shall  report  the  evidence,  together  with  their 
recommendation,  to  the  legislature  on  or  before  January  15, 1885.  The 
sum  of  $5,000  is  hereby  appropriated  to  pay  the  expenses  of  the  commis- 
sion hereby  created." 
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0^894)  —Ohapter  479. 

"  Section  1.  The  gOTernor  thmll  appoint  seren  peraonB,  citixens  and 
residents  of  Ne^  York,  a  committee  to  be  known  as  the  Tenement-Hoosa 
Committee.  Sm  committee  shall  meet  within  ten  dajs  after  the  passage 
of  this  act  for  organization.  It  shall  elect  a  chairman  and  appoint  a 
secretary,  it  maj  employ  such  counsel,  assistants  and  experts  from  time 
to  time  as  it  maj  deem  necessary.  The  total  expense  of  the  committee 
shall  not  exceed  the  sums  hereinuter  appropriatecl.  It  may  fix  the  num- 
ber of  commissioners  necessary  for  a  quorum,  make  rules  lot  its  gOTcm- 
ment  and  the  direction  of  its  work,  and  fill  all  vacancies  in  the  committee 
by  death  or  otherwise. 

'*  I  2.  The  duties  of  said  committee  shall  be  to  make  a  careful  examina- 
tion into  the  tenement-houses  of  the  city  of  New  York,  their  condition 
as  to  construction,  healthf ulness^  safety,  rentals  and  the  effect  of  tenement- 
house  life  on  the  health,  education,  savings  and  morals  of  those  who  Uve 
in  such  habitations  and  all  other  phases  of  the  so-called  tenement-house 
question  in  the  city  that  can  affect  the  public  welfare. 

**  I  3.  The  committee  shall  haye  power  to  subpoena  witnesses  before  it 
with  or  without  papers  by  a  subpoena  signed  bv  the  chairman,  to  admin- 
ister them  oaths  and  to  compel  their  attendance  by  attachment  to  be  issued 
on  the  order  of  the  committee  and  senred  by  any  policeman  of  said  city ; 
witnesses  shall  be  paid  the  fee  paid  witnesses  in  courts  of  record. 

**  i  4.  The  members  of  the  committee  shall  receive  no  compensation  for 
their  services,  but  the  expenses  and  disbursements  incurred  by  them  in  the 
discharge  of  their  duties  as  said  commissioners  shall  be  paid.  The  com- 
mission shall  have  power  to  fix  the  compensation  of  its  counsel  and  other 
employes. 

^  §  5.  Said  committee  shall  make  a  full  report  to  the  next  legislature  at 
its  opening  of  its  work  with  such  recommendations  as  it  deems  wise  to 
enable  the  best  and  highest  possible  condition  for  tenement-house  life  in 
said  city  to  be  attained  and  the  committee  shall  cease  to  exist  when  such 
report  is  made. 

**  I  6.  The  sum  of  ten  thousand  dollars  is  hereby  appropriated  out  of 
any  moneys  in  the  treasury  not  otherwise  appropriated  for  the  purposes  of 
carrying  out  the  provisions  of  this  act  The  expenses,  disbursements, 
payment  of  counsel  fees  and  compensation  of  other  employes  of  the  com- 
mittee shall  be  made  on  the  approval  of  the  chairman  of  the  committee 
and  the  audit  of  the  comptroller.'' 

(1900)  —  Chapter  279. 

^  Section  1.  The  governor  of  the  state  of  New  York  is  herewith  author- 
ized and  empowered  to  appoint  a  commission  to  be  known  as  the  tenement- 
house  commission.  Saia  commission  shall  elect  a  chairman  and  appoint 
a  secretary  ;  it  may  employ  such  counsel,  assistants  and  experts  from  time 
to  time  as  it  may  deem  necessary.  The  total  expense  of  the  committee 
shall  not  exceed  the  sums  hereinafter  appropriatea.  It  may  fix  the  num- 
ber of  commissioners  necessary  for  a  quorum,  make  rules  for  its  govern- 
ment and  direction  of  its  work,  and  fill  the  vacancies  in  the  commission 
caused  by  death  or  otherwise. 

^12.  The  duties  of  said  commission  shall  be  to  make  a  careful  examina- 
tion into  the  tenement-houses  in  cities  of  the  first  class ;  their  condition  as 
to  the  construction,  healthfulness,  safety,  rentals  and  the  effect  of  tone- 
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ment-hoase  life  on  the  health,  education,  savings  and  morals  of  those  who 
live  in  tenement-houses,  and  all  other  phases  of  the  so-called  tenement- 
house  question  in  these  cities  that  can  alfeot  the  public  welfare. 

I  3.  The  commission  shall  have  power  to  subpoena  witnesses  before  it^ 
with  or  without  papers,  by  a  subpoena  signed  bv  the  chairman,  to  admin- 
ister them  oaths  and  to  compel  their  attendance  by  attachment  to  be  issued 
on  tiie  order  of  the  commission  and  served  by  any  policeman  of  said  cities ; 
witnesses  shall  be  paid  the  fee  paid  witnesses  in  courts  of  record. 

<<  §  4.  The  members  of  the  commission  shall  receive  no  compensation  for 
their  services,  but  the  expenses  and  disbursements  incurred  by  them  in 
the  discharge  of  their  duties  as  said  commissioners  shall  be  paid.  The 
commission  shall  have  power  to  fix  the  compensation  of  its  counsel  and 
other  employes. 

**  i  5.  Said  commission  shall  make  a  full  report  of  its  work  to  the  next 
leg^lature  at  its  opening  or  as  soon  thereafter  as  practicable,  with  such 
recommendations  as  it  deems  wise  to  enable  the  best  and  highest  possible 
condition  for  tenement-house  life  in  said  cities  to  be  attiuned,  and  the 
commission  shall  cease  to  exist  when  such  report  is  made. 

^'  §  6.  The  sum  of  ten  thousand  dollars  is  hereby  appropriated  out  of 
any  moneys  in  the  treasury  not  otherwise  appropriated  for  the  purpose  of 
carrying  out  the  provisions  of  this  act  The  expenses,  disbursements, 
payment  of  counsel  fees  and  compensation  of  other  employes  of  the  com- 
mission shall  be  made  on  the  approval  of  the  chairman  of  the  commissicm 
and  the  audit  of  the  comptroller.'' 
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A  LIST  OF  ALL  LAWS  ENACTED  IN  THE  STATE  OF  NEW 
YORK  IN  REFERENCE  TO  TENEMENT  HOUSES,  AND 
ALSO  ALL  GENERAL  BUILDINQ  LAWS 

1849.  Chapter  84.  p.  118.  —  An  act  for  the  more  effectutl  prerention  of 
firet  in  the  oity  of  New  York,  and  to  amend  the  acts  heretofore 
passed  for  that  purpose. 

Passed  March  7, 1849.    Took  effect  June  1, 1849. 

(General  Bailding  Law.) 
1849.   Chapter  195,  p.  296.  —  An  act  to  amend  an  act  ^  For  the  more  effect* 
ual  prevention  of  fires  in  the  dtj  of  New  York  (chapter  84, 
Laws  of  1849),  and  to  amend  the  acts  heretofore  passed  for  that 
purpose." 

Passed  April  4, 1849. 

1861.  Chapter  66,  p.  72.  —  An  act  to  repeal  an  act  entitled  ^  An  act  to 

amend  an  act  for  the  more  effectual  prcTention  of  fires  in  the 
city  of  New  York,  and  to  amend  the  acts  heretofore  passed  for 
that  purpose''  passed  April  4, 1849  (chapter  195,  Laws  of  1849), 
and  to  amend  an  act  entitled  ''  An  act  for  the  more  effectual  pre- 
vention of  fires  in  the  city  of  New  York,  and  to  amend  the  acts 
heretofore  passed  for  that  purpose  **  passed  March  7, 1849  (chap- 
ter 84,  Laws  of  1849> 
Passed  March  28, 1851. 

1862.  *  Chapter  355,  p.  552.  —  An  act  to  establish  fire  limits,  and  for  the 

more  effectual  prevention  of  fires  in  the  city  of  Brooklyn. 
Passed  April  16, 1852.    Took  effect  May  1, 1852. 
(Oeneral  Building  Law.    The  first  Brooklyn  law.) 

1855.  Chapter  6,  p.  11.  —  An  act  respecting  excavations  in  the  cities  of 

New  York  and  Brooklyn. 
Passed  January  24, 185& 
(A  new  act) 

1856.  Chapter  18,  p.  21.  —  An  act  further  to  amend  ^  An  act  for  the  more 

effectual  prevention  of  fires  in  the  city  of  New  York"  passed 
March  7,  1849  (chapter  84,  Laws  of  1849). 
Passed  February  19, 1856. 

1857.  *  Chapter  225,  p.  485.  —An  act  in  reference  to  party  walls  in  the 

city  of  New  York. 

Passed  April  1, 1857. 

^A  new  act) 
1860.    *  Cliapter  470,  n.  905.  —  An  act  to  provide  against  unsafe  dwellings 
in  tne  city  of  New  York. 

Passed  Apnl  17, 1860.    Took  effect  June  1, 1860. 

(A  new  act,  repeals,  all  previous  laws  inconsistent    General  Build- 
ing Law.) 
1860.   •  Chapter  472,  p.  937.  —  An  act  to  esUUish  fire  limits  and  tot  the 
more  effectual  prevention  of  fires  in  the  eastern  district  of  the 
city  of  Brooklyn. 

Passed  April  17,  1860. 

*  Laws  marked  thus  oontatn  ] 
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^Repeals  all  previous  laws  inconsistent 
General  Building  Law.) 

1862.  *  Chapter  356,  p.  574.  —  An  act  to  provide  for  the  regulation  and  in- 

spection of  buildings,  the  more  effectual  prevention  of  fires,  and 
the  better  preservation  of  life  and  property  in  the  city  of  New 
Yort 

Passed  April  19, 1862.  Took  effect  May  1, 1862.  (Repeals  chap- 
ter 470,  Laws  of  1860,  and  all  other  previous  acts  inconsistent. 
A  General  Building  Law.) 

''Tenement-house"  occurs  for  the  first  time  in  this  law. 

1863.  Chapter  273,  p.  483.  —  An  act  to  amend  an  act  entitled  ''An  act 

to  provide  for  the  regulation  and  inspection  of  buildings,  the 
more  effectual  prevention  of  fires,  and  the  better  preservation  of 
life  and  property  in  the  city  of  New  York,"  passed  April  19, 
1862  (chapter  356,  Laws  of  1862). 
Passed  April  29, 1863. 

1864.  Chapter  466,  p.  1110.  —  An  act  to  amend  an  act  entitled  "An  act 

to  provide  for  the  regulation  and  inspection  of  buildings,  the 
more  effectual  prevention  of  fires  and  the  better  preservation  of 
life  and  property  in  the  city  of  New  York,"  passed  April  19, 
1862  (chapter  356,  Laws  of  1862). 

Passed  April  30, 1864. 
1066.   *  Chapter  74,  p.  114,  Vol.  1.  —  An  act  to  create  a  Metropolitan  sani- 
tary district  and  board  of  health  therein,  for  the  preservation  of 
life  and  health,  and  to  prevent  the  spread  of  disease. 

Passed  February  26, 1866.    Took  effect  March  1, 1866. 

(First   General  Health  Law  for   the   cities  of  New  York    and 


1866.  •Chapter  858,  p.  1970,  Vol.  2.  — An  act  to  establish  fire  limits, 
and  for  the  more  effectual  prevention  of  fires  in  the  city  of 
Brooklyn. 

Passed  April  30,  1866.    Took  effect  May  1, 1866. 

(General  Building  Law.    Repeals  all  previous  acts  inconsistent) 

1866.  *  Chapter  873,  p.  2009,  Vol.  2.  —  An  act  to  amend  and  reduce  to  one 

act,  the  several  acts  relating  to  buildings,  and  the  keeping  and 
storage  of  combustible  materials  in  the  city  of  New  York. 

Passed  May  4, 1866.    Took  effect  June  1, 1866. 

(Repeals  all  previous  laws  inconsistent  A  General  Building 
Law.) 

1867.  •  Chapter  908,  p.  2265,  Vol.  2.  —  An  act  for  the  regulation  of  tene- 

ment and  lodging-houses  in  the  cities  of  New  York  and  Brooklyn. 
Passed  May  14, 1867.    Took  effect  May  1, 1867. 
(The  first  tenement  house  act) 

1867.  Chapter  939,  p.  2324,  Vol.  2.  —  An  act  to  amend  "An  act  to  amend 

and  reduce  to  one  act,  the  several  acts  relating  to  buildings,  and 
the  keeping  and  storage  of  combustible  materials  in  the  city  of 
New  York,"  passed  May  4, 1866  (chapter  873,  Laws  of  1866). 

Passed  May  17, 1867. 

(Amends  General  Building  Law.) 

1868.  *  Chapter  634,  p.  1352,  Vol.  2.  — An  act  to  amend  section  31,  of 

chapter  873,  of  the  laws  of  1866,  passed  May  4, 1866,  and  section 
*  Laws  marked  thai  contain  proviiiona  in  reference  to  tenement  hootes. 
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10,  chapter  930,  pamed  May  17, 18G7.  relating  to  baildings  and 
the  keeping  and  storage  of  combostiDle  material  in  the  city  of 
New  York. 

Pasaed  Mot  6, 1868. 

(Amends  General  Building  Law.) 
1868.   Chapter  632,  p.  1329,  Vol.  2.  — An  act  to  amend  an  aet,  entitled 
'<  An  act  to  establish  fire  limits  and  for  the  farther  prerention  of 
fires  in  the  city  of  Brooklyn*''  passed  April  30, 18661 

Passed  May  6, 1868.    Took  effeet  May  1, 1868. 

(General  Buildine  Law.    Repeals  all  prerious  acts  inoonsistent) 

1870.  Chapter  383,  p.  881,  Vol.  1.  — An  aet  to  make  farther  proTision  for 

the  goTomment  of  the  city  of  New  York. 
(Section  26  takes  from  the  Metropolitan  board  of  health  all  powers 

Tested  in  said  board  by  Chapter  74,  Laws  of  1866,  and  confers 

them  on  a  local  board  of  health.) 
Passed  April  26, 1870. 

1871.  *  Chapter  025,  p.  1334,  Vol.  2.  —  An  act  to  amend  and  reduce  to  one 

act  the  scTeiul  acts  relating  to  baildings  in  the  city  of  New  York, 
passed  May  4,  1866,  May  17, 1867,  and  May  6, 1868. 

Passed  April  20, 1871. 

(General  Building  Law.    Repeals  all  preyious  acts  inconsistent) 

1873.  Chapter  355,  p.  505.  —  An  act  to  reorganize  the  local  goTomment 

of  the  city  of  New  York. 
Passed  April  30, 1873. 
(Article  Xl  proyides  for  the  organization  and  duties  of  the  local 

health  depiartment) 

1874.  •  Chapter  547,  p.  734.  —  An  act  to  amend  an  act  entitled,  <<  An  aet 

to  amend  and  reduce  to  one  act,  the  several  acts  relating  to  build* 
ings  in  the  city  of  New  York,  passed  May  4, 1866,  May  17, 1867, 
and  May  6, 1868,"  passed  April  20, 1871. 

Passed  May  22, 1874. 

(Amends  General  Building  Law.) 
U7».   •  Chapter  504,  p.  554.  —  An  act  to  amend  cha]^  906,  of  the  Laws 
of  1867,  entitled  ''An  aet  for  the  regulation  of  tenement  and 
lodging-houses  in  the  cities  of  New  York  and  Brooklyn.** 

Passed  June  16, 1879. 

(Amends  Tenement  House  Act) 
1880.   Chapter  399,  p.  575,  Vol.  1.  —  An  act  to  further  amend  ehapter  908, 
of  the  Laws  of  1867,  entitled  '^  An  act  for  the  rmlataon  of  tene- 
ment and  lodffing-houses  in  the  cities  of  New  York  and  Brook- 
lyn," as  amended  by  chapter  504,  of  the  Laws  of  1879. 

Passed  May  26, 1880. 

(Amends  Tenement  House  Aet) 

1880.  ^  Chapter  521,  p.  729,  Vol.  1.  —  An  act  to  amend  ehapter  336  of  the 

Laws  of  1873,  entitled  <*  An  act  to  reorganise  the  local  goyem- 

ment  of  the  city  of  New  York,**  and  to  reduce  the  burden  €t  taxes 

to  be  leyied  in  said  city. 
Passed  May  29, 1880. 
(Department  of  buildings  abolished,  and  powers  and  duties  traaa- 

ferred  to  the  Bureau  ot  Buildings  of  the  Fire  Department) 

1881.  Chapter  424,  p.  584,  VoL  1. —An  act  to  Umit  the  operation  of  ebap- 

•  Laws  marked  thus  eoataln  proriskms  la  rttetoos  lo  tsatmefti  1 


840  APPENDIX  VI 

ter  626  of  the  Laws  of  1871,  entitled  <<An  act  to  amend  and 
reduce  to  one  act,  the  Beveral  acts  relating  to  buildings  in  the  city 
of  New  York,  passed  May  4, 1866,  May  17, 1867,  May  6, 1868,^' 
in  the  twelfth,  twenty-third  and  twenty-fourth  wards  of  the  <Aty 
of  New  York,  north  of  One  Hundred  and  Fortieth  street 

Passed  May  28, 1881. 

(Amends  General  Building  Law.) 
laOL   Chapter  460,  p.  614,  Vol.  1. — An  act  to  secure  the  registration  of 
plumbers  and  the  supervision  of  plumbing  and  drainage,  in  the 
cities  of  New  York  and  Brooklyn. 

Passed  June  4, 1881. 

(First  Plumbing  Law.) 
1882.   *  Chapter  410,  Consohdation  Act,  title  6,  p.  126,  sections  471-^7. 

(A  General  Building  Law.  Repeals  all  previous  acts  incon- 
sistent.) 

Title  7,  p.  181,  sections  649-667,  tenement  houses. 

(Repeals  all  previous  acts  inconsistent^ 

1884.  *  Chapter  448,  p.  623. — An  act  to  provide  for  acommission  to  inquire 

into  the  character  and  condition  of  tenement-houses  in  the  city 
of  New  York. 
Passed  June  2, 1884. 

1886.  *  Chapter  464,  p.  763.  —  An  act  to  regulate  the  height  of  dwelling- 

houses  in  the  city  of  New  York. 
Passed  June  9, 1886. 
(A  new  act.) 

1885.  *  Chapter  466,  p.  764  —  An  act  to  amend  chapter  410  of  the  Laws 

of  1882,  entitled  ''An  act  to  consolidate  into  one  act  and  to 
declare  the  special  and  local  laws  affecting  public  interests  in  the 
cit^  of  New  York,"  so  far  as  the  same  relates  to  the  bureau  of 
buildings  and  the  erection  of  buildings  in  said  city. 

Passed  June  9, 1886. 

(General  Building  Law.  Repeals  all  previous  building  laws  incon- 
sistent) 

1887.  Chapter  84,  p.  94. — An  act  to  amend  chapter  410,  of  the  Laws  of 

1882,  entitled  ''  An  act  to  consolidate  into  one  act  and  to  declare 
the  special  and  local  laws  affecting  public  interests  in  the  city  of 
New  York,"  in  relation  to  the  powers  and  duties  of  the  health 
fund  and  the  board  of  health,  and  the  health  department  of  the 
city  of  New  York,  and  for  the  preservation  of  the  public  health. 
Passed  March  26, 1887. 
(Amends  Tenement  House  Laws.) 
1887.   ^Chapter  288,  p.  362.  — An  act  to  amend  section  661,  of  chapter 
410,  of  the  Laws  of  1882,  entitled  "  An  act  to  consolidate  into  one 
act  and  to  declare  the  special  and  local  laws  affecting  public 
interests  in  the  city  of  New  York,"  as  amended  by  chapter  84, 
of  the  Laws  of  1887. 
Passed  Mav  6, 1887. 
(Amends  Tenement  House  Act) 
1887.   *  Chapter  489,  p.  619.  —  An  act  to  amend  chapter  410,  of  the  Laws 
of  1882,  entitled  '<An  act  to  consolidate  into  one  act  and  to 
declare  the  special  and  local  laws  affecting  public  interests  in  the 

*Lawi  marked  Urns  oonUin  proviiiona  in  reference  to  tenement  houaee. 
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city  of  New  York/'  in  reUtion  to  the  powers  and  duties  of  the 
board  of  health  and  the  ofllcers  of  the  nealth  department  of  the 
city  of  New  York. 

Passed  June  1, 1887. 

(Relates  to  appointment  of  sanitary  inspectors.) 

1887.  *  Chapter  666,  p.  738.  —  An  act  to  amend  chapter  410,  of  the  Laws 

of  1882,  entitled  ''An  act  to  consolidate  into  one  act  and  to 
declare  the  special  and  local  laws  affecting  public  interests  in 
the  city  of  New  York,^  in  so  far  as  the  same  regulates  the 
construction  of  buildings  in  said  city. 

Passed  June  15, 1887.     Took  effect  twenty  days  later. 

(A  General  Building  Act  amending  the  General  Building  Laws.) 

1888.  *  Chapter  422,  p.  696.  —  An  act  to  amend  chapter  410,  of  the  Laws 

of  1882,  entitled  **  An  act  to  consolidate  into  one  act  and  to 
declare  the  special  and  local  laws  affecting  public  interests  in  the 
city  of  New  York,"  the  board  of  health,  and  of  the  health  depart- 
ment of  the  city  of  New  York,  and  for  the  preseryation  of  the 
public  health. 

Passed  May  28, 1888. 

(Amends  Tenement  House  Laws  in  relation  to  water-cloeeU.) 
188a   *  Chapter  583,  p.  949,  Brooklyn  Consolidation  Act  —  An  act  to  re- 
yise  and  combine  in  a  single  act  all  existing  special  and  local 
laws  affecting  public  interests  in  the  city  of  Brooklyn. 

Title  14,  p.  1023,  sections  1-59. 

(General  Building  Law.  Repeals  all  preyious  acts  inconsistent 
Also  contains  General  Tenement  House  Law,  repealing  all  pre- 
yious acts  inconsistent) 

Passed  June  9, 1888.    Took  effect  June  2,  1888. 

1889.  *  Chapter  211,  p.  259.  —  An  act  to  anicnd  chapter  410,  of  the  Laws 

of  1882,  entitled  ''An  act  to  consolidate  into  one  act  and  to 
declare  the  special  and  local  laws  affecting  public  interests  in 
the  city  of  New  York,''  as  amended  by  chapter  422,  of  the  Laws 
of  1888,  in  relation  to  the  powers  and  duties  of  the  health  fund 
and  the  board  of  health,  and  of  the  health  department  of  the 
city  of  New  York,  and  for  the  preseryation  of  the  public  health* 

Passed  Mar  2, 1889. 

(Amends  Tenement  House  Laws  in  relation  to  water-closets.) 

1889.  *  Chapter  297,  p.  371.  —  An  act  to  amend  chapter  410,  of  the  Laws 

of  1882,  entitled  <'An  act  to  consolidate  mto  one  act  and  to 
declare  the  special  and  local  laws  affecting  public  interests  in 
the  city  of  New  York,"  in  so  far  as  the  same  regulates  the  con- 
struction of  buildings  in  said  city. 

Passed  May  23,  1889. 

(Amends  General  Building  Laws  in  referenoe  to  fireproof  buildings.) 

1890.  *  Chapter  486,  p.  883.  —  An  act  to  amend  section  663  of  chapter  410, 

of  the  Laws  of  1882,  entitled  '^  An  act  to  consolidate  mto  one 
act  and  to  declare  the  special  and  local  laws  affecting  puUio 
interests  in  the  city  of  New  York,"  as  amended  bjr  chapter  84  of 
the  Laws  of  1887,  in  relation  to  the  powers,  duties  and  health 
fund  of  the  board  of  health,  and  of  the  health  department  of  the 
city  of  New  York,  and  for  the  pieseiyatioo  of  the  public  health. 

•  Laws  marked  Urns  oootoin  ptowkknm  In  rslerenes  lo  teatmettl  I 


942  APPENDIX  VI 

Passed  June  4, 1890. 

(Amends  Tenement  House  Acts.) 
1891.  «  Chapter  39,  p.  53.  —  An  act  to  amend  chapter  486,  of  the  Laws  of 
1890,  entitled  <<  An  act  to  amend  section  663  of  chapter  410,  of 
the  Laws  of  1882,  entitled  <  An  act  to  consolidate  into  one  act 
and  to  declare  the  special  and  local  laws  affecting  public  interests 
in  the  city  of  New  York,'  as  amended  by  chapter  84,  of  the  Laws 
of  1887,  in  relation  to  the  powers,  duties  and  health  fund  of  the 
board  of  health,  and  of  the  health  department  of  the  city  of  New 
York,  and  for  the  preservation  of  the  public  health." 

Passed  March  2, 1891. 

(Repeals  previous  law  and  amends  Tenement  House  Act^ 
1891.  *  Chapter  204,  p.  397.  —  An  act  to  amend  section  661,  of  chapter  410, 
of  the  Laws  of  1882,  entitled  <<An  act  to  consolidate  into  one 
act  and  to  declare  the  special  and  local  laws  affecting  public 
interests  in  the  city  of  New  York,"  as  amended  by  chapter  84 
and  chapter  288,  of  the  Laws  of  1887,  in  relation  to  tenement 
and  lodging-houses  and  the  erection  thereof. 

Passed  April  16, 1891. 

(Important  law.    Amends  Tenement  House  Act.) 

1891.  *  Chapter  270,  p.  498.  — An  act  to  amend  chapter  583,  of  the  Laws 

of  1888,  entitled  ''  An  act  to  revise  and  combine  in  a  single  act 
all  existing  special  and  local  laws  affecting  public  interests  in 
the  city  of  Brooklyn,"  in  relation  to  the  department  of  heafUi. 

Passed  April  28, 1891. 

(Amends  Tenement  House  Act  by  defining  a  tenement  house.) 
1892.*  Chapter  238,  p.  490.  —  An  act  to  amend  section  661,  of  chapter  410, 
of  the  Laws  of  1882,  entitled  "  An  act  to  consolidate  into  one  act 
and  to  declare  the  special  and  local  laws  affecting  public  interests 
in  the  city  of  New  York,"  as  amended  by  chapter  84  and  chapter 
288,  of  the  Laws  of  1887,  and  as  further  amended  by  chapter  204, 
of  the  Laws  of  1891,  in  relation  to  tenement  and  lodging-houses. 

Passed  April  7, 1892. 

(Important    Amends  Tenement  House  Act) 

1892.  *  Chapter  275,  p.  543.  —  An  act  to  create  a  department  of  buildings  in 

the  city  of  New  York  and  to  amend  chapter  410,  of  the  Laws  of 
1882,  entitled  '<  An  act  to  consolidate  into  one  act  and  to  declare 
the  special  and  local  laws  affecting  public  interests  in  the  city 
of  New  York,"  in  so  far  as  the  same  relates  to  the  fire  and  buila- 
ing  departments  of  said  city,  and  by  adding  a  new  section  thereto, 
creating  a  bureau  to  be  known  as  <'  the  Bureau  of  Fire  Alarmsi 
Telegraph  and  Electrical  Appliances." 

Passed  April  9,  1892. 

(A  General  Building  Law,  repeals  all  previous  acts  inconsistent, 
creates  a  new  Department  of  Buildings  and  transfers  powers  pre- 
viously vested  in  Fire  Department  to  said  new  Department,  also 
transfers  powers  of  Board  of  Health  in  reference  to  plumbing  and 
drainage,  and  light  and  ventilation  of  new  buildings  to  Building 
Department) 
1892.  *  Chapter  329,  p.  685.  —  An  act  to  amend  section  667,  of  chapter  410, 
of  the  Laws  of  1882,  entitled  '<  An  act  to  consolidAte  into  one  act 

*  Laws  marked  thus  contain  provisiona  in  reference  to  tenement  houaes. 
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and  to  declare  the  special  and  local  laws  affecting  pablio  interests 
in  the  oitj  of  New  Jforkf'*  relating  to  occupation  of  tenement- 
houses,  etc  .^ 

Passed  Anril  19, 1891 

^mends  Tenement  House  Act) 
1892.   Chapter  602,  p.  1148.  —  An  act  to  secure  the  registration  of  plumbers 
and  the  superyision  of  plumbing  and  drainage  in  the  cities  of  tiie 
state  of  New  York. 

Passed  May  16, 1892. 

(A  new  General  Act  appointing  Examining  Boards  of  Plumbers,  ete.) 

1892.  *  Chapter  703,  p.  1451.  —  An  act  to  amend  sections  454  and  485,  of 

chapter  410,  of  the  Laws  of  1882,  entitled  "^  An  act  to  consolidate 
into  one  act  and  to  declare  the  special  and  local  laws  affecting 
public  interests  in  the  city  of  New  York,''  and  also  to  amend  such 
chapters  by  inserting  a  new  section,  to  be  known  as  section  454^ 
relating  to  the  fire  department  of  the  said  ci^. 

Passed  May  19, 1892.    Took  effect  June  1, 1892. 

(Provides  for  a  system  of  fire  alarms  in  tenement  houses.) 

1893.  Chapter  162,  p.  277.  —An  act  to  amend  chapter  602,  of  the  Laws 

of  1892,  entitled  ''An  act  to  secure  the  registration  of  plumbers 
and  the  superyision  of  plumbing  and  drainage  in  the  cities  of  the 
sUte  of  New  York." 
Passed  March  21. 1893. 
^Amends  General  State  Plumbing  Law.) 

1894.  ^  Chapter  479,  p.  963.  — An  act  appointing  a  commission  to  examine 

into  the  tenement-house  question  in  the  city  of  New  York,  and  to 
report  to  the  next  legislature. 

Passed  May  4, 1894. 
1894.   Chapter  481,  p.  1008.  —  An  act  to  amend  chapter  683,  of  the  Laws 
of  1888,  entitled  **  An  act  to  reyise  and  combine  in  a  single  act  all 
existing  special  and  local  laws  affecting  public  interests  in  the 
city  of  Brooklyn,''  in  relation  to  the  department  of  buildings. 

Passed  May  4, 1894.    Took  effect  June  3, 1894. 

(A  General  Building  Law,  repeals  all  previous  acts  inconsistent) 
1896.  Chapter  292,  p.  380,  Vol.  2,  part  1.  —  An  act  to  amend  sections  1, 6, 
7, 10, 13,  22,  23  and  61  of  tiUe  14,  chapter  683,  of  Laws  of  1888, 
entitled  **  An  act  to  reyise  and  combine  in  a  single  act,  all  exist- 
ing special  and  local  laws  affecting  public  interests  in  Uie  city  of 
Brooklyn,"  as  said  title  is  amended  by  chapter  481,  of  the  Laws  of 
1894,  relating  to  the  building  department  of  the  city  of  Brooklyn. 

Passed  April  11, 1896. 

(Amends  General  Building  Law.) 
laoo.  *  Chapter  639,  p.  965,  Vol  2,  part  1.  — An  act  to  amend  sections  84, 
46,  55,  66  and  67  of  title  14,  chapter  683,  of  Laws  of  1888,  en- 
titled <' An  act  to  reyise  and  combine  in  a  single  act  all  existing 
special  and  local  laws  affecting  public  interests  in  the  city  of 
Brooklyn,"  as  said  title  is  amended  by  chapter  481,  of  the  Laws 
of  1894,  relating  to  the  building  department  of  the  city  of 
Brooklyn. 

Passed  May  3, 1895. 

(Amends  Tenement  House  Act.) 

•  Lawf  marked  thus  oootaln  pcofisloDS  In  rstetoos  to  I 
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1895.  •Chapter  567,  p.  1099,  VoL  2,  part  1.  — An  act  to  amend  chapter 

410,  of  the  I4tw8  of  1882,  entitled  '<  An  act  to  consolidate  into  one 
act  and  to  declare  the  special  and  local  laws  affecting  publio 
interests  in  the  city  of  New  York,"  as  subsequently  amended  by 
chapter  84,  of  the  Laws  of  1887,  and  chapter  288,  of  the  Laws 
of  1887,  and  chapter  275,  of  the  Laws  of  1892,  and  otherwise  so 
as  to  provide  for  the  improvement  of  tenement  and  lodging-houses 
in  the  city  of  New  York. 

Took  effect  May  9, 1895. 

(Important    Amends  Tenement  House  Act) 

1896.  *  Chapter  355,  p.  390,  Vol.  2.  — An  act  to  amend  chapter  588, 

of  the  Laws  of  1888,  entitled  **  An  act  to  revise  and  combine  in 
a  single  act  all  existing  special  and  local  laws  affecting  the  pub- 
lic interests  in  the  city  of  Brooklyn,"  as  amended  by  chapter  539, 
of  the  Laws  of  1895,  in  relation  to  the  department  of  buildings. 

Took  effect  AprU  21,  1896. 

(Amends  Tenement  House  Act) 
1896.   Chapter  610,  p.  730,  Vol.  2.  — An  act  to  amend  chapter  410  of 
tiie  Laws  of  1882,  entitled ''  An  act  to  consolidate  into  one  act 
and  to  declare  the  special  and  local  laws  affecting  public  inter- 
ests in  the  city  of  New  York,"  in  relation  to  buildings  in  said  city. 

Took  effect  May  13, 1896. 

(Amends  building  laws  in  reference  to  bay  windows.) 
1896.   Chapter  643,  p.  767,  Vol.  2.  — An  act  to  amend  chapter  583,  pf  the 
Laws  of  1888,  entitled  <<  An  act  to  revise  and  combine  in  a  single 
act  iJl  existing  special  and  local  laws  affecting  public  interests 
in  the  city  of  Brooklyn." 

Took  effect  May  13,  1896. 

(Amends  General  Building  Law.) 
1896.   Chapter  723,  p.  880,  Vol.  2.-— An  act  to  amend  section  484,  chapter 
410,  of  the  Laws  of  1882,  entitled  <<An  act  to  consolidate  into 
one  act  and  to  declare  the  special  and  local  laws  affecting  the 
public  interests  in  the  city  of  N^ew  York." 

Took  effect  May  19, 1896. 

(Amends  General  Building  Law  in  relation  to  fireproof  dwellings.) 

1896.  Chapter  803,  p.  1052,  VoL  2.  —  An  act  in  relation  to  plumbing  in 

the  city  of  New  York. 
Took  effect  May  21, 1896. 
(A  new  act  regulating  plumbing.) 

1897.  Chapter  321,  p.  293,  Vol.  2.  —  An  act  to  regulate  the  height  of  fire> 

proof  dwelling-houses  in  the  city  of  New  York. 

(A  new  act) 
1897.  *  Chapter  378,  Greater  New  York  Charter.  —  An  act  to  unite  into 
one  Municipality  under  the  corporate  name  of  the  city  of  New 
York  the  various  communities  lying  in  and  about  New  York 
harbor,  including  the  city  and  county  of  New  York,  the  city  of 
Brooklyn,  county  of  Kings,  the  county  of  Richmond,  and  a  part 
of  the  county  of  Queens,  and  to  provide  for  the  government 
thereof. 

Took  effect  May  4, 1897. 

Title  7,  p.  462,  sections  1304-1325. 

*  Laws  marked  thus  contain  proyislona  in  reference  to  tenement  houses. 
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(Important  Amends  Touemeut  House  Act,  and  rei)ealB  all  pre- 
vious acts.) 
1897.  Chapter  557,  p.  S35.  — An  act  to  amend  section  484,  of  chapter  410, 
of  the  Laws  of  1882,  entitled  ''  An  act  to  consolidate  into  one  act 
and  to  declare  the  special  and  local  laws  affecting  the  public  in- 
terests in  the  city  of  New  York,"  as  amended  by  chapter  723  of 
the  Laws  of  1896. 

Took  effect  May  19,  1897. 

(Amends  building  laws  in  relation  to  fireproof  buildings.) 
1897.  •  Chapter  672,  p.  919,  Vol.  2.  —  An  act  to  amend  chapter  410,  of  the 
Laws  of  1882,  entitled  *'  An  act  to  consolidate  into  one  act  and 
to  declare  the  special  and  local  laws  affecting  public  interests  in 
the  city  of  New  York,''  as  amended  by  chapters  84  and  288,  of 
the  Laws  of  1887,  and  by  chapter  238,  of  the  Laws  of  1892, 
and  by  chapter  567,  of  the  Laws  of  1895,  and  otherwise,  so 
as  to  provide  for  the  improvement  of  tenement  and  lodging- 
houses. 

Took  effect  May  27,  1897. 

(Provides  for  window  guards  in  tenement  houses.) 
1897.  Chapter  724,  p.  984,  Vol.  2.  ~  An  act  to  amend  chapter  410,  of  the 
Laws  of  1882,  entitled  ''An  act  to  consolidate  into  one  act  and 
to  declare  the  special  and  local  laws  affecting  the  public  interests 
in  the  city  of  New  York,"  relating  to  the  erection  of  coverings 
over  sidewalks,  and  inclosures  around  buildings  for  the  protec- 
tion of  pedestrians. 

Took  effect  May  22,  1897. 

(Amends  General  Building  Laws.) 
1899.   ^  Chapter  161,  p.  313.  —  An  act  to  repeal  chapter  672,  of  the  Lawa 
of  1897,  relative  to  window  guards. 

Took  effect  March  30,  1899. 

(Repeals  window  guard  provisions.) 
1899.  Chapter  646,  p.  1429,  Vol.  2.  —  An  act  to  amend  chapter  410,  of  the 
Laws  of  1^2,  entitled  <' An  act  to  consolidate  into  one  act  and 
to  declare  the  special  and  local  laws  affecting  the  public  interests 
in  the  city  of  New  York,"  in  relation  to  buUdings  in  the  county 
of  New  York. 

Took  effect  May  25, 1899. 

(Amends  building  laws  in  relation  to  bav  windows.) 

1899.  The  Building  C<^e. — An  ordinance  adopted  by  the  city  of  New 

York.     Took  effect  December  20,  1899;   authorized  under  the 
provisions  of  section  647  of  the  Greater  New  York  Charter. 
(A  new  General  Building  I^aw,  repeals  all  previous  State  laws  and 
local  onlinniioofi  \i\hm\  this  subject) 

1900.  Chapter  279,  p.  620,  Vol.  1.  —  An  act  appointing  a  commission  to 

examine  into  Uie  tenement-house  question  in  cities  of  the  first 
class,  and  to  report  to  the  next  legislature  a  code  of  Tenement- 
House  Laws. 
Took  effect  April  4, 1900. 

•  Laws  marked  thus  ocmtain  provirioiis  in  rsfarsnoe  lo 
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RESULTS    OF   INVESTIGATIONS   IN    BUFFALO   IN   1900 


Ih  the  iiiTestigations  made  by  the  Commission  in  BoflFalo,  three 
schedules  were  prepared,  one  haying  reference  to  the  general  conditions 
of  the  houses  and  g^unds,  called  the  ''General  Statistical  Card'';  one 
relating  to  the  interior  of  the  houses,  called  the  **  Interior  Card  ^ ;  and 
one  relating  to  the  condition  of  the  separate  apartments,  known  as  the 
"  Apartment  Card."  Copies  of  these  scnedules  will  be  found  in  Appen- 
dix X.  With  these  cards  as  the  basis  of  their  investigation,  one  inspector 
was  detailed  to  examine  the  Italian  District  and  one  to  examine  the  Polish 
District.  The  results  of  the  inspection  were  noted  on  the  cards  as  the  in- 
vestigations were  made  and  turned  in  daily.  From  these  cards  have  been 
prepared  the  tables  below,  which  set  forth  the  principal  facts  obtained.  It 
nas  not,  however,  been  deemed  necessanr  or  of  value  to  tabulate  all  the 
items  noted  upon  the  inspection  cards.  The  tables  set  out  the  information 
separately  for  the  Italian  and  Polish  Districts,  as  the  conditions  differ 
widely  in  the  two  localities.  In  the  Italian  District  the  examination  has 
been  confined  practically  to  those  houses  which  under  the  BuCFalo  ordi- 
nances are  defined  as  tenement  houses,  viz.  houses  occupied  as  a  dwelling 
by  over  four  families  or  more  living  independently  of  one  another  and 
doing  their  cooking  upon  tlie  premises,  or  by  three  or  more  above  the 
second  floor  so  living  and  cooking.  The  total  number  of  such  houses 
reported  is  151,  but  from  this  number  should  be  deducted  3  lodging 
houses.     All  percentages  shown  are  with  these  lodging  houses  excluded. 

In  the  investigation  of  the  Polish  District  197  houses  were  examined, 
and  houses  containing  three  or  more  families  were  included  for  the  reason 
that  the  Poles  live  mostly  in  small,  detached  houses.  It  has  not  been 
attempted  to  report  upon  all  houses  of  this  class,  for  the  reason  that  it 
would  have  been  impossible,  within  the  time  and  means  at  our  disposal. 
The  worst  specimens  are,  however,  included,  and  it  is  believed  that  the 
whole  number  reported  upon  exhibit  fairly  the  conditions  that  exist  in 
that  section. 

In  the  following  table  the  facts  as  shown  by  the  General  Statistical 
and  Interior  Cards  are  summarized :  — 

iTAum  DirraicT 

Number  of  hooMS 161 

Controlled  by  — 

Owner 91 

Percentage  of  nme 61% 

General  letee 19 

Percentage  of  same 19% 

Agent aO 

Percentage  of  ■ame S0% 

Material  of  constmcUon  — 

Wood 88 

Percentage  of  same 0% 
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OothodiM  whltowMbed 1 

Bolldingt  with  ilr»-«0eftpaf 19 

PeroenUM  of  MUM 1S% 

Boildingt  with  flrt-MoapM  of  iron 17 

Boildingi  with  flre-awsapes  of  wood 1 

Ladden  connecting  with  roof 18 

Fire-«scapet  encumbered 6 

Tenements  with  animals  on  premises,  all  hotses 11 

Basements  used  for  dwelUngi 88 

Percentage  of  same 1^ 

Basements  i^ed  for  saloon 1 

Basements  used  for  kitchen 1 

Tenements  without  cellars St 

ATerage  width  of  public  hallwajs SA  fL 

Public  hallways 148 

Dark 80 

Percentage  of  same WL 

Fair f* 

Percentage  of  sasM 1% 

Light 107 

Percentage  of  same 74% 

Tenements  with  red  light  on  each  floor 6 

With  white  light  on  each  floor       * 79 

With  suitable  fire  congs 81 

With  two  means  of  egress 87 

Tenements,  front  door  locked  at  nisht 16 

Number  of  tenements  with  prlTSte  halls  dir^ 19 

Percentage  of  same 18% 

With  halU  fair 80 

Percentage  of  same 80% 

With  halls  clean 99 

Percentage  of  same 67% 

With  odorsTn  hail 80 

Tenements  with  wood  and  iron  stain 4 

Percentage  of  same 8% 

With  stone  and  wood  stain 8 

Percentage  of  same 1% 

With  wooden  stain 148 

Percentage  of  same 98% 

Tenements  with  stain  dirty 14 

Percentage  of  same 9% 

With  stain  fair 41 

Percentage  of  same 87% 

With  stain  clean 98 

Percentage  of  same 64% 

Tenements  with  staircase  to  roof 80 

Roof  used  to  dry  clothes 81 

Chimneys  — 

Plenty  of  chimneys,  place  for  sIoy«  or  flnplaos  for  each  apartment 
City  water  — 

Furnished  for  erery  set  of  apartasents 180 

I*eroentage  of  same 88% 

NotfumUhed            18 

Percentage  of  same 18% 

Water  protected  from  freeaing 1 

Tenements  with  baths 4 

8hower I 

Tubs 8 

Number  of  water-closets 688 

PriTies 88 

Kind  of  closets— 

Automatlo 7 

Tank 84 

Plunger 6 
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Kind  of  dofleU  (continued)  — 

Hopper IM 

Tenements  without  one  water-closet  for  eyery  family  or  fifteen  peiwnis    •  46 

Condition  of  plumbing — 

Bad 10 

Percentage  of  same 0% 

Fair  . 4* 

Percentage  of  same 8% 

Good 184 

Percentage  of  same 01% 

Number  of  tenements  not  whitewashed  twice  a  year 18S 

Whitewashed  twice  a  year 14 

Facilities  for  washing  and  drying  clothes — 

Without 7 

Percentage  of  same 6% 

Poor 19 

Percentage  of  same 12% 

Good 122 

Percentage  of  same 89% 

Garbage  and  ashes  in  wooden  barrels 147 

Place  for  garbage  not  provided 80 

Business  conducted  on  premises — 

Groceries 41 

Saloons 18 

Barbershops 8 

Shoe  shops 8 

Undertaker 1 

Fruit  storage 2 

Cigar  factory 1 

Milk  depots 2 

Miscellaneous 27 

No  business 87 

Total  rent  ascertained  for  147  tenements,  i>er  month 88,268176 

Average  monthly  rental  per  tenement 6&80 

Average  monthly  rental  per  apartment 612 

Polish  District 

Total  number  of  houses 187 

Controlled  by  agent 18 

Percentage  of  same 8% 

Material  of  construction,  wood 187 

Height  of  buildings  — 

One  story 86 

Percentage  of  same 88^ 

Over  one  story  and  less  than  two 81 

Percentage  of  same 16i% 

Two  stories 100 

Percentage  of  same 61% 

niree  stories 1 

Percentage  of  same JS% 

Number  of  apartments 878 

Average  number  of  apartments  to  tenement 448IS 

Number  of  rooms 2,188 

Average  nuiiiljor  of  rooms  to  apartment 8jB 

Nuiiiliur  of  fiiniilius •        •         •  868 

Total  number  of  inhabitants 4,012 

Average  number  of  persons  to  apartment 6j6 

Number  of  adults  over  fourteen 2,277 

Children  between  ages  of  three  and  fourteen i^SM 

Under  five Ml 

Vacant  apartments 81 

Vacant  rooms 78 

Houses  having  janitor 1 
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nouM  hmTing  etmtim  or  yardf 107 

IVtrociiiA^r  of  Hiime •        •        •  I^^0% 

OmilfJPttV»cl  with  Mtonfi S 

iWiintAg^  of  ftAuie 1% 

Oowift jiftTec!  wUh  HMJ»k 31 

r«n«fiLa4^  i>f  Bftme 10% 

Udp»ti!4                            174 

WroMii^ge  of  a&tne      ••••••••••  80% 

Conrti  dmitiod  &nd  tmpiwd S 

Cl«»iiUn«««  of  court  — 

CieMi                 171 

FfrOvtiUge  of  Mine 87% 

tfclr                   11 

P^<ci!iiUge  of  nine 0% 

Dlrtj lb 

F^fTo^ntngt  of  laine 7% 

Tefi^T^'^r'-  ^-'.-h    athooaee  need  for  elonigeY  fnd,  g»rbe§e,  water-ckMeU  •  104 
Cleanlineee  of  oathooeee  — 

Clean 180 

PeroentMtfe  of  eame 00% 

fWr                   8 

FtfoenUge  of  mine 1.6% 

IXktf                6 

iWomiUffo  (»f  «aitie 8.6% 

CNiUioiiA««  iwbli«wMb«l 1 

Flr»-«tcA|ifii           none 

T«iieia«nu  wiU)  animals  on  premieee 10 

Kltidi  of  an^mak — 

Honee 8 

Fowl! 4 

Basements  used  for  dwelling none 

OlUni  m*d  iifT  storage  and  foel 18 

rercf'TiJa^n  t*f  i**kii»t 7% 

TencmentJi  witboat  oellan 186 

fVreeniniiv  0t  une  , 08% 

At«<nt|^  wklUi  of  fitibUe  hallways 6.% 

l*iibUi?  hAUwftjji,  <Uik    « ••  1 

]>rc^i»ui|(4*  of  ume .6% 

Public  hall^aya.  light 108 

!r     rti^ofaun© 00.6% 

Tenements  wUb  two  mcanK  of  egress 88 

Front  door  loctkuHl  SI  tiiflht 108 

Tenements  whh  tiJilUi  dlriy 8 

l'cn!CQUge  of  same 8% 

Fair                  1 

IVrcc^ntagf  of  same .6% 

Clean                100 

l>rt»nt4Lgi^  of  same ^^ 

Tenemft^t-K  with  ^idors  In  hall       ••••#••#•  8 
Material  of  stairs  » 

Wood 107 

]  ' '                 '  ■  tme              •••••••••  ^W>% 

Ttnemr                          dirty 8 

]  vrrf^ntA^v  of  same     •••• 8% 

Fair                   1 

I%rt^nUg«  of  same .6% 

Clean                 100 

FerDenlaffe  of  same ML6% 

Tenem^nis  wiifa  mtsk^tum  to  roof 1 

Chimneys  — 

Plenty  of  chimneys  in  eaoh  apartaMok 
Location  of  water  supply  — 

In  the  yard 48 

Percentage  of  same      •       •       •       • 88% 

TOL.  II — 2  A 
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Loortioo  of  wBter  wapgltf  (eomiimmed)  — 

la  jmtd  and  house 101 

Fereeatage  <rf  MBM 61% 

Inhoam 68 

PtoeenU^B  of  MBo 17% 

Water  not  forniabed  for  ererj  ooe  famfly  or  aet  of  apartmimtB  ...  1 

Proiected  from  freesliig none 

TenemenU  with  bathe 1 

Kmnber  of  water-cloeeu S19 

Pririee U2 

Tboemenu  with  water-doaeta  in  hooae 9 

Percentage  of  same 9% 

Inyaida 191 

Fereentage  of  same 97% 

Klodofckiaets  — 

Foontain % 

Percentage  of  same 1% 

FInnger 1 

Feroeotage  of  same JB% 

Hopper IM 

Feroeotage  of  same ^% 

TteementswithoQi  at  least  1  water-doaet  for  erery  family  or  16  penona.  18 

Percentage  of  same 10% 

With  waier-doaet  for  every  family  or  16  persons 170 

Percentage  of  same 90% 

Condition  of  plnmbing — 

Good 180 

Percentage  of  same 90% 

Bad 8 

Percentage  of  same 4% 

Tenementa  whitewashed  twice  a  year none 

Facilities  for  washing  and  dryhig  clothes,  with 190 

Without 1 

Garbage  and  ashes  kept  in  wooden  barrels  in  yard  —         ....  — 
Business  conducted  on  premises  — 

Grocery 1 

Percentage  of  same ^ 

Saloon .  7 

Percentage  (rf  same                                     ^ 

No  business 182 

Percentage  of  same ^^^JS% 

Miscellaneous 7 

Percentage  of  same SM. 

Total  present  rent  ascertained  from  180  tenements,  per  month  .  .    92,881.60 

Average  rental  per  month  per  tenement 14.19 

Average  monthly  rental  per  apartment 8.11 

The  following  table  contains  a  summary  of  facts  relating  to  separate 
apartments :  — 

Italiak  Distsiot 

Total  number  of  booses 147 

Total  number  of  apartments 1^78 

Apartments  with  windows  opening  on  yard  or  court  only  ....  884 

Percentage  of  apartments  with  windows  opening  on  yard  or  court  only  24% 

Total  number  of  rooms 8,866 

Rooms  reported  dark 688 

Percentage  of  dark  rooms 16% 

Rooms  with  fair  light 98 

Percentage  of  rooms  with  fair  light 8% 

Rooms  welllii^ted 2,099 

Percentage  of  rooms  well  lighted 82% 
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Rooms  with  bAd  TenUUiion 68S 

Percentage  of  rooms  with  bad  TeotUaUon 18% 

Booms  with  fftir  ▼entiUtloti 860 

Percentage  of  rooms  with  fair  TeotilmUon 10% 

Booms  with  good  TentilaUon i/NW 

Percentage  of  rooms  with  good  TeotUatlon 72% 

Nomber  of  lodgers 480 

Number  of  families  with  one  or  more  lodgers 180 

Percentage  of  families  with  lodgers 0% 

Apartments  where  lodgers  are  separmie  from  family 130 

Apartments  where  lodgers  are  not  separate 0 

Number  of  apartments  actuallT  used  for  sleeping  rooms     ....  8,684 

Percentage  of  rooms  actually  used  for  sleeping  rooms   ....  70% 

Number  of  children  sttending  school  between  ages  of  five  and  fourteen  1,114 
Percentage  of  children  attending  school  between  ages  of  fl?e  and  fourteen     80% 

Number  of  children  between  ages  of  five  and  fourteen  working  48 

Manufacturing  carried  oa  on  premisea  — 

Cigar  making 8 

Dressmaking 1 

Tailor 1 

8hoemaking 1 

Apartments  with  sickness  at  time  of  report 48 

Cases  of  tuberculosis 8 

KpllopsT 1 

Typhoid  fever 1 

8kin  diseases 6 

Number  of  apartments  dirty 180 

Percentage  of  dirty  rooms 8% 

Number  of  apartments  fairly  dean 881 

Percentage  of  same 16% 

Number  of  apartments  clean 1,818 

rorcontage  of  same 77% 

Number  of  families  in  which  bead  of  family  te  a  laborer     ....  OHO 

Total  amount  of  wages  of  families  reported 8IO,707iM) 

Average  wages  of  family  per  week  after  deducting  wages  of  families  not 

ascertained IM 

Average  rent  of  apartments  per  month  after  deducting  all  apartmenu,  the 

rent  of  which  was  not  asoertained 4j08 

Nationality  of  families  » 

Italian 1,848 

American 101 

German 80 

Irish 87 

Canadian 80 

English 10 

8cotch 8 

French 4 

Russian 8 

Austrian 1 

Hungarian 1 

Polffi^ 8 

Arabian 1 

Syrian 0 

Pouaa  DnrmiOT 

Total  number  of  houses 107 

Total  number  of  apartments 878 

Apartments  with  windows  opening  on  yard  or  eoort  only  ....  408 

Percentage  of  apartments  with  wiadows  opening  on  yard  or  oomt  only  60% 

Total  number  of  rooms 8,188 

Booms  reported  dark 10 

Peroentage  of  dark  roona,  lass  than 10% 
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Rooms  well  lighted 2,172 

Rooms  with  Tentilstion  bttd 16 

Percentage  of  rooms  with  bad  Tentilation,  less  than       •       •       •       •  19% 

Rooms  with  good  Tentilation 2,178 

Number  of  lodgers 47 

Number  of  families  with  one  or  more  lodgers 80 

Percentage  of  families  which  have  lodgers 8%  ' 

Lodgers  separated  from  families  by  partitions 47 

Number  of  rooms  actually  used  for  cieepiug 1,010 

Percentage  of  rooms  actually  used  as  sleeping  rooms     ....  74% 

Number  of  children  attending  school 051 

Percentage  of  children  attending  school  between  ages  of  6  and  14        .  08% 

Number  of  children  between  ages  of  6  and  14,  working      ....  40 
Blanufacturing  carried  on  on  premises  — 

Dressmaking 1 

Watchmaking 1 

Shoemaking 1 

Premises  with  sickness  at  present  time,  kind  of  disease  not  reported         .  26 

Number  of  apartments  dirty 42 

Percentage  of  dirty  apartments 6% 

Number  of  apartments  reported  fairly  clean 8 

Percentage  of  fairly  clean  apartments 1% 

Number  of  apartments  clean 826 

Percentage  of  apartments  clean 04% 

Number  of  families  in  which  head  of  family  Is  a  laborer     ....  543 

Total  amount  of  ayerage  weekly  wages  of  families $7,102.06 

Ayerage  wages  of  family  per  week,  after  deducting  all  families  whose 

average  wages  were  not  ascertained 8.58 

Total  amount  of  rent  of  apartments  per  month t2,0S8.80 

Average  rent  of  apartments  per  month  after  deducting  apartments  the 

rent  of  which  was  not  ascertained 8.40 

Nationality  of  famUles  — 

Polish 820 

German 20 

Italian 1 

Russian  Jews 8 

Canadian 1 

American 0 

Hollander 1 

It  will  be  noticed  that  about  39  per  cent  of  the  tenements  in  the 
Italian  District  are  controlled  by  agents  or  lessees,  while  less  than  7  per 
cent  are  similarly  controlled  in  the  Polish  District  This  fact  is  at  the 
bottom  of  many  of  the  evils  that  prevail  in  the  Italian  Quarter.  The 
owner  rents  the  premises  for  a  round  sum  to  some  one  more  or  less  enter- 
prising who3e  whole  object  then  is  to  secure  as  much  rent  as  possible  out 
of  the  tenant  for  the  smallest  possible  amount  of  expense  for  repairs  or 
proper  sanitary  provision.  In  this  way  the  owner  frequently  gets  a  good 
return  from  property  that  otherwise  would  be  wholly  unproductive.  In 
the  Italian  District,  out  of  a  total  of  148  houses  27  per  cent  cover  100  per 
cent  of  the  lot ;  3  per  cent  cover  95  per  cent  of  the  lot ;  6  per  cent  cover 
90  per  cent  of  the  lot;  6  per  cent  cover  85  per  cent  of  the  lot ;  11  per  cent 
cover  80  per  cent  of  the  lot ;  9  per  cent  cover  75  per  cent  of  the  lot,  and 
38  per  cent  cover  65  per  cent  or  less  of  the  lot. 

in  the  Polish  District,  out  of  a  total  of  197  houses  ^^  of  1  per  oent 
cover  100  per  cent  of  the  lot ;  2  per  cent  cover  90  per  cent  of  the  lot ; 
4  per  cent  cover  80  per  oent  of  the  lot ;  6  per  cent  cover  75  per  cent 
of  the  lot ;  6  per  cent  cover  70  per  cent  of  the  lot ;  10  per  cent  cover  65 
per  oent  of  the  lot,  and  71|^  per  cent  cover  60  per  cent  or  less  of  the  lot. 
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In  the  ordinances  controlling  tenement  honaea  it  is  provided,  that  all 
such  houses  erected  after  passage  of  the  act  shall  cover  only  75  per  cent 
of  the  lot,  except  in  the  case  of  a  comer  lot,  when  90  per  cent  may  be 
utilized.  The  nigh  percentage  of  ground  covered  by  so  manv  of  the 
Italian  tenements  is  because  nearly  all  these  houses  are  old  and  were  in 
existence  before  the  ordinances  were  enacted. 

In  the  Italian  District  22  per  cent  of  the  houses  are  wood,  5  per  cent 
stone,  and  73  per  cent  of  brick,  while  in  the  Polish  District  all  are  of 
wood.  As  to  heiglit  of  buildings,  the  Italian  District  shows  more  than 
two-thirds  to  be  of  3  stories  or  less,  the  balance  5  stories  and  more  tlian 
3  stories.  Of  the  5-story  houses  there  aro  only  8  reporte<l.  In  the  Polish 
District  there  is  only  1  house  reported  more  than  2  stories  in  height 
The  whole  number  of  apartments  in  the  Italian  District  is  1573,  con- 
taining 3555  rooms,  with  an  average  of  10.63  apartments  to  a  tenement, 
and  an  average  of  2.3  rooms  to  an  aiiartment.  These  apartments  are 
inhabited  by  a  total  of  6683  persons,  divided  into  1552  families,  show- 
ing an  average  to  each  apartment  of  4.74  persons.  Of  this  total  popula- 
tion, 4184  appear  to  be  Italian,  with  2499  children  under  the  age  of  14 
years. 

Turning  to  the  Polish  District,  we  find  the  total  apartments  to  be  873, 
containing  2188  rooms,  with  an  average  of  4.43  apartments  to  a  tenement, 
and  an  average  of  2.5  rooms  to  an  a|)artment  The  total  population 
appears  to  be  4612,  divided  into  863  families,  an  average  of  5.5  persons  to 
each  apartment  Of  this  total  population  2277  are  adults  and  2333  are 
children  under  14  years  of  age.  These  results  show  rather  curiously  that, 
though  the  Poles  live  in  small  and  detached  dwellings,  vet  that  the  over- 
crowding is  greater  by  far  than  among  the  Italians,  who  live  in  the  typical 
tenement  houses.  It  also  seems  to  indicate  that  there  are  a  larger  number 
of  the  Italians  who  are  unmarried,  as  the  number  of  children  among  the 
Poles  is  so  much  greater  in  proportion  than  among  tlie  Italians.  In  the 
Italian  Quarter  24  out  of  51  nouses  examined  have  janitors  and  3  a  night 
watchman.  In  the  Polish  Quarter  only  1  janitor  is  reported,  but  this  is 
because  the  ordinances  require  janitors  only  in  dwellings  having  8 
families  or  more.  It  appears  that  114  out  of  148  houses  in  the  Italian 
Quarter  have  courts,  and  of  these  77  are  paved,  but  only  17  are  trapped  and 
drained  pro|)erly.  Seventy-eight  per  cent  of  the  courts  are  reported 
clean,  8  per  cent  fair,  and  14  per  cent  dirty.  In  the  Polish  District,  owing 
to  the  character  of  the  houses,  only  23  houses  appear  to  have  courts,  2  only 
of  which  are  drained  and  trapped,  but  87  per  cent  of  the  yards  and  oourts 
are  reported  clean,  6  per  oent  fair,  and  7  per  cent  dirty. 

As  to  fire  protection  in  the  Italian  District,  19  out  of  148  houses  only 
have  fire-escapes,  17  of  which  are  of  iron,  2  of  wood.  Eiehteen  of  theee 
buildings  have  ladders  connectinfj^  with  roof.  Five  of  the  escapes  are 
encumbered.  In  the  Polish  District  there  are  no  fire-escapes,  aa  there  ia 
only  1  building  more  than  2  stories  high.  It  should  be  noted  that  fire 
protection  is  a  matter  within  the  control  of  the  Fire  Department  of  the 
city  of  Buffalo,  and  the  regulations  governing  that  Department  control 
the  disposition  of  fire-escapes. 

The  keeping  of  animals  on  tenement  premises  does  not  seem  to  be  a 
serious  evil,  as  in  the  Italian  Quarter  there  are  only  12,  all  horses.  In 
the  Polish  Quarter  there  are  10  cases,  6  having  horses  in  bams  oo  the 
premises,  4  having  fowls  in  the  yards. 
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Twenty-three  basements  in  the  Italian  Quarter  are  occupied  as  dwell- 
ings, but  under  the  definition  of  a  basement  in  the  Buffalo  ordinances, 
more  than  one-half  the  height  of  said  basement  from  floor  to  ceiling  must 
be  above  the  ground,  so  that  there  is  rarely  trouble  for  want  of  light 
or  air.  In  the  Polish  Quarter  no  basements  or  cellars  are  used  for 
residences. 

It  appears  also  that  the  average  width  of  public  hallways  is  5.5  feet  in 
the  Italian  Quarter,  and  about  the  same  in  the  Polish  Quarter.  This 
seems  to  be  a  generous  width,  sufBcient  for  light  and  ventilation,  if 
properly  arranged.  Twenty-five  per  cent  of  these  hallways  in  the  Italian 
Quarter  are  dark,  about  1  per  cent  fair,  and  the  balance  light  In  the 
Polish  District  only  1  dark  hallway  is  reported,  the  balance  being  all 
light 

The  ordinances  provide  that  in  all  tenement  houses  containing  8  or 
more  families,  and  over  3  stories  in  height,  red  lights  shall  be  main- 
tained all  night  on  every  flight  of  stairs,  and  1  or  more  gongs  shall  be 
so  placed  and  be  of  such  size  and  number  as  to  give  an  alarm  throughout 
the  house  in  case  of  fire.  As  only  5  tenements  in  the  Italian  Quarter  are 
reported  as  having  such  lights,  it  appears  that  the  ordinance  is  not  en- 
forced. Seventy-nine  houses,  however,  are  reported  as  having  white 
lights,  and  21  houses  as  having  suitable  fire  gongs.  In  the  Polish  Quarter 
no  red  lights  or  gongs  are  reported  whatever. 

Only  2  of  the  houses  in  the  Italian  District  are  reported  as  having 
2  means  of  egress,  and  in  15  the  front  door  is  locked  at  night  In  tiie 
Polish  Quarter  all  the  front  doors  seem  to  be  locked  at  night,  and  63  out 
of  197  have  2  means  of  egress.  In  the  Italian  District  19  of  the  halls 
are  dirty,  30  fair,  the  balance,  89  in  number,  being  clean.  In  the  Polish 
Quarter  6  houses  are  reported  dirty,  1  fair,  and  the  balance  clean. 

In  the  Italian  Quarter  there  are  only  4  houses  with  wood  and  iron 
stairs,  2  of  stone  and  wood,  the  balance,  142,  having  wooden  stairs.  In  the 
Polish  Quarter,  of  course,  all  the  staircases  are  of  wood.  Fourteen  of  these 
staircases  in  the  Italian  Quarter  are  dirty,  41  fair,  93  clean.  In  the  Polish 
Quarter  6  of  the  staircases  are  dirty,  1  fair,  and  the  balance  clean.  In  the 
Italian  Quarter  30  houses  have  staircases  to  the  roof  and  in  21  the  roof  is 
used  to  dry  clothes.  In  the  Polish  Quarter  the  roofs  are  not  used  at  all, 
and  there  are  no  staircases  to  the  roof. 

It  appears  that  in  both  tenement  sections  the  houses  are  furnished  with 
plentv  of  chimneys,  with  places  for  stoves  or  fireplaces  in  each  apartment 

The  ordinances  provide  that  city  water  be  furnished  for  every  family  or 
set  of  apartments.  In  the  Italian  Quarter  18  houses  have  not  water  so  fur- 
nished. In  the  Polish  Quarter  only  1  seems  to  be  without  sufficient  pro- 
vision of  water.  Practically,  no  provision  is  made  for  protecting  the  water 
from  freezing,  as  a  matter  of  fact,  and  in  cold  weather  the  water  is  let  run. 
The  Italians  have  4  baths,  in  the  148  houses  reported,  1  shower,  the 
balance  tubs.    The  Poles  have  1. 

In  the  Italian  Quarter  there  are  636  water-closets,  28  privies,  which, 
divided  amonj^  the  total  population,  would  give  1  to  every  12  persons, 
which  is  within  the  provisions  of  the  ordinances,  which  provided  one  for 
every  family  or  15  persons.  It  appears,  however,  that  actually  t^ere  are 
46  families  without  adequate  provisions  in  this  respect  In  the  Polish 
District,  taking  the  whole  number  of  water-closets  and  privies,  there  is  1 
for  every  13  persons.    There  are  18  cases  where  the  provision  is  inadequate. 
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The  condition  of  the  plumbing  is  bad  in  10  cases  in  the  Italian  Qoar- 
ter,  4  fair,  the  balance  good  In  the  Polish  Quarter  there  are  8  bad  cases, 
and  the  balance  are  reported  good. 

The  ordinances  of  Buffalo  re(|uire  that  all  tenements  be  whitewashed 
twice  a  year.  This  is  a  provision  which  is  idmost  universally  not  en- 
forced in  either  the  Italian  or  the  Polish  Quarter.  The  ordinances  also 
provide  that  receptacles  for  rarbage  shall  be  of  incombustible  material. 
This  also  is  not  enforced,  as  all  receptacles  reported  appear  to  be  wooden 
barrels.  In  80  cases  in  the  Italian  Quarter  no  space  for  garbage  is  pro- 
vided on  the  lands  of  the  owner  of  the  building. 

In  the  Italian  Quarter  a  great  variety  of  business  seems  to  be  carried 
on  on  the  tenement  house  premisesi  mainly,  however,  on  the  ground  floor, 
as  many  of  tlie  buildings  nave  shops  on  tiiis  floor.  It  will  be  noticed, 
however,  that  there  is  only  1  cigar  factory  and  2  milk  depots.  Out  of 
148  houses  67  have  no  business  carried  on.  In  the  Polish  Quarter  only 
15  places  are  reported  as  carrying  on  business,  1  a  grocery,  7  saloons,  and 
7  miscellaneous. 

The  total  rent  ascertained  for  148  tenements  in  the  Italian  Quarter  is 
98258.75  per  month,  or  an  average  monthW  rental  of  955.80  per  tenement 
house,  or  an  average  monthly  rental  per  nunily  of  95.32.  In  the  Polidi 
Quarter  the  total  present  rent  ascertained  for  189  tenements  per  month  is 
92681.60,  or  an  averase  rental  per  month  per  tenement  house  of  914.19, 
or  an  average  monthly  rental  per  apartment  of  93.11,  from  which  it 
appears  that  the  average  rental  of  inferior  dwellings  among  the  Italians 
is  per  apartment  about  71  per  cent  higher  than  in  the  Polish  District. 

In  tne  Italian  District  24  per  cent  of  the  apartments  have  windows 
opening  only  on  yards  or  courts,  and  of  the  total  number  of  rooms  reported 
15  per  cent  are  dark,  3  ner  cent  with  fair  light,  and  82  per  cent  with 
good  light  In  the  Polish  Quarter  50  per  cent  of  the  apartments  have 
windows  opening  on  yards  or  courts  only.  It  must  be  understood,  how- 
ever, in  this  latter  case,  that  yard  or  court  is  taken  to  be  sp^ce  between 
houses  or  in  the  rear  of  lots,  usually  ample.  In  the  Polish  Quarter  there 
is  less  than  1  per  cent  of  dark  rooms ;  the  balance  are  well  lighted. 

As  to  ventilation,  in  the  Italian  Quarter  there  are  18  per  cent  of  the 
rooms  with  bad  ventilation,  10  per  cent  with  fair  ventilation,  72  per  cent 
with  good  ventilation.  In  the  Polish  Quarter,  less  than  1  per  cent  of 
the  ventilation  is  bad ;  the  balance  is  good. 

It  is  not  believed  that  these  statistics  as  to  lodgers  are  accurate,  for 
the  reason  that  it  is  almost  impossible  to  ascertain  their  number.  The 
situation  as  to  lodgers  varies  from  time  to  time,  as  at  certain  seasons  of 
the  year  they  are  very  much  more  numerous  than  at  others.  In  addition, 
the  families  who  take  lodgers  usually  refuse  to  tell  the  truth  about  the 
number  whom  they  entertain. 

In  the  Italian  District,  70  per  cent  of  the  rooms  actually  occupied  are 
used  as  sleeping  rooms,  in  the  Polish  District  74  per  cent 

The  percentage  of  children  between  the  ages  of  5  and  14  jttM  attend- 
ing school  in  the  Italian  District  is  86 ;  in  the  Polish  District,  68.  The 
number  of  children  working  between  the  ages  of  5  and  14  in  the  Italian 
District  is  43  per  cent;  in  the  Polish  46  per  cent 

Very  little  manufacturing  is  carried  on  on  the  premises  in  either  the 
Polish  or  Italian  District  There  appear  to  be  3  cases  of  cigar  making  in 
the  former  and  none  in  the  latter. 
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As  to  the  matter  of  health,  only  42  cases  of  contagious  disease  are 
reported  in  the  Italian  District  out  of  a  population  of  G683,  and  of  these 
8  cases  are  reported  as  being  tuberculosis.  In  the  Polish  District  25  cases 
are  reported  out  of  a  total  population  of  4612,  but  among  these  there 
appear  to  be  no  cases  of  tuberculosis. 

As  to  cleanliness  of  apartments  in  the  Italian  District,  8  per  cent  are 
dirty,  15  per  cent  are  fairly  clean,  77  per  cent  are  clean.  In  the  Polish 
Quarter  aoout  5  per  cent  of  the  apartments  are  dirty,  about  1  per  cent 
fair,  and  94  per  cent  clean.  In  989  cases  the  head  of  the  family,  among 
the  Italians,  is  a  laborer.  In  543  cases  among  the  Poles  the  head  of  the 
family  is  a  laborer.  The  total  amount  of  weekly  wages  of  families  re- 
ported among  the  Italians  is  $10,797.50;  and  the  average  wages  of  each 
family  per  week,  excluding  those  families  whose  wages  are  not  ascertained, 
is  97.03  per  week.  The  average  rent  of  premises  per  month,  excluding  all 
apartments  the  rent  of  which  was  not  ascertained,  is  94.63.  Among  the 
Poles,  the  average  wages  of  each  family  per  week,  excluding  all  families 
whose  wages  were  not  ascertained,  is  98.56.  The  total  amount  of  rent  of 
apartments  per  month  is  92633.80,  and  the  average  rent  of  apartments 
per  month,  excluding  all  apartments  the  rent  of  which  is  not  ascertained, 
IS  93.46,  which  indicates  that  the  Poles,  while  earning  considerably  higher 
wages,  pay  a  much  less  rent  per  month. 

As  to  nationality,  in  the  Polish  Quarter,  so-called,  the  bulk  of  the 
population  is  Polish,  as  in  the  Italian  Quarter  it  is  Italian,  there  being 
scattering  families  of  almost  every  nationality,  including  a  considerable 
number  of  Americans. 
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TESTIMONY  OF  BUILDING  DEPARTMENT  OFFICIALS  IN 
RELATION  TO  THE  NON-ENFORCEMENT  OF  THE 
TENEMENT   HOUSE  LAWS   IN   NEW   YORK   CITY 


Tmc  Commission  held  its  sixth  public  meeting  at  the  Assembly  Boom 
of  the  United  Charities  Building,  109  East  22d  Street,  New  York,  on 
December  10,  1900,  at  2.30  p.m. 

There  were  present  tlie  Chairman  and  members  of  the  Commission. 

Tke  Chairman.  —  I  will  open  this  hearing  of  the  Tenement  House 
Commission,  and  there  are  just  two  or  three  words  I  wish  to  say  in  behalf 
of  the  Commission  in  opening  it  The  Commission,  since  it  was  appointed, 
has  received  the  utmost  courtesy  from  all  the  heads  of  our  dty  depart- 
ments. At  an  early  period  of  our  work  we  invited  them  to  meet  witn  us 
informally,  and  we  discussed  informally  various  questions,  and  particu- 
larly had  the  benefit  of  having,  by  informal  discussion,  suggestions  from 
the  different  members  of  the  city  government,  and  I  refer  particularly  to 
the  members  of  the  Department  of  Buildings,  of  the  Department  of  Health, 
of  the  Fire  Department,  and  also,  though  less  concerned  with  our  work, 
from  members  of  the  Police  Department;  and  I  will  say  that  since  that 
time  every  request  that  this  Commission  has  made  of  any  of  the  city 
departments  has  been  cheerfully  and  promptly  complied  with,  and  all 
records  and  papers  which  we  have  asked  to  see  have  been  promptly  placed 
at  our  disposal. 

We  have  made  inspections  of  our  own  through  our  own  inspectors,  as 
it  was  o\ir  duty  to  do,  and  those  inspections  have  developed  a  number  of 
instances  in  which  it  seemed  that  the  law  had  been  violated,  or  else  that 
discretion  given  under  the  laws  had  been  unwisely  used.  We  have  thought 
that  it  was  our  duty  under  these  circumstances  to  bring  these  matters  to 
the  attention  of  the  heads  of  city  departments  by  a  hearing  of  this  char- 
acter, and  accordingly  they  have  been  asked  to  come  before  us  in  the  man- 
ner provided  by  law ;  that  is,  by  the  service  of  a  subpesna,  and  in  sending 
that  subpoena  we  have  sent  a  letter  similar  in  form,  I  think,  in  every 
instance,  and  that  letter  I  now  read,  from  the  one  addressed  to  Mr.  Brady 
of  the  Building  Department,  and  I  read  it  because  it  is  intended  to  repre- 
sent and  does  represent  the  attitude  of  the  Commission  in  this  matter. 
This  is  addressed  to  the  Hon.  Thomas  J.  Brady,  President  of  the  Board 
of  Buildings,  etc. 

**  It  evidently  becomes  the  duty  of  the  Tenement  House  Commission 
to  inquire  in  some  degree  into  some  instances  of  apparent  neglect  of  duty 
on  the  part  of  persons  connected  with  your  department ;  and  for  that  rei^ 
son  we  nave  thought  it  preferable,  both  for  you  and  for  us,  that  you  should 
be  requested  to  attend  nefore  us  l^  the  service  of  a  subpoena  in  the  man- 
ner provided  by  the  law  under  which  we  are  acting.     We  would  wish  yon 
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to  understand^  howeyer,  that  we  recognize  none  the  less  the  courtesy  with 
which  you  have  aided  the  Coininissiou  in  the  performance  of  their  duty. 
We  shall  endeavor  to  send  you  either  with  this  letter  or  later  some 
memoranda  which  will  call  your  attention  to  a  number  of  subjects  on 
which  we  seek  information^  so  that  you  may  have  full  opportunity  to 
inform  yourself  about  them." 

And  simultaneously  with  this  letter,  and  if  I  understand  rightly, 
enclosed  in  it,  was  a  memorandum,  which  was  intended  to  call  attention 
to  a  number  of  subjects  to  which  we  wish  to  refer  this  afternoon. 

In  the  division  of  labor  which  has  been  made  among  members  of  the 
Commission,  the  particular  duties  connected  with  this  hearing  have  been 
undertaken  by  the  yice-Chairman,  Mr.  Cravath,  and  he  will  practically 
occupy  the  chair  for  the  purposes  of  this  meeting. 

Mr.  Cravath  then  took  the  chair. 


TESTIMONY  OF  THOMAS  J.  BRADY 

COMMISSIONSR   OF    BuiLDINQS    OF    THB    BOROUOHS    OF    MaKHATTAJT    AND 

Bronx,  and  Prbsidknt  of  thb  Board  of  Buildings  of  Grbatkb 
New  York 

Thomas  J.  Bradt,  being  duly  sworn,  testified  as  follows :  — 

The  Chairman,  —  What  official  position  do  you  hold,  Mr.  Brady,  under 
the  city  government  ? 

Mr,  Brady,  —  Commissioner  of  Buildings  of  the  Boroughs  of  Manhat- 
tan and  Bronx,  and  President  of  the  Board  of  Buildings  of  Greater  New 
York. 

The  Chairman.  —  You  are  the  head  of  the  Department  of  Buildings  ? 

Mr.  Brady. — Yes,  sir. 

The  Chairman.  —  Will  you  briefly  state  the  organization  of  that 
Department  for  the  entire  city,  the  manner  in  which  the  work  is  divided 
between  heads  and  sub-heads,  etc.  ? 

Mr.  Brady.  —  The  Commissioners  are  coequal  in  the  powers  they 
represent.  Commissioner  Guilfovle  has  sole  administrative  authority  and 
appointing  power  for  the  Borough  of  Brooklyn.  Commissioner  Campbell 
has  sole  aidministrative  power  and  appointing  power  for  the  Boroughs  of 
Richmond  and  Queens.  I  have  sole  administrative  power  and  appointing 
power  for  the  Boroughs  of  Manhattan  and  Bronx  The  three  Commis- 
sioners meet  and  adopt  rules  for  the  government  of  Greater  New  York 
which  are  to  be  enforced  uniformly  in  all  boroughs.  In  each  of  the 
boroughs  each  Commissioner  has  the  right  to  designate  or  appoint  a 
Superintendent  of  Buildings.  Each  Commissioner  has  that  as  his  individ- 
ual right  The  Superintendent's  duties  are  to  perform  the  duties  specified 
by  law,  and  act  as  Commissioner  in  the  absence  of  the  Commissioner. 
That  will  be  the  first  Superintendent  in  the  Itoroughs  of  Manhattan  and 
the  Bronx  We  have  two  separate  superintendents.  Mr.  John  A.  Dooner 
is  first  Superintendent  Mr.  Sylvester  Murphy  is  second  Superintendent 
We  have  the  bureaus  in  the  Department  divided  into  what  are  termed 
divisions.  That  is,  the  plan  division,  violation  clerk's  division,  the  fire- 
escape  division,  unsafe  buildings  division,  and  complaint  division.  The 
work  assigned  to  each  of  these  divisions  are  matters  appertaining  to  what 
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they  are  organized  for.  We  have  a  oorpe  of  inspeoiors  classified  as  con- 
struction inspectors,  who  are  mechanics  such  as  the  law  requires,  either 
architects,  civil  engineers,  masons,  carpenters,  or  iron-workers.  Those 
men  have  charge  of  the  construction  of  Doildings.  We  have  a  plumbing, 
lighting,  and  ventilation  division  where  the  inspectors  are  practiod  plumb- 
ers and  sanitary  engineers.  Their  duties  are  to  inspect  the  construction 
and  the  progress  of  the  work  as  to  light,  ventilation,  plumbing,  and  drain- 
age. We  have  a  corps  of  engineers,  most  of  them  aopointed  by  the  title 
of  inspectors,  who  are  assigned  to  examining  plans  ana  report  on  the  appli- 
cations when  made  as  to  whether  any  infringement  or  infraction  of  the 
law  is  shown  either  by  plan  or  specification,  and  their  objections  are 
founded  on  the  plans  as  submitted,  which  are  then  returned  to  the  office 
for  disapproval,  and  by  amending  or  correcting  the  mistakes  that  mav 
have  occurred  in  these  plans,  then  the  final  approval  for  a  permit  is  issued. 
Matters  of  alterations  of  buildings  are  adopted  on  a  similar  score.  The 
plan  division  is  the  portion  where  applications  are  filed  for  a  permit  to 
either  erect  or  alter  a  building.  If  it  is  a  building  that  requires  to  be 
referred  to  the  sanitary  experts,  such  as  a  tenement  nouse,  lodging  house, 
or  class  of  building  that  would  come  under  that  section  of  the  law,  that 
goes  to  the  sanitar]^  examination,  plumbing,  light,  and  ventilation  division. 
If  there  is  no  question  as  regards  liffht  or  ventihition  such  as  is  required  by 
law,  as  in  an  office  building^  warehouse,  or  stable,  that  goes  direct  to  the 
construction  engineers  and  is  passed  on  by  them  as  to  the  strength  of 
material  and  all  matters  appertaininff  to  the  construction  submitted.  Any 
reports  found  on  these  are  returned  back  to  the  plan  desk,  so  that  Um 
architect  can  know  on  what  grounds  the  plans  have  been  disapproved. 
He  is  also  forwarded  a  slip  containing  a  memorandum  of  whv  the  permit 
has  been  denied,  and  with  that  information  the  custom  is  that  they  call 
at  the  office,  make  a  correction  in  tliem  in  what  we  term  the  form 
of  amendment  to  their  plan,  and  then  the  phin  is  finally  acted  upon  and 
approved. 

Questions  as  regards  complaints  from  all  sections  of  the  city  are 
received,  whether  anonymous  or  signed  by  any  person,  and  are  forwarded 
to  the  complaint  desk,  and  through  the  complaint  clerk  assigned  to  the 
inspector  of  the  district  in  which  Uie  complaint  refers  to.  Thereupon  it 
is  investigated  by  the  inspector  and  reports  made  back  to  the  division  of 
complaints.  If  it  develops  a  case  that  should  require  a  fire-escape,  the 
case  is  made  against  the  building  where  Uie  cause  of  complaint  is  found 
warranted,  and  they  are  recorded  at  the  fire-escape  desk,  or  fire-escape 
division ;  notice  is  prepared  and  served  on  the  owners.  If  it  should  be 
a  violation  of  law  other  than  the  question  of  a  fire^scape,  it  will  go  to  the 

feneral  violation  division,  there  recorded  and  forwarded  for  prosecution. 
f  it  should  be  an  unsafe  case,  it  would  be  recorded  in  the  unsafe  division, 
and  proper  notice  issued  to  the  owners  of  the  building. 

The  Chairman.  — To  whom  do  you  forward  these  violations  for  prose- 
cution ? 

Mr,  Brady,  — To  the  Corporation  Counsel. 

The  Chaimuin,  —  You  have  no  legal  department  of  your  own  f 

Mr,  Brady, — No,  sir. 

TV  Chairman,  —  You  simoly  have  such  ooonsel  as  the  Corporation 
Counsel's  office  assigns  to  yon  7 

Mr,  Brady,  —  Yes,  sir. 
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The  Chairman.  —  I  understand  joxXf  as  President  of  the  Board,  have  no 
jurisdiction  in  Brooklyn? 

Mr.  Brady.  —  No,  sir,  except  in  joint  body  by  action  of  the  Board. 

Hie  Chairman.  —  If,  for  instance,  there  were  differences  of  opinion 
between  you  as  Superintendent  for  New  York,  or  as  the  Commissioner  for 
New  York,  and  the  Commissioner  for  Brooklyn  as  to  the  construction  of  a 
law,  that  could  only  be  settled  by  an  appeal  to  the  full  Board? 

Mr.  Brady. — That  could  only  be  settled  by  an  appeal  to  the  full 
Board,  or  an  opinion  from  the  Corporation  Counsel  for  an  interpretation 
of  the  law. 

The  Chairman.  —  But  the  decision  of  the  full  Board  upon  any  ques- 
tion is  binding  ux>on  each  of  the  three  Commissioners? 

Mr,  Brady.  — -The  majority  is  the  way  we  rule. 

7%e  Chairman.  —  You  have  no  separate  department  of  your  organizar 
tion  for  tenement  houses,  have  you  ? 

Mr.  Brady.  —  Except  the  division  we  term  plumbing,  light,  and  ven- 
tilation. They  deal  exclusively  with  the  plans  as  filed  for  plumbing, 
drainage,  ligh^  and  ventilation,  and  those  are  in  a  form  of  application  that 
refers  directly  to  tenement  houses. 

Hie  Chairman.  —  And  also  to  other  classes  of  houses  where  the  same 
questions  arise  ? 

Mr.  Brady.  —  The  same  question  does  not  arise  in  other  classifications 
of  buildings. 

The  Chairman.  —  So  that  the  questions  of  light  and  ventilation  refer 
almost  exclusively  to  tenement  houses,  and  therefore  that  work  of  the 
Department  is  almost  entirely  taken  up  with  tenement  house  inspeo- 
tion? 

Mr.  Brady.  —  Yes,  sir ;  in  the  examination  of  plans  and  issuing  permits ; 
but  the  inspectors  on  plumbing,  light,  drainage,  and  ventilation  may  meas- 
ure the  rooms,  measure  the  size  of  the  openings,  measure  the  size  of  the 
courts  and  area  of  the  lot  covered,  while  the  construction  inspector,  who 
is  a  mechanic,  looks  after  the  foundation,  mason  work,  iron  work,  and  all 
other  matters  pertaining  to  the  construction. 

The  Chairman.  —  Then  none  of  your  inspectors  in  point  of  fact  would 
give  all  their  time  to  tenement  houses ;  they  would  be  called  upon,  also,  to 
examine  other  buildings  so  far  as  they  relate  to  their  particular  depart- 
ment? 

Mr.  Brady.  —  Yes,  sir,  but  the  nlumbing,  drainage,  light,  and  ventilation 
would  only  refer  to  the  tenement  house  section ;  their  duties  would  not  be 
applicable  at  all  to  examining  the  plumbing  in  other  buildings  because 
tnere  would  be  no  requirement  as  to  light  and  ventilation  under  the 
statutes. 

The  Chairman,  —  How  many  inspectors  have  you  altogether  for  tiie 
Boroughs  of  Manhattan  and  Bronx  ? 

Mr.  Brady.  —  I  cannot  recall  that  from  memory  at  the  present  time. 

7!!^  Chairman.  —  Approximately  ? 

Mr.  Brady.  —  Probably  160. 

The  Chairman.  — Do  you  remember  how  many  of  these  belong  to  the 
light  and  ventilation  department,  approximately  ? 

Mr.  Brady.  —  Probably  fifty. 

ITie  Chairman.  —  And  you  think  the  principal  work  of  those  fifty  is 
the  inspection  of  tenement  houses  and  tenement  nouse  plans  ? 
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Mr.  Brady,  —  With  the  exception  of  the  time  thej  derote  for  the  gen- 
eral work  of  plumbing. 

Th€  Chairman.  —  What  proportion  of  the  work  of  those  fifty  would  be 
in  connection  with  plumbing  on  other  buildings  than  tenement  nouses  ? 

Mr.  Brady.  —  Every  one  of  them,  just  according  to  the  number  of 
buildings  that  would  be  in  that  district 

The  Chairman.  — Can  jou  give  a  rough  estimate  as  to  the  relatiye  dis- 
tribution of  their  work  between  tenement  houses  and  other  buildings  ? 

Mr.  Brady.  —  No;  it  would  be  their  entire  duty  to  examine  M  classes 
of  plumbing,  so  that  if  we  had  an  office  buildins  or  stable  they  would  hare 
to  see  that  the  plumbing  was  properly  executed  just  as  much  as  if  it  were 
a  tenement  house;  and  it  depends  on  the  district,  how  many  buildings 
would  be  erected  where  plumbing  would  be  used ;  those  men  would  have 
to  cover  that  district 

7%e  Chairman.  —  And  men  havins  a  tenement  house  district  would 
haye  a  great  deal  to  do  with  tenement  nouses  ? 

Mr.  Brady.  —  More  in  certain  sections  of  the  city  than  in  others. 

77^  Chairman.  —  I  understand  you  have  no  separate  inspectors  for 
light  and  ventilation  ? 

Mr.  Brady.  —  Yes,  sir. 

7%e  Chairman.  — The  same  inspector  looks  after  ventilation,  light,  and 
plumbing  and  sanitary  questions  generally,  so  far  as  aflFecting  that 
department  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Have  you  the  full  amount  of  inspectors  allowed  by 
law? 

Mr.  Brady.  —  Yes,  sir. 

T%e  Chairman.  —  How  is  the  number  of  inspectors  for  your  Depart- 
ment determined  ? 

Mr.  Brady. — Altogether  by  the  appropriation  that  we  receive  from 
the  city  government 

The  Uhairman.  —  You  could  have  more  inspectors  if  you  had  a 
larger  appropriation  ? 

Mr.  Brady. — Yes,  sir. 

The  Chairman.  —  Did  you  get  in  the  last  budget  the  full  appropriatioii 
you  asked  for? 

Mr.  Brady.  —  No^  sir ;  we  were  reduced. 

The  Chairman.  —  Do  you  remember  what  you  asked  and  what  you 
received? 

Mr.  Brady.  — Trom  ISdS,  the  first  reduction  was  about  $45,000, 
commencing  on  the  1st  of  Janua^,  1898.  1899  was  continued  by  an 
additional  reduction  of  about  f  10,0(K).  In  1900,  for  the  year  1901,  there 
is  a  still  further  reduction  of  about  f  10,000.  In  all  for  the  past  three 
years  we  have  been  reduced  985,000  or  970,000  <m  the  general  appropria- 
tion. 

The  Chairman.  —  And  in  asking  for  that  appropriatioii  do  you  specify 
a  specific  sum  for  inspectors  ? 

Mr.  Brady.  —  Yes,  sir ;  number  of  inspectors  and  the  salaries. 

The  Chairman. ^^DojQfa  remember  to  what  extent  your  allowance  for 
that  appropriati<m  for  inspectors  has  been  reduced  ? 

Mr.  Brady.  —  Probably  ten  or  twelve  inspectors. 

The  Chairman.  —  That  is,  say,  about  8  per  cent? 
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Mr.  Brady.  —  I  asked  for  the  restoration  of  the  f  10,000  that  was  cnt 
for  the  present  year  for  the  purpose  of  employing  additional  inspectors  at 
an  average  of  $1200  a  year,  which  would  employ  eight.  Some  of  the 
inspectors  are  employed  for  f  1000  a  year,  so  that  would  be  eight  or  ten  we 
are  short  this  coming  year. 

The  Chairman.  —  And  you  were  short  the  same  last  year  ? 

Mr  Brady.  —  Short  the  same  amount  last  year  and  a  larger  amount  the 
year  previous. 

The  Chairman.  —  So  you  now  have,  I  should  imagine  from  your  figures, 
upward  of  twenty  fewer  inspectors  than  you  have  asked  for  ? 

Mr.  Brady. — No;  in  some  places  we  adopted  a  different  theory  of 
reducing  salaries  so  as  to  keep  the  force  intact  as  near  as  possible. 

The  Chairman.  —  You  cannot  state  from  memory  any  division  of  your 
light,  ventilation,  and  plumbing  inspectors  between  tenement  house  districts 
and  other  districts,  can  you  ?  I  am  trying  to  get  at  what  proportion  of  the 
force  is  available  under  your  practice  for  tenement  house  inspection. 

Mr.  Brady.  —  No,  I  cannot,  because  they  mer^e  into  each  other. 

The  Chairman.  — Can  you,  if  we  wish  it,  furnish  a  statement  showing 
the  districts  into  which  you  have  divided  the  city  and  the  number  of  light, 
ventilation,  and  plumbing  inspectors  for  each  district  ? 

Mr.  Brady.  —  Yes,  sir,  I  can  furnish  that  at  any  time. 

The  Chairman.  — I  will  be  obliged  if  you  will  furnish  that  in  the  next 
few  days. 

Mr.  Brady.  —  I  will  see  that  it  is  done. 

The  Chairman. — Now  we  want  your  help,  Mr.  Brady,  not  only  on 

auestions  involving  the  enforcement  of  law,  but  also  to  some  extent  on 
iie  questions  we  are  considering  in  connection  with  the  present  law.  One 
of  the  important  subjects,  as  you  know,  treated  of  by  the  law  now,  is  the 
percentage  of  the  lot,  particularly  an  inside  lot,  which  may  be  covered  by 
the  tenement  house  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Do  you  regard  the  present  restrictions  of  the  law 
adequate  in  that  regard  ? 

Mr.  Brady.  —  I  think  they  are  satisfactory. 

The  Chairman.  —  You  think  they  are  satisfactory  from  a  sanitary  point 
of  view  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  — What  proportion  of  an  inside  lot  do  you  understand 
may  be  covered  now  by  a  tenement  house  ? 

Mr.  Brady.  —  Seventy-five  per  cent,  the  extreme. 

The  Chairman.  —  It  is  your  opinion,  then,  that  where  a  lot  is  built  upon 
with  tenement  houses  covering  75  per  cent  of  an  inside  lot,  and  the  maxi- 
mum of  a  corner  lot,  which,  I  believe,  is  92  per  cent,  that  adequate  pro- 
vision is  made  for  light,  air,  and  ventilation  ? 

Mr.  Brady.  —  Yes,  sir,  if  the  plan  is  properly  prepared,  they  can  adopt 
the  size  of  courts  and  shafts  that  will  give  proper  ventilation.  Some  plans 
do  not  cover  the  full  75  per  cent ;  some  cover  anything  from  65  to  75. 

The  Chairman.  —The  limit  is  75? 

Mr.  Brady.  —  Yes,  sir;  it  was  formerly  78  per  cent. 

The  Chairman.  —  In  your  judgment  is  the  law  in  respect  to  limiting^ 
tenement  houses  to  75  per  cent  of  the  lot  being  enforced  ? 

Mr.  Brady.  —Yes. 
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The  Chairman.  —  Toa  think  it  is  prettj  generallj  7 

Mr,  Brady.  —  Yes,  sir. 

The  C^otrmon.  —  Now  as  to  air  shafts ;  the  present  law,  as  I  understand 
it  is  that  air  shafts  must  be  at  least  2  feet  4  inches  in  width  ? 

Mr.  Brady.  —  Where  the  building  is  not  more  than  five  stories  high. 

The  C^iairman.  —  Has  your  Denartment  some  discretionary  power  with 
reference  to  regulatino;  the  size  ana  character  of  air  shafts  ? 

Mr.  Brady.  — Nothing  less  than  2  feet  4  inches  in  width,  and  we  hare 
the  power  where  the  building  is  increased  in  height  to  compel  an  increased 
area  for  tlie  shaft,  which  we  ado|ited  by  rule  by  the  Board  of  Buildings,  a 
building  more  than  fire  stories  in  height  must  increase  the  width  of  the 
shaft  at  the  narrowest  point  not  less  than  4  inches  in  addition. 

The  Chairman.  —  And  you  exercise  the  same  care  in  enforcing  the 
provisions  of  this  rule  as  you  do  of  the  statutes  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  You  recognize  the  Building  Code  as  baring  the  same 
force  on  your  Department  as  the  statutes  passed  by  the  legislatare,  do  you 
not? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  And  you  draw  no  distinction  between  the  enf oro^ 
ment  of  the  Building  Code  and  the  general  statutes  ? 

Mr.  Brady.  —  None  at  all.  The  Building  Code  is  based  on  the  seetion 
of  the  Charter  authorizing  the  Municinal  Assembly  to  adopt  a  Building 
Code,  in  consequence  of  the  Boroughs  oi  Queens  and  Richmond  not  haring 
any  building  law. 

The  Chairman.  —  Did  your  Department  pass  on  that  Building  Gode 
before  it  was  adopted  ? 

Mr.  Brady. — The  three  Commissioners  of  the  Building  Department 
to-day  were  members  of  the  Building  Code  Commission. 

The  Chairman.  —  And  does  that  Code  represent  the  views  of  the  three 
Commissioners  ? 

Mr,  Brady.  —  Yes,  sir ;  at  the  time  of  the  adoption  of  the  Code  on  the 
2dd  of  December,  1898. 

The  Chairman.  — What  do  you  understand  to  be  the  minimum  air  shaft 
allowed  under  any  conditions  by  the  present  law,  or  present  Building  Code  7 

Mr.  Brady.  —  Twenty-five  square  feet  of  s^^ea,  and  for  smaller  building 
10  square  feet,  but  anything  less  than  25  square  feet  is  not  included  in 
the  area  covered. 

The  Chairman.  ^  The  law  allows  less  than  26  square  feet  in  smaller 
buildings  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  What  do  you  mean  bv  "  smaller  buildings  "  7 

Mr.  Brady.  —  Take  a  building  that  wul  not  cover  an  extra  depth  of 
lot ;  three-story  buildings  and  with  maybe  four  or  five  rooms  on  a  floor, 
the  interior  shaft  lighting  not  more  uian  two  rooms,  we  make  a  eon- 
cession,  make  that  regtilation  to  adapt  itself  to  that  class  of  buildings ; 
whereas  a  five-story  building  with  four  or  five  families  on  a  floor  no  con- 
sideration is  given  for  less  uian  25  feet  of  the  area  covered. 

Tfi€  Chairman.  —  Do  jon  mean  to  say  that  in  the  Borouffhs  of  Manhat- 
tan and  Bronx  you  permit  in  any  building  air  shafts  less  than  25  feet  in 
area? 

Mr.  Brady.  —  No,  sir. 
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The  Chairman.  —  Yoa  would  not  pennit  them  here  even  in  a  small 
building  ? 

Mr.  Brady. — No,  sir ;  we  get  25  square  feet  as  a  rule  in  all  plans. 

The  Chairman.  —  Is  not  the  law  mandatory  that  the  minimum  must  be 
25  square  feet  ? 

Mr.  Brady.  —  No,  sir ;  only  they  are  not  given  consideration  as  to  the 
area  of  the  lot  covered. 

The  Chairman.  —  Can  you  refer  me  to  the  law  that  permits  air  shafts 
smaller  than  25  feet  ? 

Mr.  Brady.  —  The  section  of  the  law  states  that  not  less  than  25  feet  of 
the  area  shall  be  covered.  It  don't  restrict  a  smaller  shaft  where  we  can 
get  light  and  ventilation. 

The  Chairman.  —  It  is  permissible  to  have  bedrooms  open  on  these 
smaller  shafts  ? 

Mr.  Brady.  —  Yes,  sir;  they  very  rarely  occur,  except  in  the  alteration 
of  old  houses. 

The  Chairman.  —  But  I  understood  you  to  have  stated  it  is  permissible  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  — You  have  stated  where  there  were  four  or  five  rooms 
on  a  floor  you  permitted  them  to  open  on  to  these  smaller  shafts  ? 

Mr.  Brady.  —  Yes,  sir ;  in  special  cases. 

The  Chairman.  —  Are  the  regulations  in  the  various  boroughs  uniform  ? 

Mr.  Brady.  — Yes,  sir. 

The  Chairman.  —  Where  they  rest  in  the  discretion  of  this  Department  ? 

Mr,  Brady.  —  Yes,  sir ;  and  the  regulations  are  prepared  and  based  on 
the  Code  and  Charter,  and  adopted  by  the  Board  m^ing  uniform  rules  and 
regulations  for  the  entire  city. 

The  Chairman! — So  that  if  that  regulation  is  enforced  in  the  Borough 
of  Manhattan  it  is  also  enforced  in  the  Borough  of  Brooklyn  ? 

Mr.  Brady.  —  Yes,  sir ;   as  near  as  we  can. 

The  Chairman.  —  I  read  you  a  regulation  of  the  Building  Department : 
**  Except  as  hereinafter  otherwise  stated,  every  light  and  air  shaft  or  court 
for  habitable  rooms  must  be  at  least  25  square  feet  in  area  up  to  and  includ- 
ing five  stories  in  height,  and  be  increased  five  square  feet  in  area  for  each 
additional  story  beyond  the  fifth."     That  is  the  regulation  for  all  boroughs  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Does  that  regulation  permit  of  any  exceptions  ? 

Mr.  Brady. — Alterations. 

Tl^e  Chairman.  —  I  mean  new  buildings  ? 

Mr.  Brady. — Well,  it  would  be  in  buildings  less  than  five  stories  in 
height 

The  Chairman.  —  It  does  not  say  so.  *'  Up  to  and  including  five  stories 
in  height" 

Mr.  Brady. — That  is  the  question  of  the  estimated  area  and  making 
oaloulations  of  the  lot  area. 

The  Chairman.  —  No.  '^  Except  as  hereinafter  otherwise  stated,  every 
light  and  air  shaft  or  court  for  habitable  rooms  must  be  at  least  25  square 
feet  in  area  up  to  and  including  five  stories  in  height,  and  be  increased 
five  square  feet  in  area  for  each  additional  story." 

Mr.  Brady.  —  Yes;  except  where  there  may  be  an  alteration  of  any 
building. 

The  Chairman.  —  We  are  speaking  about  new  buildings  entirely. 
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Mr.  Jimdff.  —  We  do  not  allow  tliot 

The  Chairfnan,  —  So  that  there  can  be  no  qtiestion  then  in  faror  of  an 
air  shaft  less  than  25  sqnare  feet? 

Mr,  Brady,  —  No,  sir. 

The  Chairman.  —  Now  on  the  Question  of  the  requirements  as  to  win- 
dows opening  into  the  outer  air,  what  is  the  praotioiu  construction  of  Uie 
law  by  the  Building  Department  ? 

Mr.  Brady,  —  We  consider  the  open  air  an  open  court 

The  Chairman.  —  So  that  if  a  court  is  enclosed  on  four  sides  it  is  not 
the  outer  air  ? 

Mr.  Brady.  —  It  is  the  outer  air  unless  it  is  enclosed  on  the  roof. 

The  Chairman.  —  So  that  if  you  have  an  air  shaft  25  square  feet  in 
area,  5  feet  square,  and  a  building  fire  stories  high,  you  consider  windows 
on  that  shaft  opening  to  the  outer  air  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Prorided  it  is  open  at  the  top  ? 

Mr.  Brady,  —  Yes. 

The  Chairman.  —  If  it  is  closed  at  the  top  you  would  not  permit  win- 
dows opening  on  that  shaft  ? 

Mr,  Brady.  —  We  do  not  hare  any  closed  shafts  at  all. 

The  Chairman,  —  You  draw  no  distinction  between  air  shafts  dosed 
on  all  sides  and  air  shafts  onen  on  one  side  with  reference  to  determining 
whether  the  outer  air  is  in  that  shaft  or  not  ? 

Mr,  Brady,  —  We  always  try  to  adopt  that  form  to  get  them  to  hare 
currents  of  air  through  their  shafts,  but  where  the  shaft  is  not  enclosed 
at  the  top  we  consider  it  open  air. 

The  Chairman.  —  On  the  question  of  ventilating  halls  and  stairs,  what 
do  you  understand  the  praotickl  construction  of  the  law  to  be  by  the  Build- 
ing Department  ? 

Mr.  Brady.  —  We  have  tenement  houses  with  three  or  four  families 
on  a  floor,  which  is  practically  dumb-bell  shape,  with  court  adjoining  the 
stairways  and  windows  opening  into  the  open  courts.  Where  there  are 
tenement  houses  constructed  with  one  familr  on  each  side  of  the  hall  and 
stairs  located  separately  there  is  a  width  between  the  cylinders  of  the 
atairs,  averaging  9  to  12  inches ;  it  has  a  bulkhead  on  the  roof  and  venti- 
lating skylight  which  ventilates  that  hall  to  the  roof,  and  the  lower  hall 
or  main  entrance  hall  direct  to  the  street 

The  Chairman.  —  In  these  eases  you  permit  a  hall  that  has  no  window 
opening  into  the  outer  air  ? 

Mr.  Brady.  — There  is  no  law  a^nst  it 

The  Chairman.  —  So  it  has  no  window  at  all  7 

Mr.  Brady.  —  I  speak  of  a  tenement  house  five  stories  in  height  with 
a  family  each  side  of  the  hall,  stairs  located  in  the  centre  of  the  building. 
There  is  no  law  either  by  the  Charter,  Consolidation  Act,  or  Code,  making 
it  compulsory  to  open  that  stair  to  an  open  window. 

The  Chairman.  —  Have  you  discretionary  power  to  require  a  window 
inthatcase? 

Mr.  Brady. — No,  sir ;  the  rules  ffovem  that,  and  we  beUeve  in  a  yeo- 
iilating  skylight  on  the  roof  with  bulkhead  and  main  entrance  hall  direei 
to  the  street,  which  causes  a  current  of  air  through  every  time  the  door  ia 
opened.  We  take  the  precaution  of  having  fan-lights  in  the  various  apari> 
ments  opening  on  these  halla 
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77ie  Chairman.  —  I  read  from  section  1320  of  the  Charter:  "Every 
such  house  erected  after  May  7th,  1887,  or  converted,  shall  have  the  halls 
on  each  floor  open  directly  to  the  external  air,  with  suitable  windows,  and 
shall  have  no  room  or  other  obstruction  at  the  end,  unless  sufficient  light 
or  ventilation  is  otherwise  provided  for  in  said  halls,  in  a  manner  approved 
by  the  Department  of  Buildings."  That  is  the  provision  of  the  law  to 
which  you  refer  ? 

Mr.  Brady.  — I  refer  to  all  the  general  provisions  of  the  law.  That  is 
an  amendment  back  in  1887.  There  have  been  many  amendments  made 
since  that  time. 

The  Chairman.  —  Does  not  that  provision  seem  to  be  mandatory: 
<<  Everv  such  house  erected  after  May  7th,  1887,  or  converted,  shall  have 
the  halls  on  each  floor  open  directly  to  the  external  air,  with  suitable  win- 
dows, and  shall  have  no  room  or  other  obstruction  at  the  end,  unless  suffi- 
cient light  or  ventilation  is  otherwise  provided  for  in  said  halls,  in  a 
manner  approved  by  the  Department  of  Buildings  "  ? 

Mr.  Brady.  —  That  speaks  of  halls  in  every  instance  and  not  stairs, 
and  the  halls  connected  with  the  stairs  from  the  main  entrance  from  the 
street  is  to  direct  open  air,  with  a  bulkhead  and  ventilating  skylight  on 
the  roof,  which  gives  a  ventilation  to  the  interior  stairs. 

The  Chairman. — The  law  says  <<  shall  have  halls  on  each  floor  open 
directlv  to  the  external  air  with  suitable  windows."  How  can  you  comply 
with  that  law  by  simply  providing  a  skylight  above  ? 

Mr.  Brady. — We  apply  all  the  law  of  precedent,  rule,  and  usage,  and 
decisions  of  the  court  A  decision  of  the  court  has  gone  as  far  as  the 
Court  of  Appeals  holding  that  a  skylight  on  the  roof  bulkhead  is  a 
window. 

The  Chairman.  — How  recently  was  that  decision  rendered  ? 

Mr.  Brady.  —  I  cannot  give  you  the  date,  but  I  can  give  you  a  state- 
ment by  reference. 

The  Chairman.  —  Under  the  provision  that  the  hall  should  not  be 
obstructed  by  rooms  at  the  end,  what  construction  do  you  give  to  that  in 
enforcing  the  law  ? 

Mr.  Brady.  —  We  have  no  plans  submitted  of  that  class  with  very  few 
exceptions,  and,  as  I  say,  where  we  can  get  an  open  window  to  an  open 
court  on  a  dumb-bell  shaped  plan,  we  always  get  it. 

The  Chairman.  —  You  do  not  require  it  invariably  ? 

Mr.  Brady.  — We  do  on  that  class  of  buildings  invariablv. 

The  Chairman.  —  Would  you  in  any  case  approve  plans  for  a  tenement 
house  which  provided  for  no  windows  either  on  the  stairs  or  in  the  hall, 
not  counting  the  ^vlight  as  a  window  ? 

Mr.  Brady. —  We  have  windows  in  the  partitions. 

The  Chairman.  —  My  question  is,  would  you  approve  anv  tenement- 
house  plan  which  provided  for  no  windows  connecting  with  the  outer  air 
in  either  the  public  halls  or  stairway  well,  not  counting  a  skylight  as  a 
window  ? 

Mr.  Brady.  —  Yes,  sir,  in  that  class  of  buildings  I  have  described. 

Tlie  Chairman,  — Describe  again  what  that  is. 

Mr.  Brady.  —  A  building  of  the  ordinarv  tenement  house  with  one 
family  on  each  side  of  the  main  stairway,  with  entrance  from  the  street  to 
the  roof. 

The  Chairman.  —  Where  do  you  get  that  definition? 


APPENDIX  YIU  878 

Mr.  nrady.  — As  I  miicl  before,  by  prccc<1ont  of  casos,  rules  established 
by  the  Board  of  Health  which  were  established  under  the  Consolidation 
Act  since  1861,  and  by  custom  and  practice  and  different  decisions. 

The  Chairman.  — Do  you  think  custom,  practice,  and  precedent  author- 
ize you  to  Tiolate  the  law  ? 

Mr.  Brady.  —  Custom  and  practice,  I  believe,  make  law  where  law  is 
based  on  section  601,  which  simply  states  that  rules  adopted  by  the  Board 
of  Health  will  be  the  law,  and  they  have  adopted  those  rules  and  they  have 
become  the  law. 

llie  Chairman.  —  Do  the  rules  of  the  Board  of  Health  authorize  you 
to  construct  buildings  prohibited  by  statute  ?  Now  it  seems  to  me  the 
coustruction  you  have  spoken  of  is  expressly  prohibited  by  statute.  Now 
do  you  regard  the  rules  of  the  Board  of  Healtn  and  precedent  as  authoris- 
ing that  ? 

Mr.  Brady.  —  In  addition  to  the  decisions  rendered  in  litigations. 

The  Chairman.  —  But  we  say  there  is  no  decision  of  that  diaracter. 

Mr.  Brady.  —  I  cannot  imagine  there  is  no  decision  when  I  know  there 
is,  and  I  claim  from  my  own  experience  and  practice  that  a  five-story 
building,  with  a  family  on  a  floor,  a  bulkhead  on  the  roof  and  ventilating 
skylight  is  a  direct  ventilation  for  that  hall. 

7^  Chairman.  — Do  you  permit  that  whether  expressly  authorized  by 
law  or  not  ? 

Mr.  Brady.  —  Tes,  sir;  I  would  build  a  building  of  that  kind  for  my 
own  individual  use  if  there  was  no  building  law  in  existence. 

The  Chairman.  —  Would  that  make  the  halls  light  7 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman. —  How  far  down  ? 

Mr.  Brady. — With  a  cylinder  from  9  to  12  inches  in  width  and  a 
bulkhead  on  the  roof,  skylight  and  transoms  and  windows  in  the  parti- 
tions make  that  stairway  practically  light 

The  Chairma}i.  —  How  about  the  halls  ? 

Mr.  Brady.  —The  halls  as  well. 

The  Chairman.  —  How  deep  would  the  halls  be  from  the  entrance  of 
the  building  to  thepoint  where  they  reach  the  stairs ? 

Mr.  Brady.  —  Tnat  class  of  building  averages  about  65  feet.  The 
stair  well  would  take  a  run  of  about  15  feet  and  that  would  be  located 
pretty  nearly  the  centre  of  the  building. 

fhe  Chairman.  —  So  you  think  such  a  construction  would  provide  ade- 
quate light  and  ventilation  ? 

Mr.  Brady.  —  Yes,  sir. 

Tlie  Chairman.  —  Will  you  send  us  a  reference  to  the  decision  of  the 
oourt  on  that  subject 

Mr.  Brady.  —  Yes,  sir.  I  will  have  the  Corporation  Counsel  hunt  that 
up  and  send  it  to  you. 

The  Chairman.  —  Now  I  read  a  provision  of  the  statute  with  which  you 
are  familiar.  First  is  the  provision  limiting  tenement  houses,  or  the  pro- 
portion of  an  inside  lot  that  may  be  covered  by  a  tenement  house,  to  65 
per  cent.  Then  comes  this  language :  "  But  where  the  light  and  ventila- 
tion of  such  tefnement  or  lodging  house  are,  in  the  opinion  of  the  superin- 
tendent of  buildings,  materially  improved,  he  may  permit  such  tenement 
or  lodging  hotise  to  occupy  an  area  not  exceeding  i5  per  centum  of  the 
said  lot,  and  in  the  same  proportion  if  the  lot  be  greater  or  less  in  size 
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than  25  by  100  feet ;  but  this  provision  shall  not  apply  to  corner  lots,  in 
which,  however,  no  such  building  hereafter  constructed,  above  the  first 
story  shall  occupjr  more  than  92  -get  centum  of  the  area  of  a  lot."  That 
is  the  only  provision  of  law  defining  the  proportion  of  an  inside  lot  that 
may  be  covered  by  a  tenement  house  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  I  wish  vou  would  explain  upon  what  theory  your 
Department  have  concluded  that  that  permits  75  per  cent  to  be  occupied 
in  any  case,  because  I  understand  that  to  have  been  your  practice. 

Mr.  Brady.  —  Yes ;  because  we  have  succeeded  in  having  the  architects 
prepare  improved  plans,  ini])roving  the  method  of  lighting  and  ventilation 
in  buildings  from  tlie  time  that  requiremunt  of  law  was  established. 

The  Chairman.  —  You  consider  that  the  plans,  then,  that  you  approve 
as  coming  within  the  requirements  of  law  as  to  light  and  ventilation,  are 
materially  improved  ? 

Mr.  Brady.  —  Over  any  of  the  old  systems  and  customs.  There  is  no 
comparison.  The  poorest  class  of  tenement  houses  erected  with  the  area 
of  75  per  cent  of  the  lot  covered,  is  an  advance  and  beneficial  both  to  the 
occupants  and  for  the  rental  qualities  of  the  building  over  any  of  the  old- 
style  structures  under  the  old  form  of  shafts. 

I%e  Chairman.  —  Then  this  material  improvement  to  which  the  statute 
refers,  in  your  mind  refers  to  the  kind  of  buildings  built  some  years 
ago? 

Mr.  Brady.  —  Certainly ;  that  was  the  readon  that  statute  was  amended 
and  gave  that  power  at  that  time. 

The  Chairman.  —  Do  you  require  architects'  proposed  plans  now  to 
state  specifically  the  respects  in  which  their  plans  are  improved  in  light 
and  ventilation  ? 

Mr.  Brady.  —  We  make  them  give  us  the  size  of  every  shaft,  make  the 
calculations,  and  we  have  the  plans  before  us  and  see  that  plan  is  based 
on  the  modem  form  of  construction,  and  the  improvements  in  comparison 
with  the  old  plans  originally  adopted,  and  give  them  the  right  for  75  per 
cent  to  be  covered. 

T?ie  Chairman.  —  Do  you  take  up  in  each  case  the  consideration  of  the 
Question  whether  you  shall  limit  them  to  65  per  cent  of  the  lot,  or  allow 
them  to  occupy  75  per  cent  ? 

Mr.  Brady.  —  No ;  we  make  the  rule  75  per  cent 

The  Chairman.  —  If  that,  then,  be  the  requirement  of  law,  the  invari- 
able practice  of  your  Department  is  to  now  permit  75  per  cent  of  inside 
lots  to  be  occupied  ? 

Mr.  Brady.  —  Yes ;  unless  there  is  something  of  a  detrimental  char- 
acter in  the  plans  submitted,  and  in  those  cases  the  stringent  rule  will  be 
applied  to  prevent  them  getting  more  than  65  per  cent 

ITie  Chairman.  —  Is  it  a  matter  of  frequent  occurrence  that  you  re- 
quire them  to  cover  less  than  75  per  cent  ? 

Mr.  Brady.  —  I  can  name  many  instances. 

The  Chairman.  —  How  many  in  the  past  year  have  you  had  ? 

Mr.  Brady.  —  I  cannot  recall  from  memory  an  individual  case  this  pres- 
ent year.  I  can  give  you  a  case  last  year,  and  send  the  plans  here  of  a  seven- 
story  building  with  thirteen  families  on  a  floor.  The  man  could  not  build 
it.  I  restricted  him  to  65  per  cent,  and  he  could  not  plan  his  building 
to  get  in  that  thirteen  families.     He  threatened  mandamus  proceedings, 
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bat  faile<l  to  mandamoB  the  Department,  and  no  pennit  was  erer  iaeued 
for  that  and  the  plan  was  withdrawn. 

The  Chairman.  —  In  what  proportion  of  cases  in  the  last  year  do  70a 
suppose  less  than  75  per  cent  of  the  lot  was  allowed  to  be  covered  ? 

Mr,  Brady, — ^^^7  figure  as  close  to  75  as  possible.  In  many  in- 
stances it  may  be  73,  74,  and  72,  but  they  always  average  between  60  and 
75 ;  none  beyond  75. 

The  Chcurman,  —  You  are  very  strict  in  enforcing  the  law  in  that 
regard  ? 

Mr,  Brady,  —  Seventy-five  per  cent  is  the  ultimatum. 

The  Chairman.  —  You  have  no  discretion  to  let  them  go  beyond  75  7 

Mr.  Brady,  —  No,  sir ;  the  discretion  is  vested  in  the  Department 
between  G5  and  75,  and  we  use  the  discretion  in  the  interest  of  the  people. 

The  Chairman,  —  Do  you  carefully  examine  the  building  to  know 
whether  more  than  75  per  cent  is  covered  ? 

Mr,  Brady,  —  Yes,  sir ;  the  inspector's  duties,  of  plumbing,  light  and 
ventilation,  is  to  measure  every  shaft  and  see  it  conforms  to  &e  plans  as 
approved,  and  a  copy  of  the  permit  they  carry  with  them. 

The  Chairman,  —  And  they  have  to  measure  up  the  building  area  ? 

Mr,  Brady,  —  Measure  up  the  building  as  the  work  progresses,  and 
certify  to  the  fact  of  the  size  of  these  shafts,  and  they  must  be  in  con- 
formity with  the  plan  as  approved. 

The  Chairman,  —  And  is  it  your  opinion  that  no  buildings  on  inside 
lots,  tenement  houses,  during  your  administration  have  covert  more  thsji 
75  per  cent  of  a  lot  ? 

Mr,  Brady,  —  There  have  been  attempts  to  violate  the  law  in  cases  pend- 
ing and  some  of  them  have  been  reme<lied. 

The  Chairman.  —  How  can  they  be  remedied  after  the  building  is 
built  ? 

Mr,  Brady,  —  We  have  taken  in  places  and  removed  the  building ;  re- 
moved portions  of  the  building. 

The  Chairman.  —  How  many  such  cases  have  you  had  ? 

Mr.  Brady,  —  I  could  not  say  ofiQiand ;  quite  a  number ;  many  cases 
pending  in  court  now. 

The  Chairman.  —  Do  you  think  generallv  the  requirements  of  the  law 
and  the  Building  Code  are  being  enforced  with  reference  to  tenement 
houses  ? 

Mr,  Brady.  —  I  believe  it  is  as  far  as  I  know,  and  where  it  is  not,  it  is 
reported  and  in  the  hands  of  the  attorneys  for  prosecution. 

The  Chairman,  — To  what  extent  are  violations  actually  prosecuted  by 
the  attorneys  in  court  ? 

Mr,  Brady,  —  The  attorneys  for  the  department  are  in  court  in  every 
section  of  the  city  almost  every  day  of  the  week. 

The  Chairman,  —  How  many  attorneys  are  assigned  to  that  work  ? 

Mr.  Brady,  —  Mr.  Otterbourg  is  the  Assistant  Corporation  Counsel  that 
is  assigned,  and  there  are  four  assigned  to  him  to  assist  him. 

The  Chairman.  —  In  point  of  fact  do  many  of  these  prosecutions  for 
violation  ever  come  to  trial  ? 

Mr,  Brady.  —  Yes,  quite  a  number  oome  to  trial  and  a  penalty  is 
imposed. 

The  Chairman.  —  How  many  oome  to  trial  in  the  ooune  of  a  year  do 
you  sup|K)8e  7 


876  APPENDIX  vra 

Mr,  Brady,  —  I  consider  a  case  comes  to  trial  when  the  owner  and  the 
attorney  are  in  court,  whether  they  compromise  or  not,  and  most  every 
case  comes  to  trial  by  issue  in  court 

T%e  Chairman.  —  How  many  violations  were  filed  last  year  ? 

Mr,  Brady.  —  Probably  in  the  neighborhood  of  11,000. 

The  Chairman.  —  Your  report  says  24,000  for  the  three  boroughs.  Your 
Department  alone  how  many  ? 

Mr.  Brady.  —  Eleven  to  twelve  thousand. 

The  (Airman. — How  many  of  those  were  turned  over  to  the  legal 
department  ? 

Mr.  Brady.  —  Every  one  of  them,  unless  remedied  in  24  hours. 

Tfie  Cfiairman.  —  liow  many  actually  come  to  trial  in  court  ? 

Mr.  Brady.  —  I  could  not  answer  that  because  I  would  have  to  give  you 
that  from  the  records  of  the  Corporation  CounseL 

Jlie  Chairman.  —  Do  you  think  many  have  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Fifty  ? 

Mr.  Brady.  —  Oh,  yes,  probably  500. 

The  Chairman.  —  Have  you  collected  many  penalties  ? 

Mr.  Brady.  — No,  sir. 

The  Chairman.  — What  is  the  total  amount  of  penalties  oolleoted  last 
year? 

Mr.  Brady.  — I  could  not  give  you  that  ofiFhand. 

The  Chairman.  —  One  thousana  dollars  ? 

Mr.  Brady.  — No ;  more  than  that,  because  I  get  returns  from  the  Cor- 
poration Counsel. 

The  Chairman.  —  I  mean  for  violations  now  in  the  construction  of  new 
buildings  ? 

Mr.  Brady.  —  I  could  not  form  an  opinion  of  it 

The  Chairman.  —  Ten  thousand  doluurs  ? 

Mr.  Brady.  —  No,  sir.  The  law  specifically  states  that  the  law  is  to  be 
construed  liberally  in  the  interest  of  the  people,  and  the  disposition  of 
the  Department  is  not  to  collect  penalties,  but  enforce  a  compliance  without 
penalties. 

The  Chairman.  —  The  amount  collected  is  so  small  it  makes  no  impres- 
sion on  you  ? 

Mr.  Brady.  —Not  at  all. 

The  Chairman.  —  In  how  many  cases  have  buildings  been  torn  down 
and  practically  changed  after  completion  because  of  violations  in  the  last 
year,  and  which  were  not  condemned  as  being  unsafe  ? 

Mr.  Brady.  —  That  would  be  impossible  to  answer  without  reference  to 
the  record.  There  was  a  building  at  130th  Street,  I  think,  a  violation  of 
the  plan  as  approved  became  unsafe  and  the  building  was  removed. 

The  C/iairman.  —  Can  you  mention  any  other  case,  confining  yourself 
to  the  past  year? 

Mr.  Brady.  —  I  had  men  out  Saturday  afternoon  after  2  o'clock  tearing 
down  a  building  erected  in  Hancock  Street. 

The  Chairman.  —  Was  it  a  recent  building  ? 

Mr.  Brady.  —  Building  had  been  in  litigation  for  probably  a  year. 

The  Chairman.  —  That  was  unsafe  ? 

Mr.  Brady.  — No;  built  in  violation  of  law. 

The  Chairman,  —  Mention  any  other  case. 
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Mr.  Brady,  —  125th  Stroot  and  7th  Arenue.  I  spent  all  day  Saturday 
taaring  down  a  building  erected  contrary  to  law  and  without  a  permit 

The  Chairman.  —  Have  there  been  fire  cases  in  the  past  year  ? 

Mr,  Brady,  —  Yes,  sir ;  more. 

The  Chairman,  —Ten  7 

Mr,  Brady,  —  I  think  more. 

The  Chairman,  —  Fifteen  ? 

Mr,  Brady.  —  I  would  not  want  to  specify  a  limit 

The  Chairman, — You  think  more  than  ten,  but  you  are  not  certain 
beyond  fifteen  ? 

Mr,  Brady,  —  I  would  not  say  as  to  the  number.  I  can  give  you  it  by 
record.  It  will  be  useless  to  make  statements  as  to  tiie  number  without 
having  some  specific  knowledge  of  it 

1%e  Chairman.  —  Now,  as  Mr.  De  Forest  stated  in  the  preliminary 
statement  to-night,  this  Commission  hare  made  a  careful  inspection  of  the 
tenement  houses  constructed  during  the  past  year,  and  in  course  of  oon- 
atruction  during  the  period  of  our  exammation,  in  all  the  boroughs.  I 
will  confine  what  I  have  now  to  say  to  the  Borough  of  Manhattan,  and  I 
will  read  without  going  into  too  minute  detail  a  summary  of  the  result  of 
these  investigations.  About  650  buildings  were  inspected  in  Manhattan ; 
317  of  these  were  found  to  be  better-class  apartment  houses,  and  333  were 
found  to  be  strictly  tenement  houses.  Of  these  333  tenement  houses, 
only  15  tenement  houses,  or  4  per  cent  of  all,  were  found  where  there  were 
no  violations  of  the  tenement  house  law.  In  one  house  were  found  as 
many  as  13  different  violations  of  Uie  law;  in  another  house  9  different 
violations ;  in  7  houses  8  different  violations  in  each ;  in  2  houses  7  dif- 
ferent violations ;  in  21  houses  6  different  violations ;  in  46  houses  5  dif- 
ferent violations;  in  57  houses  4  different  violations;  in  56  houses  3  different 
violations ;  in  74  houses  2  violations ;  and  in  53  houses  1  violation  each. 
Now  what  is  the  explanation  as  to  the  cause  for  that  condition  of  affairs  T 

Mr.  Brady,  —  We  may  have  every  one  of  those  cases  reported  in  our 
Department  and  in  prosecution  now. 

The  Chairman,  —  What  good  does  it  do  when  the  buildings  are  built  7 
Substantially  all  of  these  buildings  are  built  What  is  the  use  of  the 
violation  if  it  does  not  correct  the  evil  ? 

Mr.  Brady.  —  It  does  correct  the  evil. 

The  Chairman,  —  You  say  that  during  the  past  year  you  won't  be  cer- 
tain of  to  exceed  ten  buildings  that  have  been  radically  changed  or  torn 
down  after  completion  ? 

Mr,  Brady.  —  I  did  not  say  parts  of  buildines.  When  you  speak  about 
the  removal  of  buildings  I  mean  complete  buildings. 

The  Chairman,  —  Tom  down  or  radically  changed  ? 

Mr.  Brady,  —  Or  compliance  with  tlie  order  when  first  issued  by  the 
owner. 

The  Chairman,  —  I  mean  a  violation  after  the  building  is  completed. 
How  many  completed  buildings  have  been  torn  down  or  rtdically  chansed 
at  the  instance  of  the  Building  Department  during  the  past  year  7  You 
thought  ten,  but  were  not  willing  to  go  to  fifteen. 

Mr,  Brady.  —  That  is  true. 

The  Chairman.  — Now,  here  we  have  313  completed  buildings  contain- 
ing this  immense  amount  of  violations,  and  you  say  you  doubtless  have 
violations  pending  7 
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Mr.  Brady.  — Tei,  sir. 

The  Chairman.  —  On  your  own  statement  those  violations  cannot  cor- 
rect these  evils  ? 

Mr.  Brady.  —  Yes,  they  can,  as  soon  as  we  get  the  orders  horn  the 
court    We  cannot  correct  them  until  we  do. 

The  Chairman.  —  You  do  not  get  the  orders  from  the  court  ? 

Mr.  Brady.  —  Yes,  sir ;  and  when  we  do  we  enforce  them. 

The  Chairman.  —  How  often  do  you  apply  for  an  injunction  to  stop  a 
building  ? 

Mr.  Brady.  —  I  suppose  within  the  past  year  probably  twenty  or 
twenty-five  times. 

The  Chairman.  —  Out  of  11,000  violations  filed  ? 

Mr.  Brady.  —  Yes,  sir. 

T?ie  Chairman.  —  And  333  tenement  houses  we  find  were  built  at 
least  It  is  not  your  practice  to  obtain  injunctions  when  you  find  serious 
violations  in  a  building  ? 

Mr.  Brady.  —  Yes,  sir,  always ;  when  called  to  our  attention  at  the 


The  Chairman.  —  What  do  you  call  serious  violations  ? 

Mr.  Brady.  —  Well,  anything  that  would  tend  to  make  a  building 
imsafe. 

The  Chairman.  —  Say  it  covers  more  than  76  per  cent  of  the  lot 
Would  you  call  that  serious? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Or  had  wooden  stairs  ? 

Mr.  Brady.  —  The  law  allows  them  to  have  wooden  stairs  in  slow- 
burning  construction. 

The  Chairman.  —  If  it  covers  more  than  76  per  cent,  you  would  count 
that  serious  ? 
•       Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Have  you  had  any  building  constructed  in  the  past 
two  years  torn  down  because  it  covers  more  than  76  per  cent  of  the  lot  ? 

Mr.  Brady.  —  We  have  restrained  them  by  injunction  proceedings. 

The  Chairman.  —  Tom  them  down  ? 

Mr.  Brady.  —  We  could  not  get  an  order  from  the  court  to  do  it 

7%6  Chairman.  —  When  a  building  is  completed  and  covers  more  than 
76  per  cent  of  'the  lot,  can  that  trouble  be  well  i*emedied  without  tear- 
ing down  the  building  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  In  how  many  cases  has  that  been  done  in  point  of 
fact? 

Mr.  Brady.  —  I  cannot  tell  you. 

7%e  Chairman.  —  Don't  you  know  that  when  a  building  has  been  com- 
pleted and  its  occupation  has  been  begun,  that  any  radical  changes  are 
exceedingly  rare  ? 

Mr.  Brady.  —  Yes,  it  is  exceedingly  rare. 

ITie  Chairman.  —  Whenever  you  find  a  building  is  covering  more  than 
76  per  cent  of  the  lot,  you  then  obtain  injunctions  ? 

Mr.  Brady.  — Not  always. 

T?ie  Chairman.  —  You  stated  it  was  your  custom  to. 

Mr.  Brady.  —  Yes,  to  obtain  the  injunction  and  have  them  remove  the 
violation  by  tearing  down  the  walls. 
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The  Chairman. — Yoa  hare  the  same  means  of  preTentiiig  tiieir 
doing  it? 

Mr.  Brady. — Whenever  we  know  it 

The  Chairman.  —  You  do  know  it,  don't  you  ? 

Mr.  Brady.  —  In  what  way?  We  know  if  the  inspector  reports  the 
Tiolation,  and  forward  it  to  the  attorney  for  prosecution. 

Tike  Chairman.  —  You  hare  means  of  knowing  whether  any  building 
covers  more  than  75  per  cent  of  the  lot  ? 

Mr,  Brady,  —  Not  unless  the  inspector  makes  the  report 

llie  Chairman.  —  You  stated  that  inspectors  do. 

Mr.  Brady.  — They  do  where  they  discover  violations  of  the  law. 

The  Chairman,  —  It  is  not  hard  to  discover  whether  a  given  building 
covers  more  than  75  per  cent  of  the  lot,  is  it  ? 

Mr,  Brady.  —  No,  sir;  it  is  simply  a  question  of  examination  and 
measurement 

The  Chairman.  —  So  your  inspectors  do  report  violations  of  the  law  in 
the  case  of  covenns  more  than  75  per  cent  of  the  lot  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  And  vou  invariablv  act  on  the  violation  ? 

Mr.  Brady,  —  That  is  the  custom  and  rule  of  the  Department 

The  Giairman.  —  Now,  Mr.  Brady,  from  a  tabulation  of  the  reports  of 
our  inspectors,  and  their  report  is  concurred  in  by  at  least  two  men,  and 
many  of  them  have  been  re-verified  by  some  other  member  or  employee  of 
the  Commission,  we  find  this  to  be  the  case:  out  of  286  tenements 
inspected  where  this  information  was  obtainable,  282,  or  99  per  cent,  cov- 
ered more  than  65  per  cent  of  the  lots ;  274  tenement  houses,  or  96  per 
cent  covered  more  than  70  per  cent  of  the  lots. 

Mr.  Brady.  —  There  would  be  no  violation  as  long  as  it  did  not  exceed 
the  75  per  cent,  as  long  as  the  plans  were  approved  for  75  per  cent 

77^  Chairman.  — Ninety-three  tenement  houses,  or  S2  per  cent,  cover 
exactly  75  per  cent  of  the  lot 

Mr,  Brady.  —  That  would  be  a  compliance  with  the  law. 

The  Chairman.  —  Eighty-eight  tenement  houses,  or  31  per  cent,  covered 
more  than  75  per  cent  of  the  lots,  the  extreme  maximum  authorised  by 
law  in  any  case. 

Mr,  Brady,  —  Those  31  ma^  be  in  suit  at  the  present  time. 

The  Chairman.  —  Twenty-nine,  or  10  per  cent,  covered  80  per  cent  of 
the  lot  or  over. 

Mr.  Brady.  —  I  do  not  know  of  one  existing  in  New  York. 

The  Chairman.  —  You  do  not  know  of  one  ? 

Mr.  Brady,  —  Na  I  would  like  to  have  a  oop^  of  that  report  as  a 
matter  of  courtesy  to  mv  Department,  and  if  there  is  such  a  thing  exist- 
ing, that  I  may  force  the  issues  with  the  attorneys  for  the  purpoee  of 
removing  where  they  exceed  the  75  per  cent 

The  Chtiirman.  —  In  answer  to  mv  sugsestion  that  31  covered  mofe 
than  75  per  cent,  you  said  probably  violation  proceedings  had  been 
instituted? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  And  you  said  a  moment  affo  that  you  did  not  know 
of  a  single  instance  where  a  building  was  allowed  to  go  up  oovering  mofe 
than  75  per  cent  ? 

Mr.  Brady.  —  Where  we  know  it 
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The  Chairman,  — You  said  you  knew  it  in  every  case  ? 

Mr.  Brady.  —  We  have  means  of  knowing  it  just  as  any  other  person  has, 
provided  the  inspectors  and  employees  do  tneir  duty  and  report  the  cases. 

7%€  Ghairman.  —  Your  inspectors  can  find  by  measuring  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  And  if  they  do  their  duty,  you  know  ? 

Mr.  Brady. — If  they  do  tlieir  duty,  they  make  reports  back  to  the 
Department. 

The  Chairman.  —  If  you  find  a  building  and  you  see  it  does  cover  more 
than  76  per  cent,  the  law  furnishes  adequate  means  to  stop  the  construc- 
tion of  that  building  ? 

Mr.  Brady.  — Yes. 

The  Chairman.  — So  that  there  is  no  lack  of  legal  aid  ? 

Mr.  Brady.  — No,  sir,  except  in  the  matter  of  the  number  of  violations, 
the  attorney  simply  takes  the  usual  course  of  cases  where  you  have  not 
precedence. 

The  Chairman.  —  Yes,  but  you  say  in  serious  cases  you  insist  on  imme- 
diate enforcement  of  the  law  ? 

Mr.  Brady.  —  We  insist  on  immediate  enforcement  of  the  law  whether 
a  case  of  violation  or  mistake.  Every  one  is  forwarded  to  the  attorney 
for  prosecution  and  so  indorsed. 

7%€  Chairman.  —  Assuming  it  to  be  a  fact  that  31  per  cent  of  these 
tenement  houses  inspected  by  us  do  cover  more  than  75  per  cent  of  the 
lot,  what  explanation  would  you  make  as  to  the  cause  of  that  condition  of 
afhirs? 

Mr.  Brady.  —  I  would  not  give  any  cause  unless  I  knew  it  to  be  a  fact 
I  doubt  the  31  per  cent  of  that  report,  and  for  that  reason  I  request  the 
Committee  to  furnish  me  with  a  list  of  those  places,  and  if  they  are  not 
covered  by  violations  and  in  suit  at  the  present  time,  I  will  enforce  them 
as  soon  as  I  know  they  exist. 

The  Chairman.  —  What  good  does  a  violation  in  suit  do  if  the  building 
goes  up  when  you  yourself  have  testified  that  it  is  exceedingly  rare  that 
a  builaing  once  completed  is  radically  changed  or  torn  down  ? 

Mr.  Brady.  — I  cannot  answer  that  question  because  we  do  not  have 
the  prosecution  of  cases.  It  is  a  separate  and  distinct  branch  of  the  city 
government  that  has  the  enforcement  of  these  cases,  and  those  people  are 
not  under  mv  jurisdiction  or  control.  Tliey  co5perate  when  I  call  their 
attention  to  them,  and  when  a  matter  of  that  class  is  called  to  my  attention, 
out  of  the  eleven  or  twelve  thousand  cases  that  pass  through  the  Depart- 
ment annually,  I  forward  that  with  special  directions  for  immeoiate 
prosecution. 

ITie  Chairman.  — I  am  not  questioning  you  try  to  do  your  duty,  but  if 
it  is  a  fact  that  31  per  cent,  or  21  per  cent,  or  11  per  cent,  of  these  286 
tenement  houses  cover  more  than  75  per  cent  of  the  lot,  doesn't  it  mean 
that  there  is  something  wrong  somewhere  in  the  administration  of  the  law, 
either  among  your  inspectors  or  in  your  legal  department  ? 

Mr.  Brady.  —  It  may  be. 

The  Chairman.  — Doesn't  it  necessarily  lead  to  that  conclusion  ? 

Mr.  Brady.  —  If  that  was  a  fact,  it  certainly  would  look  as  if  there  is 
something  wrong,  and  that  is  what  I  would  like  to  know  about  myself. 

The  ChcUrman.  — Then  you  concede  if  that  is  the  condition  of  affairs, 
something  must  be  wrong? 
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Mr.  Bradjf.  —  I  do  not  concede  it  1 8tate  the  knowledge  of  my  Depari- 
menty  the  records  in  the  Depaftment  and  the  system  we  hare.  I  do  not 
think  such  a  thing  could  exist  without  my  knowledge. 

The  Chairman.  —  You  do  not  know  of  a  case  where  more  than  75  per 
cent  is  covered  ? 

Mr,  Brady.  —  Yes,  sir ;  I  hare  one  in  my  desk  now,  consulting  with  an 
attorney  about  the  method  of  rectifying  the  case  after  the  building  being 
built  and  occupied. 

The  Chairman.  —  Is  that  the  only  case  ? 

Mr.  Brady.  —  The  only  one  I  recall  now.  The  building  is  completed 
and  occupied,  and  I  hare  the  papers  on  my  desk  to  haye  signed  for  an  in- 
junction to  restrain  them  from  occupying  that  place  until  they  correct  it 

The  Chairman.  —  Do  you  assure  this  Commission  that  in  erery  case 
where  we  indicate  to  you  that  more  than  75  per  cent  is  covered  by  build- 
ings erected  in  your  tune,  you  will  enforce  the  law  in  Uiat  way  ? 

Mr.  Bradv.  —  Yes,  sir.  I  would  reauest  a  list  of  these  places  that  I 
may  ▼erifV  the  statement  and  check  sucn  places  and  remore  the  viols^on. 

T%e  Chairman.  —  What  is  the  law  with  reference  to  a  proportion  of 
the  lot  to  be  covered  by  a  comer  building  ? 

Mr.  Brady.  —  Ninety-two  per  cent 

The  Chairman.  —  How  about  the  proportion  of  the  lot  at  the  rear 
which  must  be  left  yacant  ? 

Mr.  Brady.  —  Five  feet 

J%e  Chairman.  —  Does  that  extend  from  the  ground  up,  under  the  law 
in  force  since  January  1, 1898  7 

Mr.  Brady.  — No,  sir. 

The  Chairman. —  Does  not  that  apply  to  the  ground  7 

Mr.  Brady.  —  No,  sir. 

The  Chairman.  —  Can  you  coyer  the  entire  lot  on  the  ground  7 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Under  what  authority  of  law  7 

Mr.  Brady.  —Under  the  section  of  the  Charter,  about  tenement  houtes, 
where  there  is  another  house  on  the  rear  end  of  the  lot  and  another  build- 
ing on  the  front  of  the  lot  there  must  be  from  the  ground  up,  but  in  the 
section  of  the  Charter  referring  to  the  area  of  the  lot,  there  is  no  specific 
space  designated  as  to  where  the  area  is  to  be  computed.  Where  we  haye 
business  buildings  for  busine«  purposes,  and  no  person  Hying  in  the  base- 
ment or  store  floor,  we  sometimes  have  the  shaft  go  to  the  second  story. 

The  Chairman.  —  Isn't  it  a  matter  of  fact  that  before  the  Charter  was 
adopted  the  law  permitted  comer  houses  to  cover  the  entire  lot,  so  far  as 
the  first  story  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Was  not  the  law  changed  in  that  regard  by  the 
Charter  ?    Don't  you  remember  the  change  in  that  regard  7 

Mr.  Brady.  —  No,  sir,  I  do  not  recollect 

The  Chairman.  —  That  change  was  the  omission  of  the  wmds  for  ex- 
emption in  favor  of  the  first  story,  so  that  the  law  now  reads,  **  No  such 
building  hereafter  constraoted  aboye  the  first  stor]r  skall  occupy  more  than 
92  per  cent  of  the  area  of  the  lot,  and  no  such  building  shall  come  within 
5  feet  of  the  rear  of  such  lot" 

Mr.  Brady.  —  It  specifies  there  above  the  first  story. 

The  Chairman.  — No;  that  is  omitted  under  the  present  law. 
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Mr.  Brady.  —  I  oannot  speak  about  that  without  a  comparison  between 
the  Charter  and  the  section. 

The  Chairman,  reading.  —  "  But  this  provision  '*  Tof  75  per  cent)  "  shall 
not  apply  to  corner  lots,  in  which,  however,  no  such  building  hereafter  con- 
structed, above  the  first  story  shall  occupy  more  than  92  per  centum  of 
the  area  of  a  lot,"  and  ''  no  such  building  shall  come  within  5  feet  of  the 
rear  of  said  lot." 

Mr.  Brady.  — It  specifies  there  ''above  first  story." 

The  Chairman.  — ''  Above  the  first  story  "  is  not  in  that  law. 

Mr.  Brady.  —  I  do  not  know  whether  you  are  reading  in  the  law  now, 
or  a  quotation  from  some  other  place. 

27i€  Cliairman.  —  I  am  reading  from  the  Charter, 

Mr.  Brady.  —  The  Charter  is  the  law  to-day. 

The  Chairman. — The  words  "above  the  first  story"  were  omitted 
when  the  Charter  was  adopted. 

Mr.  Brady.  —  I  do  not  recollect  the  question  of  the  change  between  the 
Charter  and  what  you  have  read  there,  but  the  words  ''  first  story  "  is  the 
designated  point  for  the  area  of  the  lot  to  be  determined  by. 

Th^  Chairman. — This  is  the  law  of  1895:  ''But  this  provision  shall 
not  apply  to  comer  lots,  in  which,  however,  no  such  building  hereafter  con- 
structed, above  the  first  story  shall  occupy  more  than  92  per  centum  of  the 
area  of  a  lot."    Now  the  Charter  omitted  the  words  '*  above  the  first  story." 

Mr.  Brady.  — I  do  not  recall  that. 

T?ie  Chairman.  —  Then  you  do  not  know  the  laws  in  that  regard  ? 

Mr.  Brady.  —  I  do  know  the  law  fairly  well. 

The  Chairman.  —  Do  you  still  contend  that  the  law  now  permits  a 
comer  tenement  house  to  occupy  the  entire  lot  up  to  the  first  story  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Can  there  be  any  ambiguity  about  this  provision  of 
the  law  that  "  no  such  building  hereafter  constructed,  above  the  first  story 
shall  occupy  more  than  92  per  cent  of  the  area  of  the  lot,"  and  "no  such 
building  shall  come  within  five  feet  of  the  rear  of  said  lot."  Can  there  be 
any  ambiguity  about  that  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  What  is  it  ? 

Mr.  Brady.  —  That  you  can  have  a  house  not  covering  more  than  92  per 
cent  of  the  lot  and  simply  take  your  computation  at  the  level  of  the  second 
tier  of  beams. 

The  Chairman.  —  But  "  no  such  building  shall  be." 

Mr.  Brady.  —  You  have  read  "  the  first  story  "  there  several  times. 

The  Chairman.  —  That  refers  to  percentage.  "No  such  building 
hereafter  constructed,  above  the  first  storv  shall  occupy  more  than  92  per 
cent  of  the  area  of  the  lot,  and  no  such  building  shall  come  within  6 
feet  of  the  rear  of  said  lot." 

Mr.  Brady.  —  You  comply  with  the  requirements  so  far  as  your  area 
is  concerned  when  you  — 

Tfie  Chairman.  —  Do  you  mean  to  say  that  law  permits  it  ? 

Mr.  Brady.  —  There  is  no  prohibition. 

The  Chairman.  — "  And  no  such  building  shall  come  within  5  feet  of 
the  rear  of  said  lot."     Is  not  that  a  prohibition  ? 

Mr.  Brady. — Not  on  the  first  story,  because  it  states  in  the  former 
flection  on  the  level  above  the  first  story. 
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The  Chairman,  —  Wlien  you  cotmider  that  whon  that  Uw  was  enaetod 
thej  omitted  the  words  **  abore  the  first  story/'  why  did  they  omit  those 
words? 

Mr.  Brady.  —  I  don't  know  that  they  are  omitted  except  as  yoa  are 
reading  at  the  present  time. 

The  Chairman.  —  Hare  you  erer  applied  to  the  Corporation  Counsel 
for  an  opinion  on  that  ? 

Mr.  Brady.  — Yes,  sir. 

The  Chairman.  —  Did  you  get  one  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman,  — Can  you  send  us  a  copy  of  it  ? 

Mr.  Brady.  —  I  do  not  know  whether  i  have  got  it  written.  I  hare 
discussed  that  with  the  Assistant  Corporation  Counsel,  and  I  beliere  I 
may  find  a  written  opinion  in  connection  with  it  If  I  hare  one  I  will 
furnish  it  to  you  with  pleasure. 

The  Chairman.  —  I  assume  your  Department  does  permit  the  comer 
tenement  houses  to  occupy  the  entire  lot  ? 

Mr.  Brady.  —  In  some  instances,  where  they  ap^ly  for  it 

The  Chairman,  —  Where  they  do  not  apply  for  it  ? 

Mr.  Brady.  —  Then  they  do  not  want  it 

7%e  Chairman.  —  You  nerer  object  to  plans  for  comer  tenement  houses 
simply  on  the  ground  that  the  entire  lot  is  occupied  up  to  one  story  ? 

3fr.  Brady.  —  No,  sir ;  we  would  allow  them  to  build  it  in  tliat  way 
where  it  would  not  exceed  92  per  cent  of  the  lot 

The  Chaimian,  —  Now  about  air  shafts :  do  you  express  the  same  opin- 
ion with  regard  to  the  enforcement  of  the  law  with  reference  to  air  shafts 
that  you  do  on  other  subjects  7 

Mr,  Brady.  —  I  don't  know  what  you  mean. 

The  Chairman,  —  Do  you  mean  Uie  law  in  reference  to  the  sixe  and 
character  of  the  air  sliaf ts  is  being  enforced  ? 

Mr,  Brady.  —  Yes,  sir. 

The  Chairman,  —  Do  ^ou  think  the  provision  of  the  law  requiring  that 
there  should  be  an  additional  4  inches  in  width  for  stories  above  the 
fifth  is  being  enforced  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman,  —  Do  you  think  the  provision  of  the  law  in  all  boroughs 
requiring  air  shafts  to  be  at  least  25  feet  in  area  is  enforced  7 

Mr.  Brady.  — I  cannot  answer  for  the  other  boroughs. 

The  Chairm€m You  think  it  is  enforced  in  your  borooffh  7 

Mr.  Brady.  — I  believe  it  is  and  I  presume  it  is  in  the  other  boroughs. 

The  Chairman. — Now  what  do  you  understand  to  be  the  practical 
enforcement  of  the  law  in  Uiis  borough  with  respect  to  the  nreproof 
character  of  stairs,  floors,  or  halls;  public  halls  and  stair  wells  and 
enclosures  7 

Mr.  Brady,  —  I  believe  the  law  is  enforced. 

The  Chairman, —VniBi  is  the  practical  enforcement  you  require  as  to 
that  law,  and  do  you  require  fireproof  floorinj^  in  halls  7 

Mr.  Brady.  — Wherever  the  law  requires  it  we  do. 

7%e  Chairman,  —  Where  doee  the  law  require  it  7 

Mr,  Brady.  —  Buildings  more  than  five  stories  in  height  with  more  than 
three  families  on  a  floor. 

I%e  Chairman.  —  There  you  require  it  invariably  f 
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Mr.  Brady. — Yes,  sir. 

The  Chairman,  —  Do  jou  define  wood  a  fireproof  material  7 

Mr.  Brady. — No,  sir. 

The  Chairman.  —  Wood  cannot  under  any  conditions  be  a  fireproof 
material  ? 

Mr.  Brady.  —  Tes,  sir. 

The  Chairman.  —  If  chemically  treated? 

Mr.  Brady.  — Yes,  sir. 

The  Chairman.  —  What  distinction  do  you  draw  between  slow-boming 
and  fireproof  material  ? 

Mr.  Brady.  —  Fireproof  material  is  usually  burnt  da^r,  iron  construc- 
tion, tile.  Slow-burning  construction  may  be  studs  filled  in  with  mineral 
wool,  brick  with  wire  lath  and  plaster  on  the  surface. 

The  Chairman.  —  Treated  wood  you  would  regard  as  fireproof  or  slow- 
burning  ? 

Mr.  Brady.  —  If  properljr  treated,  would  be  a  fireproof  material. 

The  Chairman.  —  What  is  the  special  provision  regarding  buildings 
over  three  stories  and  a  cellar? 

Mr.  Brady.  —  Slow-burning  construction  for  stairs  and  halls. 

ITie  Chairman.  —  In  any  case  are  untreated  wood  stairs  permitted  in 
tenement  houses? 

Mr.  Brady.  —  Yes,  sir. 

7%e  Chairman.  —  In  what  cases  ? 

Mr.  Brady.  —  Under  five  stories  in  height. 

The  Chairman.  —  As  I  understand  the  law,  the  stairs  must  be  slow- 
burning  material  in  such  cases? 

Mr.  Brady. — They  are  if  protected  by  wire  lath  and  studs  filled  in 
with  brick  or  mineral  wool. 

The  Chairman.  — We  are  sx>eaking  of  the  stair  treads. 

Mr.  Brady.  —  When  the  surface  of  the  stairs  is  protected  by  wire  lath 
on  the  under  side. 

The  Chairman.  —  When  the  risers  are  of  wood  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  That  is  the  practical  construction  you  give  the  law 
which  requires  that  tenement  house  stairs  shall  be  of  nreproof  or  slow- 
burning  material,  that  you  permit  the  treads  and  risers  of  wood? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  And  whole  stair  structure  of  wood  ? 

Mr.  Brady.  —  Yes,  sir. 

l%e  Chairman.  —  On  what  theory  do  you  justify  that  ? 

Mr.  Brady.  —  Because  we  adopt  a  system  of  wire  lath  and  plaster 
boards  and  enclose  them  with  brick  and  mineral  wool. 

l%e  Chairman.  — The  law  says  the  stairs  must  be  fireproof. 

Mr.  Brady.  —  The  halls  and  stairs  are  only  part  of  the  building. 

77ie  Cfiairman.  —  Where  the  law  requires  them  to  be  slow-burning 
material  ? 

Mr.  Brady.  —  It  is  protected. 

The  Chairman.  —  iSoes  the  law  give  you  discretion  to  use  inflammable 
material  because  you  think  it  is  protected  ? 

Mr.  Brady.  —  Yes,  sir,  slow-burning. 

77^  Chairman.  —  Untreated  wood  is  inflammable? 

Mr.  Brady.  — Yes,  sir. 
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T%€  Chairman.  —  Where  do  you  get  the  discrelioii  to  pennit  that  f 

Mr,  Brady.  —  The  point  I  hare  explained  to  joo,  that  plaster  boards 
and  wire  lathing  on  the  under  side  make  it  slow-burning  beoanse  the  fire 
will  not  penetrate  to  the  risers  or  treads. 

T%€  Cftatrmaiiy  reading.  —  ^Ererj  tenement  house  hereafter  eon- 
struoted,  or  buildings  herenfter  converted  to  the  purpose  of  a  tenement 
house,  exceeding  three  stories  in  heiffht,  or  having  a  basement  with  three 
stories  above  the  oellar,  shall  have  the  entrance  hall  and  entire  stairwell 
and  stairs  built  of  slow  burning  construction  or  fire-proof  material  ? '' 

Mr.  Brady.  —  Yes,  sir. 

I%€  Gmirman.  —  The  expression  "entire  stairs^  is  pretty  dear? 

Mr.  Brady.  —  Yes,  sir. 

The  Ouiirman.  —  And  yet  vou  say  under  the  law  you  have  the  discre- 
tion to  permit  the  stairs  to  be  built  of  wood  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  And  that  allows  you  to  have  the  stairs  of  public  halls 
of  wood  too  ? 

Mr.  Brady.  —  For  that  class  of  building,  between  three  and  five  stories 
in  height. 

The  Chairman.  —  Notwithstanding  the  apparently  mandatory  prc^ 
vision  of  law  that  there  must  be  a  fireproof  or  slow-burning  material  f 

Mr.  Brady.  —  We  apply  the  slow-burning  materiaL 

The  Chairman.  —  What  is  dow-buming  material  ? 

Mr.  Brady.  — Wood  may  be  made  so  by  the  manner  in  which  it  is 
treated. 

The  Chairman.  —  You  have  stated  you  do  not  require  treatment  7 

Mr.  Brady.  —  You  can  protect  wood  by  mineral  wool  and  if  it  is  brick- 
filled  with  wire  lath  on  the  face. 

The  Chairman.  —  Does  that  prevent  wood  being  inflammable  f 

Mr.  Brady.  —  Yes,  sir;  makes  it  slow-burning  and  because  there  is  no 
draft  of  air  or  opportunity  for  the  combustion  to  start 

The  Chairman.  —  You  call  wooden  floors  with  no  fiUing  between  the 
beams  slow-burning? 

Mr.  Brady.  —  No,  sir. 

The  Chairman.  —  Would  you  permit  it  if  you  found  it  out  f 

Mr.  Brady.  — No,  sir ;  as  far  as  the  law  is  concerned  in  a  three  or  five 
story  building,  yes. 

The  Chairman.  —  On  what  theory  ? 

Mr.  Brady.  —  Because  the  halls  and  stairs  are  protected  by  a  form  of 
construction  with  mineral  wool,  brick-filled  partitions,  wire  lath,  and 
plaster  boards. 

The  Chairman.  —  In  other  words,  because  you  think  the  surroundings 
are  adequate  protection,  you  go  against  express  provisions  of  the  law  ? 

Mr.  Brady.  —  It  is  a  discretionary  power  vested  in  the  Commissioner  of 
Buildings  to  use  slow-burning  construction. 

The  Chairman.  —  Where  do  you  find  the  discretionary  power  ? 

Mr.  Brady.  —  Because  it  specifies  slow-burning  construction,  which  is 
a  matter  of  difference  of  opinion ;  which  can  be  made  of  various  filssses 
of  material. 

The  dajnnoii.  —  Isn't  it  a  fact  that  the  law,  befcwe  the  Charter  was 
adopted,  gave  the  Superintendent  of  Buildings  discretion  in  that  regard  ? 

Mr.  Brady.  —  The  law  went  into  effect  in  April  or  May,  1890,  and  th«» 

TOL.  II  — So 
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words  '^slow-burning''  came  in  there.  Preyioos  to  that  there  was  no 
requirement  on  that  subject. 

The  Chairman.  —  Do  you  remember  the  provision  of  the  law  was 
'^  stairs  built  of  such  slow  burning  construction  or  fire  proof  material  as 
the  superintendent  of  buildings  shall  decide,"  and  when  the  Charter  was 
adopted  the  words  *'  such  as  the  superintendent  of  buildings  "  were  omitted  ? 

Mr.  Brady.  — No,  sir,  I  do  not. 

The  Chairman.  —  If  you  were  told  they  were  omitted,  wouldn't  you 
say  the  intention  was  to  take  away  discretion  from  the  Superintendent  of 
Buildings  ? 

Mr.  Brady.  — No,  sir;  because  it  would  not  be  possible  to  tell  what 
anybody  meant  by  slow-burning  construction,  except  by  applying  con- 
struction to  the  wood  to  make  it  bum  slow,  or  prevent  fire  from  reach- 
ing it. 

The  Chairman.  —  You  admit  ordinary  untreated  wood  is  inflammable  ? 

Mr.  Brady.  —  Yes,  sir. 

77i6  Chairman.  —  And  yet  you  permit  its  use  in  halls  and  stairs  ? 

Mr.  Brady.  —  Yes,  sir;  with  a  protection  of  wire  lath  and  plaster 
boards  and  filled  in  with  mineral  wool  and  bricks. 

A  Cammiseioner.  —  Is  it  your  theory  that  the  fire  occurs  often  under- 
neath, and  if  the  underneath  portion  is  protected  it  will  not  spread  ? 

Mr.  Brady.  — Yes,  sir. 

The  Commissioner.  —  As  a  matter  of  fact  does  flooring  of  ordinary 
untreated  wood  bum  quickly  when  it  is  on  top  of  slow-combustion 
material  ? 

Mr.  Brady.  — No,  sir;  it  does  not  burn  rapidly. 

The  Chairman.  —  Now,  Mr.  Brady,  I  find  nere  an  original  amendment 
prepared  by  one  of  your  inspectors,  ffohn  A.  Lee,  a  statement  of  objections, 
and  here  is  the  requirement  as  to  a  comer  tenement  house :  ''  A  five-foot 
space  at  the  rear  must  exist  from  the  grou£d  up,"  and  I  understand  that 
that  same  criticism  occurs  in  a  great  many  statements  of  objections  ? 

Mr.  Brady.  —  Yes,  sir ;  we  try  to  enforce  that  as  far  as  we  can  approxi- 
mately. 

The  Chairman. — You  testified  a  few  minutes  ago  that  you  never 
objected  to  a  plan  because  the  first  story  covered  the  entire  lot,  on  a 
corner  ? 

Mr.  Brady.  —  We  do  object  to  plans  at  times,  yet  we  have  to  modify 
and  allow  them  to  build  on  the  full  depth  of  the  lot,  and  that  was  the 
question  that  came  up,  and  I  requested  an  opinion  from  the  Corporation 
Counsel. 

The  Chairman.  —  You  said  a  while  ago  you  had  no  discretion,  but  were 
bound  to  permit  a  corner  building  to  cover  the  entire  lot  on  itie  first  story 
if  it  was  requested  ? 

Mr.  Brady.  —  If  they  file  the  plan  that  way,  we  do. 

77ie  Chairman.  —  Yes,  but  here  are  objections. 

Mr.  Brady. — It  was  a  misunderstanding  of  the  section  of  the  Code 
that  brought  out  the  discussion  between  the  Corporation  Counsel  and 
myself.    That  may  be  the  case  the  question  arose  on. 

The  Chairman.  —  When  did  that  discussion  come  up  with  the 
Corporation  Counsel  ? 

Mr.  Brady.  —  I  can't  tell. 

The  Chairman.  —  About  when  ? 
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Mr,  Brady.  —  Within  a  year;  between  the  first  of  last  Jannary  and 
the  present  time. 

The  Chairman.  —  Yon  don't  remember  about  when  it  was  ? 

Mr.  Brady.  —  No;  I  think  the  weather  was  warm  and  it  may  haTe 
been  in  the  spring. 

The  Chairman.  —  Yon  will  remember  to  give  ns  that  information  if 
you  hare  it? 

Mr.  Brady.  —  Yes,  sir,  certainly. 

The  Chairman.  —  Are  there  any  conditions  under  the  present  law  when 
rooms  are  lawful  that  do  not  have  windows  opening  into  the  outer  air  in 
the  new  tenement  houses ;  sleeping  rooms  or  living  rooms  ? 

Mr.  Brady.  —  No,  sir. 

The  Chairman.  —  So  that  you  would  condemn  any  plan  showing  rooms 
having  no  windows  except  into  some  other  room  ? 

Mr.  Brady.  —  No ;  condemn  the  plan  if  it  shows  rooms  opening  into 
other  rooms  unless  it  opens  into  external  air. 

The  Chairman.  —  Uy  "  external  air  **  you  mean  a  shaft  open  at  the  top  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  And  over  25  square  feet  for  the  area  of  the  shaft  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman. — Now  with  a  view  to  finding  out  ourselves,  as  far  as 
we  could  from  the  records  of  your  Department,  about  some  of  these  build- 
ing containing,  as  we  find,  anywhere  from  one  to  twenty  violations  of  the 
building  law,  we  have  examined  the  records  of  your  Department  with 
respect  to  some  specific  buildings,  and  I  will  take  them  up  —  and  I  mi^ht 
say  that  the  records  were  taken  up  from  our  own  lists  of  violations  with- 
out any  particular  order,  but  a  dozen  or  fifteen  were  examined  in  the  order 
they  were  found  in  our  table  bv  Mr.  Stokes  and  one  or  two  others  repre- 
senting the  Commission.  The  prst  sample  case  here  is  that  of  a  tenement 
house,  northeast  comer  of  Goerck  and  Rivington  Streets.  Our  inspector, 
on  July  21,  found  the  following  apparent  violation  of  the  law :  Entire 
yard  space  was  covered  over  on  die  nrst  story.  Now  would  you  say  that 
was  permissible,  that  being  a  comer  lot  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Above  the  first  story  yard  space  only  3  feet  7 
inches  instead  of  5  ? 

3fr,  Brady.  —  That  would  be  a  violation  of  law. 

The  Chairman.  —  Why  wasn't  that  building  stopped? 

Mr.  Brady.  —  I  cannot  tell. 

The  Chairman.  —  Do  you  think  such  cases  as  that  are  frequent  ? 

Mr.  Brady.  —  No,  sir ;   I  think  they  are  rare. 

The  Chairman.  —  There  is  one  room  containing  only  400  cubic  feet  of 
air,  and  there  are  three  dark  rooms  bock  of  the  store  with  no  window  of 
any  kind  to  the  outer  air.      Would  this  be  permitted  ? 

Mr.  Brady.  —  No,  sir,  not  if  they  were  living  rooma 

The  Chairman.  —  An  examination  of  your  records  shows  the  following 
facts :  That  the  original  plans  show  a  yard  space  of  only  3  feet  deep.  The 
Department  examiners  disapproved  the  plans  of  December  22,  1899,  with 
the  following  objection,  "Tnere  must  be  five  feet  at  rear.**  On  June  9, 
the  architect  filed  the  following  amendment:  '^ There  will  be  five-foot 
space  at  rear."  Now  what  I  want  to  call  attention  to  there,  is  that  your 
objection  was  made  Deoember  22,  and  the  architect  filed  no  amendment 
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until  June  9,  and  in  the  meantime  the  building  was  built  Now  how 
oould  that  happen  under  the  proper  administration  of  the  Department  ? 

Mr,  Brady.  —  When  he  commenced  the  work  he  oould  make  an  appli- 
cation to  erect  the  building  to-day,  and  not  start  for  twelve  months. 

The  Chairmcm.  —  In  point  of  fact,  that  building  was  then  nearly  com- 
pleted on  July  31,  and  it  must  have  been  well  advanced  on  June  9? 

Mr.  Brady.  —  I  cannot  answer  that  without  making  an  investigation. 

TlhB  Chairman. — That  would  be  some  defect  in  the  administration  of 
the  Department  ? 

Mr.  Brady.  — If  such  a  thing  occurred,  yes. 

Tlie  Cfiairman.  —  The  plan  shows  three  dark  rooms  back  of  the  store 
on  the  first  floor.  The  Department  examiners  on  June  11  disapproved 
the  plan  with  the  following  objections  —  almost  six  months  after  the  plans 
had  been  filed,  and  when  the  building  was  well  toward  completion  — 
**  Booms  marked  X  at  first  floor  are  not  provided  with  windows,  to  the 
external  air.''  On  June  12  the  architect  amended  his  plans:  ^' Booms 
marked  thus  (x)  are  dispensed  with."  Also  on  June  11  the  Building 
Department  examiners  disapproved  the  plan  for  the  further  following  rea- 
sons, '^  The  five  foot  space  at  the  rear  must  extend  from  the  ground  up." 
That  was  in  June  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Had  you  then  received  the  opinion  of  the  Corpora- 
tion Counsel  ? 

Mr.  Brady. — I  could  not  exactly  say  the  date.  As  I  said  before,  it 
was  a  discussion  that  arose  on  the  point  of  law  which  I  discussed  wiUi 
Mr.  Otterbourg,  and  I  may  have  a  written  opinion  which  I  will  forward 
to  this  Commission. 

The  Chairman.  —  On  June  12,  the  architect  requested  a  modification  of 
this  law,  and  this  objection  was  endorsed :  **  Objection  waived.  Applica- 
tion filed  December  22,  1899."  So  that  you  decided  to  waive  that 
objection  ? 

Mr.  Brady.  —  Any  building  plans  filed  previous  to  the  adoption  of  the 
Code  had  to  be  treated  as  filed  previous  to  the  adoption  of  the  Code. 

The  Chairman.  —  This  is  under  the  Charter,  and  not  under  the  Code  ? 

Mr.  Brady.  —  If  it  was  an  objection  that  was  raised  before  that  section 
of  the  Code,  they  would  have  the  right  to  have  an  opportunity  to  follow 
the  old  law  if  it  was  filed  previous  to  the  23d  of  December. 

The  Chairman.  —  These  objections  do  not  come  under  the  Code  at  all, 
but  are  under  the  Charter  ? 

Mr.  Brady.  —  There  are  some  that  come  under  the  Code. 

The  Chairman.  —  You  do  not  pretend  that  the  provision  as  to  whether 
five  feet  must  be  left  at  the  rear  of  a  corner  lot  is  a  provision  of  the 
Code? 

Mr.  Brady.  —  No,  sir. 

T%e  Chairman.  —  Another  one.  December  22d  the  plan  examiners 
disapproved  the  plan  with  the  following  objection,  <<  There  must  be  a 
clear  space  of  ten  feet  in  the  rear  of  that  portion  of  the  building  in  excess 
of  twenty-five  feet,  or  in  lieu  thereof,  the  five  foot  space  must  extend  to 
the  first  interior  room."  On  June  11th,  when  the  architect  amended  his 
plan,  he  made  no  answers  on  this  point,  and  yet  the  building  was  going 
ahead.     Should  not  action  have  been  taken  there  ? 

Mr.  Brady.  —  There  may  have  been  action  taken. 
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The  Chairman.  — W^  find  the  building  ii  completed  with  that  defect 
embodied. 

Mr.  Brady.  —  There  may  be  cases  pending  in  coort 

The  Chairman.  —  What  good  does  it  do  to  hare  cases  in  court  and 
buildings  completed  inrolving  these  defects,  when  you  hare  the  power  to 
stop  the  construction  of  the  building  in  forty-eight  hours  if  tou  choose  ? 

Mr.  Brady.  —  When  we  take  llyOOO  cases,  one  violation  is  as  important 
as  the  other,  and  the  attorney  is  the  best  judge  as  to  the  course  oz  prose- 
cution.   They  are  referred  direct  to  him  for  prosecution. 

The  Chairman.  —  You  said  some  time  ago  that  where  the  riolation  was 
serious,  you  saw  to  it  that  the  building  was  stopped  ? 

Mr.  Brady.  —  Where  it  was  called  to  my  attention. 

The  Chairman.  —  Then  it  is  not  the  custom  of  your  department  to  pick 
out  the  serious  riolations  and  see  that  they  are  enforced  ? 

Mr.  Brady.  —  Yes,  sir.  Where  they  see  an  important  case  they  call 
it  to  my  personal  attention,  and  while  tnat  case  might  be  record  No.  9660. 
it  might  be  prosecuted  in  advance  of  the  case  that  might  be  numbered 
999  the  same  year. 

The  Chairman.  —  And  would  not  you  account  this  to  be  a  serious  case  ? 

Mr.  Brady.  —  I  do  not  know  the  individual  cases  because  I  do  not  han- 
dle them.     It  is  impossible. 

The  Chairman.  —  Assuming  the  fact  to  be  that  only  three  feet  and  some 
inches  were  left  at  the  rear,  would  you  count  that  a  serious  case  ? 

Mr.  Brady.  —  Yes,  sir ;  and  would  call  it  to  the  attention  of  the  at- 
torney for  additional  prosecution. 

Jne  ChcUrman.  —  And  if  you  found  that  a  building  had  been  completed 
without  that  defect  beinff  corrected  ? 

Mr.  Brady.  —  I  would  take  steps  to  remove  the  encroachment 

A  Commissioner.  — This  plan  was  disapproved  in  the  first  instance,  I 
understand,  by  the  examiner  of  plans  ? 

Mr.  Brady.  —  Yes,  sir. 

7%e  Commissioner.  —  Then  could  the  building  go  ahead  without  a 
permit  being  issued  ? 

Mr.  Brady.  —  No,  sir;  the  first  step  would  be  a  violation  for  proceeding 
without  having  plans  approved,  and  that  would  be  forwarded  to  the  a& 
tomey  for  prosecution,  and  that  is  a  violation  that  is  occurring  every 
day. 

The  Commissioner.  —  I  should  like  to  know  if  it  appeared  in  this  case 
whether  the  building  went  ahead  without  a  permit  or  with  a  permit? 

The  Chairman.  —  The  records  of  the  Department  show  the  plans  were 
not  approved  until  June  12th. 

Tike  Commissioner.  —  The  buildinff  went  up,  in  fact,  without  a  permit  ? 

TTke  Chairman.  —  And  early  in  July  it  was  substantially  completsu 
thus  showing  that  it  must  have  been  proceeding  on  the  original  plan  filed 
in  December  without  waiting  for  a  permit  from  the  Building  Depart- 
ment 

Mr.  Brady.  —  In  the  natural  course  of  events  I  will  state  now  that  I 
believe  if  you  look  back  to  the  records  you  will  find  a  violation  for  pro- 
ceeding without  a  permit 

The  Chairman.  —  Does  it  not  happen  in  the  majority  of  cases  that  the 
buildings  go  ahead,  notwithstanding  the  violation  having  been  filed  f 

Mr.  Brady.  — No,  sir. 
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The  Chairman, — Tou  say  11,000  violations  were  filed  last  year  in 
this  borough  alone  ? 

Mr.  Brady.  — Yes,  sir. 

The  Chairman.  —  The  building  stopped  11,000  times? 

Mr.  Brady.  —  No;  many  of  them  were  removed  by  amendment  of 
architects. 

The  Chairman.  —  Don't  you  know  it  to  be  a  fact  that  builders  do  not 
stop  buildings  because  violations  are  filed  ? 

Mr.  Brady. — As  a  rule  they  do  not.  They  try  to  push  ahead  with 
their  work. 

Tfie  Chairman.  — And  as  a  rule  they  do  in  fact  push  ahead  with  their 
work  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  And  frequently  sell  their  buildings  with  violations 
on  them  ? 

Mr.  Brady.  — Yes,  sir. 

T9ie  Chairman.  —  So  as  a  rule  you  do  not  succeed  in  stopping  the  erec- 
tion of  buildings  because  violations  have  been  filed  ? 

Mr.  Brady.  — Those  violations  are  technical  violations  not  affecting  the 
stability  of  the  building  itself. 

77^  Chairman.  — We  are  limiting  our  discussion  to  important  violations. 

Mr.  Brady.  —  We  established  a  system  that  buildings  may  be  sold  with 
violations  pending.  Many  of  them  are  sold  in  that  way,  and  many  tinges 
the  attorneys  in  passing  title  send  to  the  Department  for  a  search  to  know 
whether  there  is  any  violation  pending  against  the  property  or  not,  and 
we  midce  a  return  on  them  the  same  as  the  County  Clerk  does,  and  we 
have  an  examination  of  the  building  made  at  the  time  of  that  examination, 
and  many  times  it  interferes  with  Uie  transfers  of  property  and  it  com- 
pels them  to  make  corrections  in  the  buildings. 

The  Chairman.  —  What  ^ood  does  the  filing  of  violations  do  to  the 
number  of  11,000,  which  indicates  great  industry  on  the  part  of  a  certain 
division  of  your  Department,  if,  as  we  find  to  be  the  case,  it  is  the  rule 
among  builders  to  go  ahead  with  their  tenement  houses  without  paying 
attention  to  those  violations  ? 

Mr.  Brady.  —  They  do  not  go  ahead  without  pa^ng  attention  to  them. 
We  notify  their  architects  that  they  haven't  a  permit  Out  of  11,000  cases 
you  might  find  1000  cases  of  these  violations  for  starting  without  a  permit^ 
and  then  the  approval  of  the  plan  will  remove  that  violation  without  suit 

The  Chairman.  —  You  recognize  that  many  tenement  houses  are  started 
and  carried  on  some  distance  without  a  permit  ? 

Mr.  Brady.  —  There  may  be  some  instances  to  the  point,  but  they  do 
not  go  very  far. 

ITie  Chairman.  —  We  find  a  great  many  instances. 

Mr.  Brady.  —  We  do  not  find  many  instances.  We  find  some  and  then 
we  stop  them. 

!77^  Chairman.  —  What  do  you  do  when  you  find  a  building  going  ahead 
without  a  permit  ? 

Mr.  Bjudy.  —  Serve  notice  on  the  owner  and  architect  that  they  are 
proceeding  without  a  permit  and  send  it  to  the  attorney  for  prosecution. 

The  (Airman.  — Then  your  responsibility  ends  ? 

Mr.  Brady,  —  No,  sir ;  because  we  find  if  they  do  not  make  their  returns 
quarterly  of  violations  received,  dismissed  and  removed. 
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T%e  C^cUrman.  —  Don't  these  proceedings  to  enforce  Tiolationi  drag 
along  for  months  in  tlie  attorney's  oflloe  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Giairman.  —  Is  it  not  a  matter  of  freqnent  oooorrenoe  that  a  tene- 
ment house  subject  to  numerous  Tiolations  in  the  hands  of  attorney  for 
prosecution,  is  carried  to  completion  7 

Mr.  Brady.  —  Not  numerous ;  very  rare. 

The  Chairmcui.  — We  find  a  great  many  such  cases.  We  find  as  a  mat- 
ter of  fact  but  a  small  percentage  of  the  buildings  getting  to  completion 
without  one  or  more  violations  of  law,  and  violations  of  law  that  are  not 
changed,  when  they  are  completed. 

Mr.  Bradv.  —  I  cannot  say  that  because  I  would  not  discuss  a  problem- 
atic case.  If  you  give  me  a  specific  case,  I  will  answer  that  There  might 
be  a  difference  of  opinion  between  your  inspectors  making  an  inspection,  and 
those  authorized  and  organized  by  law  to  make  those  inspections. 

The  Chmrman.  —  I  fa^ve  given  you  a  specific  case. 

Mr,  Bradtf.  —  I  have  told  you  I  cannot  answer  that  without  referring  to 
books  that  will  refresh  my  memory. 

The  Chairman.  —  We  understand  you  will  enforce  all  these  violations 
we  call  your  attention  to  ? 

Mr.  Brady.  — Yes,  sir. 

The  Chairman. — Now,  in  the  same  record,  ^  There  must  be  a  dear 
space  of  10  feet  in  the  rear  of  that  portion  of  the  building  in  excess  of  25 
feet  or  in  lieu  thereof  the  Moot  >PAce  must  extend  to  the  first  interior 
room.''  On  June  11,  when  tiie  arcnitect  amended  his  plan,  he  made  no 
answers  on  this  point  On  June  12  the  Department  examiners  still  dia- 
approved  the  plan  with  the  followine  notes,  or  objection,  "  Not  removed." 
On  the  same  aay  the  architect  asked  for  a  modification  in  this  respect, 
**  As  the  building  is  sufficiently  ventilated,"  and  the  plans  are  indorsed 
on  that  day,  "  Modification  granted."  Signed  "  W.  J.  Carey."  Also  **  John 
A.  Dooner  "  and  **  plans  approved." 

Mr.  Brady.  —  i  es,  sir. 

The  Chairman.  —  Now  had  yon  any  right  to  grant  the  modification  ? 

Mr.  Brady.  —  Yes,  sir. 

77k«  Chairman.  —  On  what  theory  ?  Remember  this  was  not  on  a 
comer  lot 

Jfr.  Brady.  — We  have  that  under  the  rules  established  under  section 
GCl,  Consoliciation  Act,  transferred  to  us  from  the  Board  of  Health* 

The  Chairman.  —  That  has  been  repealed  by  the  Charter.  Did  yon 
have  any  discretion  in  this  case  to  permit  the  portion  of  that  building  on 
an  inside  lot  to  extend  further  back  than  to  within  10  feet  of  the  rear  of 
the  lot  ? 

Mr.  Brady.  —  Yes,  sir;  as  long  as  it  was  one  individual  building  and 
ample  light,  air,  and  ventilation  were  secured. 

The  Chairman You  stated  a  few  moments  ago  that  the  provision  of 

law  that  a  building  could  not  cover  more  than  75  per  cent  of  an  inside  lot 
was  mandatory  aiul  you  had  no  discretion  ? 

Mr.  Brady.  —  You  take  those  irregular  buildings  you  desorib^  joa 
have  a  plan  of  building  to  get  a  return  from  that  pieoe  of  land,  ana  if  a 
proper  plan  is  submitted  that  shows  proper  light  and  ventilation,  the 
l)epartment  uses  its  best  discretion  to  grant  the  permit  to  improve  the 
property. 
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The  Chairman. — Is  not  that  a  case  where  yoa  exercise  a  discretion  the 
law  does  not  confer? 

Mr,  Brady. — No,  sir;  we  are  advised  we  have  that  discretionary 
power. 

7%e  Chairman.  — If  you  objected  to  it  in  the  iirst  place,  why  did  you 
finally  approve  it  without  having  changes  made? 

Mr.  Brady.  —  Because  the  examiners,  if  they  were  given  the  right  to 
change  and  modify  the  rules  or  the  law  without  a  reference  back  to  some 
person  in  authority  we  would  have  no  rules  or  regulations,  and  when  an 
application  would  come  back  to  Mr.  Dooner  acting  as  Commissioner  he 
has  the  authority  to  vanr  or  change  that  with  my  knowledge  or  consent. 

The  Chairman.  —  Then  you  do  not  stand  by  your  original  testimony 
that  in  no  case  can  a  tenement  house  cover  more  than  75  per  cent  of  an 
inside  lot  ? 

Mr.  Brady.  — I  do  not  consider  that  an  inside  lot.  That  is  a  peculiar 
shaped  lot  on  a  comer. 

TTis  Chairman.— 176  and  178  Eldridge  Street.  This  building  was 
examined  on  August  16th  by  inspectors.  They  found  the  following  ap- 
parent violations  of  the  law:  The  dumb-waiter  doors  not  self-closing.  The 
law  requires  them  to  be  ? 

Mr.  Brady.  —  Yes,  sir. 

7%e  Chairman.  —  Do  you  attempt  to  enforce  the  law  in  that  regard  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  — Don't  you  know  as  a  matter  of  fact  in  a  large  number 
of  cases  they  are  not  ? 

Mr.  Brady.  —  The  original  law  for  the  dumb-waiter  shaft  did  not  con- 
sider anything  about  a  door  at  all,  and  they  were  built  with  wooden  doors 
originally,  and  I  finallv  succeeded  in  getting  an  iron  door  nlaced  on  the 
dumb-waiter  shaft,  and  in  the  cellar  we  forced  the  matter  by  making  it 
mandatory  to  have  them  self-closing,  but  in  the  upper  floors  there  were 
iron  doors  in  compliance  with  the  law. 

Tfie  Chairman.  —  Does  not  the  Code  require  them  to  be  self-closing  on 
all  floors  ? 

Mr.  Brady.  —  No,  sir. 

I%e  Chairman.  — The  report  also  says  the  first  tier  of  beams  over  the 
cellar  is  constructed  of  wood  instead  of  iron  with  fireproof  flooring.  Was 
that  permissible  under  the  law  on  a  seven-story  building? 

Mr.  Brady.  —  No,  sir. 

7%e  Chairman.  —  If  they  were  there,  that  was  a  clear  violation  of  law  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman. — The  violation  was  filed  early  in  the  construction  of 
that  building.     Why  was  not  that  enforced  ? 

Mr.  Brady.  —  I  do  not  know  whether  there  was  a  violation. 

The  Chairman. — A  violation  was  filed  and  is  still  pending,  but  yet 
that  building  is  completed  and  occupied.  Isn't  there  some  defect  in  the 
administration  of  the  law  there  ? 

Mr.  Brady.  — There  may  be  delay,  as  far  as  the  attorney  is  concerned. 

The  Chairman.  — What  good  did  it  do  to  file  a  violation  on  that  build- 
ing by  an  objection  to  the  cellar  beuns  if  the  building  isn't  stopped  and  is 
allowed  to  be  completed  and  occupied  ? 

Mr.  Brady.  —  Is  that  the  builaing  that  was  the  question  of  dispute  that 
the  tier  of  beams  was  placed  in  the  second  story  instead  of  the  first  ? 
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The  Chairman.  — I  don't  know  about  that 

Mr,  Brady,  —  I  think  you  will  find  there  waa  a  tier  of  iron  beams,  and 
it  waa  a  dispute  between  the  owner  on  the  intent  of  the  law  as  to  ^e 
placing  of  the  iron  beams. 

The  Chairman,  —  What  do  you  consider  the  first  tier  of  beams  ? 

Mr,  Brady,  —  Above  the  sidewalk. 

The  Chairman,  —  It  must  be  above  the  level  of  the  sidewalk  ? 

Mr,  Brady,  —  Yes,  sir. 

The  Chairman.  —  You  require  iron  beams  above  the  cellar  ? 

Mr,  Brady,  —  Yes,  sir. 

The  Chairman, — The  beams  in  this  case  were  above  the  cellar,  and 
being  of  wood  they  were  clearly  a  violation  of  law? 

Mr,  Brady,  —  Yes,  sir. 

The  Chairman,  —  But  yon  did  file  an  objection,  but  it  has  not  been 
enforced.  Now  do  you  suppose  you  will  compel  them  to  substitute  iron 
beams? 

Mr,  Brady,  —  No,  sir. 

The  Chairman.  —  Whjr  not  ? 

Mr,  Brady,  —  I  think  if  I  recall  that  plan  — 

The  Chairman.  —  I  am  assuming  it  is  a  clear  violation  of  the  law,  and 
the  wooden  beams  are  found  above  the  cellar  instead  of  iron  beams,  and  a 
violation  is  pending.  Do  you  expect  the  result  of  that  violation  will  be 
to  compel  the  substitution  of  iron  beams  in  the  completed  building  ? 

Mr,  Brady,  —  No,  sir.  The  plan,  if  I  recollect  that  individual  case, 
was  not  to  have  any  cellar  and  that  there  was  no  cellar  there,  and  that 
the  beams  put  in  that  place  were  simply  sleepers,  and  that  the  first  tier  of 
beams  in  the  buildin|^,  which  would  be  second  floor  beams,  waa  above  the 
street  level,  and  that  it  was  a  question  of  dispute  whether  that  was  a  proper 
location  or  not.  They  excavated  a  part  of  the  cellar  to  use  it  for  coal- 
bins,  and  there  was  a  Question  of  personal  opinion,  when  the  change  waa 
made  in  the  tenement  house  law  to  compel  them  to  put  in  the  first  tier  of 
beams  of  iron,  and  I  advocate  the  placing  of  the  first  tier  of  beams  in  the 
second  floor,  and  therefore  protect  the  inmates  of  tenement  houses  above 
the  store  floor,  and  I  consider  to-day  it  is  dangerous  to  have  the  first  tier 
of  beams  on  the  level  of  Uie  first  floor ;  and  all  these  small  tenement 
house  stores,  where  they  have  kerosene  oil,  wood,  groceries,  and  all  that^ 
are  above  the  tier  of  iron  beams,  and  the  under  portion  is  unprotected  by 
wooden  beams. 

The  Chairman.  —  Yes,  but  that  does  not  make  any  less  mandatory 
the  requirement  of  the  law  that  the  beams  above  the  cellar  ahall  be  A 
iron? 

Mr.  Brady,  —  Above  the  cellar  they  should  be. 

The  Chairman,  —  If  in  point  of  fact  there  is  a  cellar  ? 

Mr,  Brady,  —  I  think  you  will  find  that  the  owner  of  this  building  or 
the  architect  filled  in  these  cellars  or  excavations  they  had  there. 

The  ChcLirman.  —  That  may  have  been  done  since  our  inspector  saw  it 

Mr.  Brady,  —  I  think  yon  will  find  something  of  the  kind 

The  Chairman.  —  That  is  not  the  only  case.  If  you  find  a  building 
completed  within  the  last  year,  having  a  cellar,  and  with  wooden  beams 
instead  of  iron  above  the  cellar,  and  a  violation  had  been  filed  while  the 
building  was  in  course  of  construction,  what  would  you  do  ? 

Mr.  Brady.  —  I  would  assist  the  owner  to  keep  tne  beams  on  the  level 
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of  the  first  story  because  I  think  it  is  where  they  should  be.  and  modify  the 
law  by  an  act  of  the  Board  of  Examiners  or  'Board  of  Buildings. 

The  Chairman.  —  Can  they  modify  the  law  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  You  think  they  can  modify  a  mandatory  act  of  the 
legislature  ? 

Mr.  Brady.  — Yes,  sir. 

The  Chairman.  — Would  you  consider  they  should  in  a  case  like  that  ? 

Mr.  Brady.  —  I  would  vote  for  it  as  a  member  of  the  Board. 

The  Chairman.  —  Would  not  the  thing  to  have  done  be  to  have  ore- 
rented  the  erection  of  that  building  before  it  went  beyond  the  cellar 
floor? 

Mr.  Brady.  —  We  would  have  to  know  it  first.  Now  they  filled  in 
that  excavation  that  they  had  for  the  cellar,  and  then  the  iron  beams  were 
the  first  tier  of  iron  beams  in  compliance  with  the  law. 

The  Cfiairman.  —  219  Division  Street  This  building  was  inspected 
August  2,  by  inspectors  who  reported  the  following  apparent  violations  of 
the  laws:  <<  Seven  stories;  cellar;  first  violation  that  the  stairs  were 
located  in  the  centre  of  the  building  without  having  any  window  opening 
to  the  outer  air."    Was  that  a  violation  ? 

Mr.  Brady.  —  No,  sir. 

7%«  ChcUrman.  —  Why  not  ? 

Mr.  Brady.  —  There  is  no  mandatory  provision  of  law  to  compel  the 
stairs  to  be  opened  to  the  open  air. 

Tfie  Chairman.  —  Also  tliat  the  air  shafts  were  not  increased  in  width 
above  the  fifth  story,  the  building  being  a  seven-story  building.  Was  that 
a  violation  ? 

Mr.  Brady.  —  It  would  be  a  violation  if  the  shaft  had  not  been 
increased  in  proportion  to  the  height  of  the  building. 

Tfie  Chairman.  —  <<  That  the  floors  of  the  public  halls  were  made  of 
wood  instead  of  iron  or  other  fireproof  material."  In  a  seven-story  build- 
ing was  that  a  violation  of  law  ? 

Mr.  Brady.  —  That  would  be  a  violation  of  law. 

7%e  Chairman.  —  ''That  the  stairs  were  constructed  of  wood  and 
enclosed  by  wooden  partitions."    Is  that  a  violation  of  law  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  ''That  the  stairs  from  the  basement  to  the  first  floor 
were  located  inside  of  the  building  and  were  not  enclosed  with  brick  walls  or 
provided  with  self-closing  fireproof  doors  top  and  bottom,  but  were  built 
of  wood."    Would  that  be  a  violation  of  law  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  — "  That  the  dumb-waiter  shaft  was  apparently  con- 
structed of  wood  although  it  extended  through  the  roof,  instead  of  being 
fireproof."    Would  that  be  a  violation  of  law  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  "That  it  was  enclosed  in  the  cellar  with  wooden 
partitions  instead  of  brick  walls  and  has  no  door."  Would  that  be  a 
violation  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  "  That  the  dumb-waiter  doors  at  each  story  were  not 
self-closing."     Is  that  a  violation  ? 

Mr.  Brady.  —  Yes,  sir. 
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The  Chairman.  —  *'  That  the  first  tier  of  beams  was  of  wood  instead  of 
iron ;  that  the  floors  of  the  water-closet  compartments  were  of  wood 
instead  of  being  waterproof.^    Would  this  be  a  yiolation  ? 

Mr.  Brady,  —  Yes,  sir. 

The  Chairman,  —  "The  examination  of  the  Building  Department's 
records  show  the  following  facts :  the  application  states  that  the  building 
is  to  be  six  stories  and  basement  high ;  also  states  that  the  first  tier  ctf 
beams  is  to  be  3"  by  1(V'  spruce  beams.  Application  was  filed  June  28,  ^, 
and  July  25th,  the  following  objections  from  the  point  of  riew  of  construc- 
tion were  made ;  the  connecting  hallway  from  the  stairs  to  the  street  on 
the  first  story  should  be  enclosed  with  brick  walls."  Why  was  no  objec- 
tion made  to  the  first  tier  of  beams  being  spruce  ? 

Mr,  Brady.  —  I  do  not  know  that  there  was  not 

The  Chairman,  —  Our  examination  shows  none  was  made.  There  are 
the  records. 

Mr,  Brady.  —  This  calls  for  a  building  six-story  and  basement  Too 
say  it  is  seven-story. 

The  Chairman.  —  Yes ;  in  point  of  fact 

Mr.  Brady.  — These  recoros  say  six-stor^  and  basement 

The  Chairman.  —  Should  not  tlie  first  tier  of  beams  bare  been  of  ixoii 
then? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Was  there  any  objection  to  the  plan  in  that  regard  f 

Mr,  Brady.  —  Original  application  calls  for  first  tier  of  beams  3''  by 
10"  fipnice ;  second  tier  8  inch,  — 

Tne  Chairman.  —  We  are  talking  about  the  first^tier  beams. 

Mr,  Brady,  —  The  law  designates  the  iron  beams  are  to  be  first-tier 
beams. 

The  CTuiirman.  —  Where  there  is  a  store  they  both  have  to  be  iron  ? 

Mr,  Brady.  — Not  until  the  adoption  of  the  Code,  December  23, 1899, 
and  that  plan  was  fully  six  months  previous  to  the  adontioo  of  the  Code. 

The  Chairman.  —  Don't  you  think  the  first  tier  of  beams  still  should 
have  been  fireproof  ? 

Mr,  Brady.  —  Yes,  sir. 

Tike  Chairman.  —  Rut  that  objection  was  not  made  ? 

Mr.  Brady.  —  That  might  have  been  an  oversight  made  by  the 
examiner. 

The  Chairman.  —  You  would  account  that  a  serious  oversight  ? 

Mr.  Brady.  —  I  would;  serious  oversight  by  simply  misplacing  the 
tier  of  beams,  instead  of  the  first  to  the  second-story  level,  ana  I  consider 
a  benefit  to  the  building  by  the  mistake  occurring,  personally. 

The  Chairman.  —  How  do  you  account  for  the  stairs  being  of  wood  and 
halls  of  wood ;  stairs  of  wood,  a  seven-story  building  when  the  plans  call 
for  a  six-story  building  ? 

Mr.  Brady,  —  Our  plans  will  show  that  the  plan  was  for  a  dumb-waiter 
shaft  fireproof.     It  shows  mason  work. 

The  cWrmon.  — How  did  it  come  about?  The  plans  show  thai  the 
building  was  not  built  in  accordance  with  them. 

Mr,  Brady.  — The  explanation  which  I  have  stated  before,  if  the 
inspectors  outside  do  not  carry  out  their  duty  and  enforce  the  law  when 
they  have  a  copy  of  these  plans,  it  is  their  fault  and  not  the  fault  of  the 
administration  of  the  Depitftment 
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l%e  Chairman, — Then  you  attribute  these  numerous  yiolations  we 
have  found  to  the  fault  of  the  inspectors^  do  you  ? 

Mr.  Brady,  —  In  many  instances,  yes,  sir. 

The  Chairman.  — Are  your  inspectors  an  efficient  body  of  men  ? 

Mr.  Brady.  —  We  have  occasion  to  dismiss  quite  a  number  for  being 
inefficient  and  careless. 

The  Chairman.  —  Has  it  been  your  experience  that  there  are  a  great 
many  oversights  and  mistakes  ? 

Mr.  Brady.  —  I  guess  within  three  years  I  have  dismissed  probably  one 
hundred  inspectors  for  just  such  work  as  that 

The  Chairman.  — Out  of  a  total  of  160  employed  ? 

Mr.  Brady.  —  About  that,  yes,  sir ;  practically  a  change  of  the  corps. 

The  Chairman.  —  Do  you  think  you  have  increased  efSciency  ? 

Mr.  Brady.  —  Well,  until  we  detect  them  in  wrong-doing  we  have  to 
give  them  the  benefit  of  the  doubt  and  say  they  are  doing  their  duty. 

The  Chairman.  —  What  methods  do  you  adopt  to  determine  whether 
your  inspectors  are  making  correct  reports  ? 

Mr.  Bixidy.  —  We  have  special  inspectors  over  them. 

The  Chairman. — Now,  we  have  a  number  of  these  special  oases,  and 
those  I  have  given  have  illustrated  the  history  of  the  number  of  cases  we 
have  examined.  Assuming  that  the  conclusions  which  our  inspectors  have 
reached  are  correct  as  to  the  great  number  of  violations  of  the  tenement 
house  law  by  the  buildings  constructed  during  the  past  year,  I  understand 
that  you  ascribe  the  trouble  first  to  inadequate  inspection  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  The  faults  of  the  inspectors  ? 

Mr.  Brady .  —  Yes,  sir. 

Hie  Chairman.  —  And  second  to  delays  in  enforcing  the  law  with  the 
legal  department  with  which  you  have  to  deal  ? 

Mr.  Brady. — Yes.  I  do  not  place  the  entire  responsibility  on 
the  legal  department  because  I  state  here  publicly  that  with  the  volume 
of  business  the  attorneys  have  to  handle,  it  is  a  practical  impossibility 
for  them  to  try  11,000  cases  in  the  district  courts  of  the  city  of  New 
York. 

The  Chairman.  —  How  about  these  important  cases  ?  Could  they 
have  been  tried  ? 

Mr.  Brady.  —  Yes ;  where  a  case  of  a  special  class  or  character  is  called 
to  my  attention  injunction  proceedings  are  begun  and  followed  up  to  the 
extent  of  often  removing  the  building. 

The  Chairman.  —  But  you  think  a  serious  difficulty  is  the  practical  one 
of  enforcing  the  great  number  of  violations  that  you  have  to  file  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Do  you  think  your  force  of  inspectors  is  adequate, 
especially  on  light,  ventilation,  and  plumbing  ? 

Mr.  Brady.  — No,  sir ;  I  think  we  ought  to  have  more. 

The  Chairman.  — How  many  more  ? 

Mr.  Brady.  — I  think  for  the  Boroughs  of  Manhattan  and  the  Bronx 
if  they  were  increased  25  inspectors  we  would  not  have  any  too  many. 

77t«  Chairman.  —  Do  you  think  with  25  a4ditionaJ  inspectors  the  work 
would  be  thoroughly  done  ? 

Mr.  Brady.  —  It  would  be  a  decided  improvement  and  it  would  be  more 
opportunity  to  detect  the  inspectors  in  any  wrong-doing. 
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Tfie  Chairmati,  —  l>o  you  cloiiend  upon  one  inapeetor  for  each  building 
or  do  you  have  a  system  of  oheoking  ? 

Mr,  Brady,  —  We  hare  a  system  of  checking  their  work  by  sending 
another. 

The  Chairman,  —  Reg^hirly  or  in  isolated  cases  ? 

Mr,  Brady,  —  No, sir;  regularly.  The  district  inspector  has  a  terri- 
tory known  as  his  building  district,  and  the  general  inspector  is  like  a 
roundsman.  He  has  a  larger  territory ;  he  goes  over  three  or  four  dis- 
tricts, depending  on  the  amount  of  building  operations  going  on  in  that 
section.  We  sUft  the  general  inspectors  so  that  they  do  not  become  too 
familiar  with  the  district  inspectors. 

The  Chairman. —  Don't  you  think  that  the  fact  that  the  builders  of 
tenement  houses  do  so  frequently  go  ahead  with  their  buildings  without 
having  received  a  permit^  or  after  violations  have  been  filed,  which  I 
understand  would  have  the  same  effect,  indicates  a  lack  of  proper  fear  on 
their  part  of  the  public  authorities? 

Mr.  Brady,  —  Well,  they  set  advice  from  attorneys  and  there  is  a  dif- 
ference of  opinion  in  law,  and  they  are  ready  to  give  us  a  fight  in  the  legal 
department,  and  they  are  encouraffed  by  their  attorneys  to  proceed,  and  they 
have  overv  excuse  to  nroceed  and  take  the  chance. 

The  ChcUrman.  —  Ought  it  not  to  be  by  correcting  the  administration 
of  the  law,  or  correcting  the  law^so  that  no  one  would  dare  construct  a 
tenement  house  without  first  receiving  a  permit  from  your  department  ? 

Mr,  Brady,  —  That  is  the  law  to^ay. 

The  Chairman,  —  Then,  if  thev  do  commence,  it  is  due  to  the  lack  of 
enforcement  of  the  law,  or  to  the  lack  of  proper  machinery  to  enforce  the 
law? 

Mr.  Brady, — No;  in  many  instances  an  architect  files  a  plan  and  the 
owner  starts  to  put  up  his  building  and  gets  notice  that  toe  plans  are 
not  prepared  in  accordance  with  the  law,  and  the  architect  as  his  renre- 
sentative  calls  at  the  Department  and  makes  an  amendment  and  complies 
with  the  requirement  of  law  and  the  permit  is  issued  and  that  removes 
the  original  violation. 

The  Chairman.  —  Don't  you  think  it  is  your  duty  to  stop  the  erection 
of  tenement  houses  until  you  know  the  plans  have  been  approved  and 
permits  issued  for  the  building  ? 

Mr,  Brady.  —  Tes,  sir,  and  we  da 

The  Chairman.  —  Tou  practically  stoD  it  in  very  few  cases.  We 
find,  and  I  Uiink  you  practically  concede,  tnat  the  custom  is  to  go  ahead 
even  though  a  permit  has  not  been  granted,  and  trust  to  adjuttinf  the 
difficulties  before  the  buildins  gets  too  far  ? 

Mr,  Brady,  —  No ;  I  think  there  are  cases  of  that  kind. 

The  Chairman.  —  They  are  rather  frequent,  are  they  not  ? 

Mr,  Brady,  —  No,  sir. 

The  Chairman.  —Our  investigations  show  ther  are  very  frequent 

Mr.  Brady.  —  Our  investigations  every  day  show  that  they  are  very 
infrequent 

Mr,  De  FbreH.  —Considering  the  point  of  view  of  good  practice,  I 
mean  what  the  law  should  be,  with  your  large  experience,  is  it  not  ea> 
sential  that  tenement  houses  should  not  be  commenced  until  after  the 
plans  for  them  have  been  approved  by  the  Department  ? 

Mr.  Brady.  —Tes,  sir. 
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Mr.  De  Forest  — NoW|  with  your  ezperienoei  what  do  you  think  ooght 
to  be  done  to  secure  that  result  r  If  you  had  full  power  to  legislate  and 
do  anything,  what  would  you  do  to  produce  that  result? 

Mr,  Brady.  —  Impose  a  penalty ;  the  full  penalty  of  law  for  proceeding 
without  the  plan  being  approved,  and  not  allow  them  to  come  back  and 
amend  the  law,  which  with  custom  and  habit  has  gro¥m  to  be  usage. 

Mr.  De  Forest.  —  You  mean  not  to  allow  them  to  come  back  and  amend 
the  plans? 

Mr.  Brady.  — Not  to  allow  them  to  take  advantage  by  amending  the 
plans  to  waive  that  prosecution.  The  mere  fact  that  they  start  without  a 
permit  would  cariy  with  it  a  i)eualty  which  could  not  be  removed  or  dis- 
missed in  court  In  other  words  to  make  that  clear :  If  you  go  into  court 
with  a  notice  of  a  violation  for  a  man  commencing  the  construction  of  a 
building  without  having  a  permit,  forthwith  they  will  produce  a  certified 
copy  that  a  permit  is  in  existence,  and  that  the  statute  says  that  the  law 
shall  be  liberal ;  that  the  intent  of  the  law  shall  be  complied  with ;  in  99 
times  out  of  100  the  jud^  will  dismiss  that  without  costs,  and  it  falls 
into  disuse.  Sometimes,  hling  the  violation  enforces  them  to  correct  their 
plans  and  specifications  up  to  that  point.  If  the  first  section  of  the  law 
carried  with  it  a  penaltv  of  $250,  and  it  was  mandatory  on  the  judges  to 
do  that,  and  that  even  the  Commissioner  of  Buildings  would  not  have  the 
right  to  remove,  repeal,  or  remit,  that  would  have  a  tendency  to  prevent 
that  mistake  occurring  as  often  as  it  does. 

Mr.  De  Forest. —  You  think  that  if  a  penalty  were  enforced  when 
buildings  were  commenced  without  having  a  permit,  quite  regardless  of 
whether  or  not  a  permit  were  subsequently  granted,  such  action  would 
effectually  prevent  what  seems  to  be  to  a  certain  extent  the  practice  now  of 
commencing  without  reference  to  the  time  of  getting  a  permit  ? 

Mr.  Brady.  —  Yes ;  they  would  be  afraid  of  the  penalty  of  $250  and 
would  wait  a  few  days. 

Mr.  De  Forest.  —  Do  you  think  that  $250  would  be  a  serious  enough 
penalty  to  accomplish  that  result? 

Mr.  Brady.  —  I  think  so.  I  don't  believe  they  would  want  to  do  it  a 
second  time. 

Mr.  De  Forest.  —  Now  take  the  same  question  in  reference  to  what  you 
would  call  a  serious  violation,  for  instance,  the  occupation  of  more  than  75 
per  cent  of  the  lot  area.  Take  cases  in  which,  though  the  plans  filed  in 
your  Department  which  have  been  approved  show  that  the  buildings  only 
occupied  75  per  cent,  the  builder  goes  ahead  and  occupies  more  and  that 
is  brought  to  your  attention,  or  of  your  Department,  because  I  know  you 
cannot  personally  look  at  everything  in  the  vast  amount  of  detail  you 
have,  and  that  is  brought  to  the  attention  of  the  Department  Wha^  in 
your  opinion,  should  be  the  law,  and  what  action  should  be  taken  under 
it  to  secure  a  cessation  of  work  in  the  building  at  that  point,  and  the 
immediate  remedy  of  that  violation  before  the  building  goes  up? 

Mr.  Brady.  —  We  have  that  right  by  injunction  at  tiie  present  time; 
but  where  these  important  violations  come  there,  with  the  large  number  of 
violations  I  have  explained,  they  are  received  by  a  clerk,  prepared  for  a 
violation  of  a  certain  section  of  the  Code,  docketed,  recorded,  notice  served 
on  the  owners,  and  with  compliance  within  the  coming  forty-eight  hours 
there  is  no  penalty,  and  that  whole  raft  of  violations  is  in  constant  transition 
to  the  attorney's  office ;  and  if  the  attorneys  themselves,  recognizing  the 
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imporUnoe  of  the  violations  when  thej  are  assigned  to  the  attorneys,  were  to 
use  some  personal  judgment,  knowing  the  effect  and  the  hardship,  to  remore 
a  violation  providing  the  buildings  were  complete,  and  prepare  injunotaon 
proceedings,  it  would  be  merely  a  matter  of  signing  an  applioation  for  an 
injunction  order. 

A  Chmmissioner,  —  Isn't  it  in  the  power  of  the  police  to  immediately 
stop  a  violation  by  preventing  a  cart  from  crossing  tne  sidewalk  ? 

Mr.  Brady.  —  No ;  because  the  H iff h way  Department  issues  a  permit 
on  an  application  for  excavation  of  the  Tot,  or  for  dumping  material  in  the 
street,  and  while  they  have  a  permit  in  compliance  with  regulations  of  the 
Highway  Department,  that  cart  has  a  right  to  cross  the  street  and  a 
policeman  has  no  right  to  interfere. 

7%€  Commiuioner.  —  But  supposing  the  Highway  Department  had  no 
legal  authority  to  issue  a  permit  to  cross  the  sidewalk  to  begin  the  ereotioii 
of  a  building  until  the  Building  Department  had  certified  that  the  plans 
had  been  approved,  then  it  would  not  need  an  injunction.  You  could  at 
once  notif V  the  police  that  no  permit  had  been  issued  for  such  a  building, 
or  that  it  had  been  revoked,  and  immediately  it  would  stop? 

Mr.  Brady.  —  Yes,  sir. 

T%e  Chairman.  —  Is  not  that  a  simpler  and  shorter  way  than  injunc- 
tions? 

Mr.  Brady.  —  Yes.  I  did  advocate  some  years  ago  taking  the  power 
from  the  Department  of  Public  Works  prior  to  the  organization  of  Greater 
New  York;  that  a  building  permit  issued  by  the  Building  Department 
carried  with  it  the  right  to  plaoe  material  on  tne  street  in  accordance  with 
the  ordinances  in  existence  and  thereby  preventing  them  even  excavating 
or  delivering  material  until  the  permit  was  secured,  but  that  failed  of  pas- 
sage. Now  if  that  power  was  conferred  on  tlie  Building  Department,  Uie 
mere  matter  of  revoking  a  permit  and  calling  on  the  police  to  arrest  any 
persons  attempting  to  dump  material  on  the  street  would  have  the  same 
effect  as  injunctions. 

Th€  Oammisnoner.  —  Suppose  it  came  to  your  personal  knowledge  that 
an  inside  tenement  house  was  being  built,  say  covering  80  per  cent  of  the 
lot,  and  you  knew  that  those  were  Uie  facts,  what  steps  would  you  person- 
ally take  to  stop  that  building  beins  built  ?  When  it  was  a  qnestfton  oC 
knowledge,  could  you  not  stop  that  7 

Mr.  Brady.  — By  injunction  proceedings  only. 

The  Chairman.  —  You  get  an  injunction  ex  parte  9 

Mr.  Brady.  —  Yes,  sir. 

The  Oommiseioner.  —  That  does  not  take  Ions  ? 

Mr.  Brady.  —  No ;  it  is  a  mere  matter  of  the  preparation  at  papen. 
The  order  is  always  gnnted  and  a  special  day  set  for  a  hearing. 

The  Chairman.  — 'Your  right  to  an  injunction  where  the  builder  has  no 
permit  has  not  been  questioned? 

Mr.  Brady. — Na  If  we  were  to  adopt  the  practice  of  preparing 
injunction  orders  in  every  case,  we  would  want  a  corps  equal  to  oor  inspeo- 
tors  in  number.  I  think  Uie  suggestion  of  placing  of  the  material  on  the 
street  in  accordance  with  the  ordinances,  and  the  right  of  crossing  the 
street  for  excavation  centred  with  the  Building  Department,  that  would 
stop  them  having  the  material  and  they  oould  not  build:  and  if  we  had  the 
rigtit  to  call  the  assistance  of  a  policeman  to  arrest  a  Wider  that  would 
deliver  miOerial  after  his  permit  was  revoked,  that  would  end  it    Now  the 


400  APPENDIX  Vm 

Highway  Department  issues  a  permit  for  material  to  be  delivered  at  the 
building  and  it  has  to  be  renewed  every  thirty  days.  If  a  builder  fails  to 
have  the  permit  renew^  within  thirty  days,  that  is  read  off  in  the  sta- 
tion houses,  and  the  officer  on  post  is  authorized  to  arrest  that  man  for 
placing  any  material  ther&  It  is  an  incumbrance  on  the  highway  without 
authority,  and  if  we  had  the  permit  revoked  and  thev  couldn't  use  the 
materiiJ  to  build,  they  couldn't  build.  If  you  arrested  the  man  that  was 
going  to  deliver  the  material,  that  would  stop  the  material  being  brought 
there.  But  so  far  as  all  that  is  concerned  the  penalties,  if  enforc^ed,  would 
fall  upon  the  poor  unfortunate  man  trying  to  earn  a  dollar  in  the  pursuit 
of  his  daily  toil,  and  I  never  was  interested  in  trying  to  arrest  a  man  in  that 
way.  It  would  be  the  poor  truck  driver  that  would  pay  the  penalty  instead  of 
the  owner.  So  that  a  penalty  of  $250  on  the  owner,  and  no  remission,  where 
it  would  be  compulsory  on  the  court  to  impose  that  penalty  irrespective  of 
it  being  removed  by  the  issuing  of  the  permit,  that  would  touch  the  owner, 
the  responsible  party,  and  compel  them  to  live  up  to  the  law,  and  if  compelled 
to  pay  9250  for  removal  of  the  violation  or  a  penalty  for  violating  the  law, 
they  would  not  forget  it  when  starting  the  next  building.  That  would 
correct  that  to  a  great  extent 

A  CommiMioner,  —  Do  you  think  the  failure  to  prevent  tenement 
houses  being  finished  that  have  violations  on  them  lies  with  the  fact  that 
you  have  not  enough  inspectors  ? 

Mr,  Brady.  —  I  would  suggest  more  inspectors  and  clerical  help. 

The  Chairman,  —  Does  not  the  law  now  provide  a  penalty  of  960  ? 

Mr.  Brady.  —  Yes. 

The  Chairman.  —  And  $250  if  not  removed  in  a  certain  time  ? 

Mr.  Brady.  —  Yes,  sir. 

The  Chairman.  —  Then  you  have  $300  penalty  ? 

Mr.  Brady.  —  No. 

The  Chairman.  —  You  can  collect  the  $50  anyhow  ? 

Mr.  Brady. —Yq%. 

The  Chairman.  — As  a  point  of  fact,  you  have  not  deemed  it  practi- 
cable to  enforce  those  penalties  ? 

Mr.  Brady.  —  No,  sir;  because  we  went  into  court  for  commencing  a 
building  without  a  permit,  and  the  defendant  produces  the  permit,  and 
they  say  it  is  a  technical  violation  and  the  defendant  is  pounded  and  they 
dismiss  it  After  the  permit  is  issued,  it  remedies  the  violation  of  its  own 
force  and  effect 

The  Chairman.  — We  will  instruct  the  Secretary  to  give  you  the  par- 
ticulars of  each  of  these  cases  spoken  of  to^y,  so  that  you  can  give  any 
explanation  you  wish  to  us  and  enforce  the  law  if  you  find  our  inspectors 
are  right  in  their  conclusion  that  those  violations  are  occurring. 

Mr.  Brady.  —  I  will  be  happy  to  look  into  them,  and  if  I  find  it  is  a 
violation  of  law,  we  will  take  the  necessary  steps  to  have  them  corrected. 

Mr.  De  Forest.  —  Do  you  think  tenement  nouses  should  be  permitted 
to  be  occupied  that  have  three  or  four  violations  pending,  or  do  you  not 
think  that  some  provision  of  law  by  which  they  should  not  be  occupied 
so  long  as  violations  were  pending,  would  prevent  violationSi  or  if  there 
were  violations  pending,  lead  to  their  being  removed  ? 

Mr.  Brady. — That  might  be  a  hardship  in  many  instances,  and  give 
an  oppressive  power  to  inspectors.  There  are  two  sides  to  everything,  and 
if  an  inspector  gets  too  much  power  and  finds  a  technical  violation,  and 
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joa  eannot  oooapj  that  baildiDgi  it  gires  him  an  awful  power  OTer  the 
owner. 

Mr.  De  Foreti. —  And  might  be  abased  ? 

Mr.  Brady.  —  Yes ;  and  I  woold  be  afraid  to  trust  it  to  the  arerage 
man  who  would  be  there. 

Mr.  De  ForeM.  —  Do  I  understand  you  to  say  that  the  Board  of  Ex- 
aminers have  power  to  modify  or  change  the  tenement  house  laws  ? 

Mr.  Brady.  —  Not  the  tenement  house  laws.  Laws  relating  to  the 
construction  of  buildings,  but  not  as  regards  light  and  Tentilation.  I  hare 
always  held  and  ruled  in  the  Department  that  the  Board  of  Examiners 
should  not  vary  or  change  the  area  of  the  lot  ooTered  by  tenement  housesi 
and  I  hold  to-day  in  the  matter  of  the  Code  that  where  there  is  no  restric- 
tion about  percentage  of  a  lot  coTcred  by  a  hotel,  and  in  the  adoption  of 
the  Code  that  placed  restrictions  of  90  per  cent  to  be  corered  by  a  hotel 
and  2\  per  cent  for  each  additional  stor^,  a  case  is  now  pending  on  my 
desk  where  a  building  is  sixteen  stories  high,  and  therefore  under  the  Code 
nassed  last  September,  it  requires  374  per  cent  of  the  lot  on  Broadway  to 
be  left  vacant  Now  picture  the  harosnip  it  is  to  the  owner  of  that  Talu- 
able  land,  and  in  that  instance,  it  being  the  requirement  of  the  Code,  that 
the  Board  of  Buildings  would  haTe  a  right  to  rary  that  as  a  practical 
question. 

Mr.  De  Forest.  —  I  am  distinguishing  between  the  prorisions  of  the 
Building  Code  and  matters  of  positiye  law ;  say  the  tenement  house  law 
as  it  stands ;  do  I  understand  that  in  your  opinion  and  practice  the  Board 
of  Examiners  havejpower  to  modify  that? 

Mr.  Brady.  —  Wnere  it  becomes  a  auestion  of  construction,  but  I  haye 
always  ruled  we  haye  no  right  to  interfere  with  light  and  ventilation. 

Mr.  De  Forest  —  And  you  would  rule  whenever  it  did  affect  questions 
of  construction,  the  power  did  exist  in  the  Board  of  Examiners  to  modify 
the  law  ? 

Mr.  Brady.  —  To  vary  or  modify  the  law. 

Mr.  De  ForetL  —  That  is  a  power  that  has  been  exercised? 

Mr.  Brady.  —  Yes,  sir. 

Mr.  De  ForeM.  —  Frequently  ? 

Mr.  Brady.  —  Yes,  sir ;  custom  and  habit  for  years. 

A  CammiMMianer.  —  What  do  you  think  of  Uie  propositioii  that  no 
building  shall  be  legally  supposed  to  be  finished  until  tne  owner  has  re- 
ceived from  your  Department  a  certificate  saying  that  his  building  is 
built  according  to  law  ? 

Mr.  Brady. — They  can  make  that  mandatory.  I  don't  know  what 
effect  it  would  have,  beoanse  any  person  can  get  that  certificate  on  the 
completion  of  a  building  now. 

The  CommUsioner.  —  Does  the  Department  furnish  it? 

Mr.  Brady.  —  Yes,  sir. 

The  Oommissianer. — That  would  be  a  guarantee  that  the  building 
was  built  according  to  law,  and  the  character  of  the  work  was  aooordinf 
to  law? 

Mr.  Brady.  — Yes,  sir;  we  issue  such  certificates. 

Mr.  De  ForeM,  —  Suppose  in  the  ease  of  a  tenement  house,  oceupatioQ 
of  it  were  not  to  be  permitted  until  a  certificate  of  that  kind  were  reeeived 
from  your  Department,  would  that  be  in  your  opinion  a  proper  means  ol 
having  the  law  enforced,  and  providing  that  it  should  be  eofofced? 
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Mr.  Brady,  —  There  is  a  certificate  filed  b^  the  inspector  in  the 
Department  that  it  is  completed  in  accordance  with  the  plans  and  speci- 
fications filed  in  such  and  such  a  manner.  That  is  a  matter  of  public 
record.  The  original  application  so  certifies,  and  if  there  is  any  yiola- 
tion  of  law  pending,  it  is  under  the  heading  of  remarks  written  in  the 
report,  so  that  reference  on  inquiry  from  any  person  will  show  whether 
there  has  been  any  violation  or  not  Then  by  tracing  to  the  violation 
department  you  will  see  by  what  method  these  violations  have  been 
remedied,  and  if  you  make  it  a  mandatory  matter  on  the  owners  of  the 
building,  inspectors  might  report  some  technical  violation,  and  fail  to 
issue  that  certificate  or  make  that  report,  detrimental  to  the  owner. 
There  would  be  a  severe  temptation. 

Mr.  De  Forest, — I  know  we  have  had  a  number,  —  perhaps  a  small 
number,  —  of  cases  of  violation  reinspected  recentlv,  and  I  think  the  list 
is  a  comparatively  small  ona  If  we  were  able  to  furnish  you  with  a  list 
of  houses  by  to-morrow  morning,  say  at  ten  o'clock,  would  it  be  possible 
for  you  at  the  opening  of  our  session  in  the  afternoon  to  give  us  a  list  of 
the  violations  which  have  been  filed  say  in  ten  or  twenty  instances  ? 

Mr.  Brady.  —  For  to-morrow  ? 

Mr.  De  Forest.  —  Yes. 

Mr.  Brady.  —  Hardly.     I  would  the  following  dav. 

Mr.  De  Forest.  —  I  want  to  know  first  what  violations  there  are  and 
what  disposition  has  been  made  of  them  ? 

Mr.  Brady.  —  Yes,  sir,  I  can  do  that 

A  Commissioner.  —  In  your  opinion  would  a  separate  legal  department 
of  the  Building  Department,  apart  from  the  Corporation  Counsel's  office, 
facilitate  the  enforcement  of  the  law  if  you  had  a  special  bureau  ? 

Mr.  Brady.  — 1  think  it  would.  We  did  have  that  from  1892  to  1899, 
until  the  consolidation  of  the  Greater  New  York,  and  the  attorneys  there 
were  direct  appointees  of  the  Building  Department,  and  we  had  no  hesita- 
tion of  calling  them  to  account  To-day,  if  you  want  to  call  them  to  ac- 
count for  dereliction,  it  is  a  complaint  to  the  Corporation  Counsel. 

The  Chairman.  —  How  large  a  force  did  you  have  when  you  had  your 
own  legal  department  ? 

Mr.  Brady. — Mr.  Otterbourg,  Mr.  Oleason,  Mr.  Chambers,  and  Mr. 
Parmenter  as  attorneys,  with  a  corps  of  clerks  and  assistants. 


LETTEB  SENT  TO  THE  COMMISSIONER  OP  BUILDINGS, 
December  11, 1900 

106  East  22d  Stbbbt,  Nbw  York. 

Hon.  Thomas  J.  Bradt,  Commissioner  of  Buildings,  220  Fourth  Avenue, 

City. 

Dear  Sib  :  In  compliance  with  your  re<^uest  made  yesterday  at  the 
public  hearing  of  the  Tenement  House  Commission,  I  beg  to  send  herewith 
a  list  of  a/eto  of  the  new  tenement  houses  inspected  by  our  inspectors,  in 
which  violations  of  the  different  provisions  of  the  tenement  house  law 
were  found.  This  list  includes  ten  different  buildings,  and  covers  thirty^ 
seven  violations. 
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The  Commission  will  greatlj  appreciate  it  if  jou  can  send  to  them  bj 
Si,SO  Uhday,  a  statement  of  what  riolations  the  records  of  your  Denartment 
show  for  these  buildings ;  when  snoh  violations  were  nled ;  wnat  thtj 
consist  in ;  and  what  disposition  has  been  made  of  them.  Thej  will  also 
be  glad  to  hare  from  you,  at  a  later  date,  a  report  as  to  whether  upon  in- 
spection you  find  the  statements  of  the  inspectors  of  the  Commission 
correct  Yours  truly, 

(8gd.)  Lawbbnob  Vbillkb,  Secretary, 

N.  E,  COT,  Ooerck  A  Rivinqion  Streets. 

1.  The  yard  space  is  only  3  feet  7  inches  instead  of  5  feet  (Charter, 
Sec.  1318). 

2.  Also  there  are  two  dark  rooms  back  of  store  with  no  windows  to 
the  outer  air  (Charter,  Sec  1318). 

N.  W,  cor.  Rutgers  Strtet  A  EaM  Broadway, 

1.  The  yard  space  is  only  3  feet  instead  of  5  feet  (Charter,  Sec.  1318). 

2.  The  air  shaft  is  covered  over  by  a  skylight  (XJharter,  Sea  1318). 

3.  The  building  occupies  100  per  cent  of  the  lot  on  tbe  ground,  and 
94  per  cent  at  the  second  tier  of  beams  instead  of  92  per  cent.  (The 
shart  being  less  than  25  square  feet  does  not  count  as  unoccupied  area.) 
(Charter,  Sec.  1318.) 

4.  This  shaft  less  than  25  square  feet  lights  and  ventilates  a  bedroom 
—  contrary  to  the  law  and  regulations  (Regulations  Department  of 
Buildings). 

5.  The  building  is  six  stories  and  cellar.  The  floors  of  the  public  halls 
are  of  wood  instesui  of  iron  and  fireproof  material  (Charter,  Sea  1318|  & 
Code,  Sec.  53). 

6.  The  stairs  are  wood  instead  of  fireproof  material  (Charteri  Sea  1318, 
&  Code,  Sec.  53). 

7.  The  stairs  are  enclosed  with  wooden  stud  partitions  instead  of 
brick  walls  (Charter,  Sea  1318,  &  Code,  Sea  53). 

8.  There  is  no  door  to  the  dumb-waiter  shaft  in  the  cellar  (Code, 
Sea  97). 

219  DMmon  Street 

1.  The  buildinff  is  seven  stories  and  cellar;  the  floors  of  the  public  halls 
are  wood  instead  of  iron  and  fireproof  material  (Charter,  Sea  1918,  &  Code, 
Sea  53). 

2.  The  stairs  are  wood  instead  of  fireproof  (Charter,  Sea  1318,  & 
Code,  Sec.  53). 

3.  The  stairs  are  enclosed  by  stud  partitions  instead  of  brick  walls 
(Charter,  Sec.  1318,  &  Code,  Sea  53). 

4.  The  ceOar  stairs  are  located  inside  of  the  building,  are  of  wood, 
and  are  enclosed  at  top  by  plaster  partitions :  at  bottom  not  encloeed  at 
all,  instead  of  beinff  encloeed  with  brick  walls  with  fireproof  self-closing 
doors  at  the  top  and  bottom  (Charter,  Sea  1318). 

5.  The  dumb-waiter  shaft  is  constructed  of  boards  in  the  cellar,  and 
of  wooden  studs  and  laUi  and  plaster  throughout  the  building.  In  the 
cellar  there  is  a  large  opening  to  this  shaft,  but  no  door  (Code,  Sea  97). 
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6.  The  first  tier  of  beams  is  wood,  instead  of  iron  and  fireproof  floor- 
ing (Code,  Sec.  53). 

7.  The  floors  of  the  water-closet  compartment  are  not  waterproof,  bat 
wood  (Charter,  Sec.  1318). 

129  Eaa  Broadway. 

1.  This  building  occupies  96^  per  cent  of  the  lot  instead  of  66  i»r 
cent  (at  the  first  tier  of  beams).     (Charter,  Sec.  1318.) 

2.  There  is  no  yard  space  of  10  feet  at  the  ground  floor,  as  required 
by  law  (Charter,  Sec.  1318). 

3.  One  shaft  is  only  2  feet  2  inches  wide  instead  of  2  feet  4  inches, 
and  does  not  increase  in  width  above  the  fifth  story  as  required  (Charter, 
Sec.  1318,  &  Regulations). 

215  Thomp9(m  Street. 

1.  Eighty-three  per  cent  of  the  lot  is  occupied  instead  of  65  per  oent 
(Charter,  Sec.  1318). 

2.  The  shafts  do  not  widen  above  the  fifth  story  (Building  Depart- 
ment Regulations). 

3.  The  dumb-waiter  doors  are  not  self-closing  (Code,  Sec.  97). 

131  JTiampaon  Street. 

1.  Percentage  of  lot  occupied  84  per  cent  instead  of  65  per  oent 
(Charter,  Sec.  1318). 

2.  Shafts  are  not  increased  in  width  above  fifth  story  (Regulations  of 
Building  Department). 

384-^90  East  10th  Street  (4  buildings). 

1.  Yard  is  only  9  feet  6  inches  instead  of  10  feet  (Sec.  1318). 

2.  Buildings  occupy  83^  per  cent  of  the  lot  instead  of  66  per  cent 
(Charter,  Sec.  1318). 

3.  Shafts  not  increased  in  width  above  the  fifth  story  (Regulations  of 
Building  Department). 

10  Buildings — 37  Violations. 


SECOND  LETTER  SENT  TO  THE  COMMISSIONER  OF 
BUILDINGS, 

January  23, 1901 

106  East  22d  Stkbbt,  Nbw  Tokk. 

Hon.  Thomas  J.  Bkadt,  Commissioner  of  Buildings,  220  Fourth  Ave- 
nue, New  York. 

Mt  Dbar  Sir  :  At  the  public  hearing  given  bv  the  Tenement  House 
Commission  on  December  10,  you  were  asked  whether  it  would  be  possible 
for  you  at  the  opening  of  the  session  of  the  Commission  on  the  following 
day,  to  give  them  a  list  of  the  violations  which  had  been  filed  in  ten  or 
twenty  instances  if  a  list  of  the  houses  were  furnished  to  you  on  the  fol- 
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lowing  mominff.  Tou  replied  that  you  could  hardlr  do  thmt  for  the  next 
day,  but  would  on  the  day  after.  On  the  next  (lay,  December  11,  our 
Secretary  sent  you  a  list  of  some  new  tenement  houses  in  which  riolations 
of  different  proyisions  of  the  Tenement  House  Law  were  found  This  list 
included  ten  different  buildings  and  covered  thirty-scTen  Tiolations.  Our 
Secretary  asked  you  to  send  to  the  Commission  a  statement  of  what  Tiola- 
tions the  records  of  your  Department  showed  for  these  buildings,  when 
such  violations  were  filed,  what  they  consisted  in,  and  what  disposition 
had  been  made  of  them.  Up  to  the  present  date  no  information  has  been 
received  from  you  on  this  subject  Our  Secretary  also  stated  that  the 
Commission  would  be  glad  to  have  from  you  at  a  later  date  a  report  as  to 
whether  upon  inspection  you  found  the  statements  of  the  inspectors  of 
the  Commission  correct,  in  the  particulars  called  to  your  attention  at  the 
hearing.  We  are  also  without  information  from  you  on  this  subject 
You  will  oblige  the  Commission  veir  much  by  letting  us  have  this  infor- 
mation within  the  current  week.  We  wish  to  use  it  in  connection  with 
our  report  We  wish  to  do  no  injustice  to  your  Department,  and  therefore 
particularly  wish  to  have  the  investigations  of  our  inspectors  checked  by 
your  subsequent  investigations. 

Respectfully  yours, 

(Sgd.)        BoBKBT  W.  Db  Forest,  Chairman. 

At  the  time  of  makins  this  report  no  answer  to  these  oommanications 
had  been  received  from  the  Commissioner  of  Buildings. 


TESTIMONY  OF  JOHN   A.   DOONEB 

SuPKRIKTSin>XNT   OF    BuiLDINOS    FOB    THB    BOBOUOBS    OF    MaVHATTAIT 

AKD   BbONX 

Dbcbmbbb  10,  ISOO. 

JonH  A.  DooKBB,  being  duly  sworn,  testified  as  follows :  — 

The  Chaimum.  —  What  is  vour  position  ? 

Mr,  Dooner,  —  Superintendent  of  Buildings  and  acting  Conunissioner 
in  the  absence  of  the  Commissioner. 

TKb  Chairman, — You  are  the  chief  official  in  that  Departmeat  for 
Manhattan  and  the  Bronx  under  Mr.  Brady  ? 

Mr,  Dooner,  —  Yes,  sir. 

The  Chairman. — The  immediate  supervision  of  the  Department  is 
yours,  then  ? 

Mr,  Dooner.  —  Partly  sa 

The  Chairman.  —  You  have  heard  Mr.  Brady's  testimony  f 

Mr,  Dooner,  —  Yes,  sir. 

I%e  Chairman.  —  Is  it  your  belief  that  but  few  buildings  have  been 
built  in  the  past  year,  tenement  houses,  which  cover  more  than  76  per 
cent  of  the  lot  ? 

Mr,  Dooner,  —  I  do  not  know  of  any  which  covers  more. 

The  Chairman.  —  If  you  find  by  investigating  a  list  furnished  by  us 
that  there  were  a  considerable  number  which  cover  more,  would  your  con- 
clusion be  that  there  was  some  defect  in  the  administratioD  of  your 
Department  T 
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Mr.  Dooner.  —  I  would  report  it  to  the  Commissioner. 

The  Chairman,  —  It  ought  to  be  possible  with  the  force  at  your  dis- 
posal to  find  out  any  case  where  more  than  75  per  cent  of  the  lot  ia 
covered  ? 

Mr.  Dooner.  —  Yes,  sir. 

Jlie  Chairman.  —  What  do  you  understand  the  law  to  be  with  reference 
to  a  tenement  house  on  a  corner  lot  ?  That  the  law  permits  that  the  first 
story  may  cover  the  entire  lot  ? 

Mr.  Dooner.  —  Yes,  sir. 

Tlie  Chairman.  — And  you  have  enforced  that  law  with  that  construe* 
tion,  have  you  ? 

Mr.  Dooner.  —  Yes,  sir. 

77ie  Chairman.  — Do  you  personally  examine  buildings  ? 
'  Mr.  Dooner.  —  Sometimes. 

The  Chairman.  —  In  what  cases  do  you  examine  buildings  ? 

Mr.  Dooner.  —  An  unsafe  building,  or  where  I  am  going  along  a  street 
I  make  an  examination  of  it 

The  Chairman.  —  The  regular  routine  examinations  of  new  buildings 
are  examinations  made  by  any  one  in  your  Department  except  the  district 
inspector  ? 

Mr.  Dooner. — The  special  inspector  examines  them. 

The  Cfutirman.  —  Do  regular  inspectors  examine  them  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.  —  But  in  an  ordinary  case  no  one  but  those  two 
inspectors  examine  a  tenement  house? 

Mr.  Dooner.  —  This  is  all,  sir. 

The  Chairman.  —  Do  you  think  it  is  a  fact  that  the  tenement  houses 
erected  during  the  past  year  are  in  your  opinion  substantially  free  from 
the  violation  of  the  tenement  house  laws  ? 

Mr.  Dooner.  —  I  do  not  say  that  they  all  are. 

The  Chairma,n.  —  Are  there  not  a  great  many  violations  pending  and 
undisposed  of  as  to  buildings  which  have  been  completed  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.  —  What  will  be  the  fate  of  those  violations  in  the 
ordinary  course  ? 

Mr.  Dooner.  —  Sent  to  the  attorney  for  prosecution. 

27i€  Chairman.  —  What  will  be  their  fate  there  ? 

Mr.  Dooner.  —  I  do  not  know  anything  about  the  attorney's  office ;  I 
have  no  jurisdiction. 

The  Chairman.  —  Your  interest  ceases  after  the  violation  is  turned 
over  to  the  attorney  ? 

Mr.  Dooner.  —  Yes,  sir. 

Tlie  Chairman.  —  Have  there  been  any  substantial  number  of  cases  iu 
the  past  year  or  two  where  buildings,  having  been  completed,  have  been  torn 
down  or  substantially  changed  because  of  a  failure  to  comply  with  the  law  ? 

Mr.  Dooner.  —  Some. 

The  Chairman.  — How  many  cases  do  you  suppose  ? 

Mr.  Dooner.  —  I  couldn't  judge ;  maybe  ten. 

The  Chairman.  —  During  the  past  year  or  two  ? 

Mr.  Dooner.  —  There  might  have  been  ten  or  twenty. 

The  Chairman.  —  Have  there  been  any  cases  where  a  recently  oon- 
structed  building  has  been  torn  down  ? 
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Mr,  Dooner,  —  Yes,  sir. 

The  Chairman How  many  7 

Mr.  Dooner.  —  Tore  down  one  Satnrday. 

The  Omirman,  —  Was  that  because  of  inadequate  light  and  rentilation, 
or  because  it  was  unsafe  ? 

Mr.  Dooner,  —  It  was  not  unsafe ;  built  contrary  to  law. 

The  Chairman.  —  What  was  that  particularly  ? 

Mr.  Dooner.  —  A  wooden  structure  built  18  feet  high. 

TV  Chairman.  —  Has  any  brick  building  been  torn  down,  constructed 
in  the  past  year  or  two  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.  —  For  what  offence  ? 

Mr.  Dooner.  —  Being  unsafe  and  covering  more  than  the  law  requires. 

The  Chairman.  —  In  how  many  cases  have  they  been  torn  down  for 
that  reason  ? 

Mr.  Dooner.  —  I  couldn't  recollect  how  many. 

The  Chairman.  —  Five  cases  ? 

Mr.  Dooner.  —  Yes  ;  I  should  judge  more  than  that 

The  Chairman.  —  Will  you  furnish  us  with  a  list  of  such  cases  ? 

Mr.  Dooner.  —  I  will,  with  the  permission  of  the  Commissioner. 

The  Chairman.  —  We  will  write  ^ou  a  letter  to-morrow  asking  for  a 
list,  asking  for  all  cases  where  buildings  constructed  in  the  past  two  years 
have  been  torn  down  or  radically  modified  because  they  covered  more  than 
the  proportion  of  the  lot  authorized  by  law. 

Mr.  Dooner.  —  You  had  better  ask  that  of  the  Commissioner. 

The  Chairman.  —  If  we  brought  to  your  attention  twenty  or  thirty 
cases  of  buildings  constructed  on  inside  lots  in  the  past  year,  covering 
more  than  75  per  cent  of  the  lot,  wliat  action  would  you  recommend  ? 

Mr.  Dooner.  —  To  be  sent  immediately  for  correction. 

The  ChcUrman.  —  Is  it  possible  to  correct  that  without  substantially 
tearing  down  the  building  ? 

Mr.  Dooner.  —  Sometimes  they  can,  yes. 

The  Chairman.  —  The  building  has  to  be  radically  changed  ? 

Mr.  Dooner.  —  No,  according  to  what  it  is. 

The  Chairman.  —  If  the  fault  is  it  covers  more  than  75  per  cent  of  an 
inside  lot  ? 

Mr.  Dooner.  —  They  can  easily  remedy  it 

The  Chairman.  —  In  what  way  ? 

Mr.  Dooner.  —  What  way  do  you  say  the  building  would  oover  f  Do 
you  say  it  is  the  light  shaft  ? 

The  Chairman.  —  Yes. 

Mr.  Dooner.  —  Take  down  the  shaft  and  rebuild  it 

7%e  Chairman.  — That  would  be  taking  down  the  whole  wall  T 

Mr.  Dooner.  —  No,  sir. 

The*  Chairman.  —  On  one  side  of  the  shaft  ? 

Mr.  Dooner.  —  Only  take  down  the  shaft 

The  GujUrman.  —  What  is  a  shaft  ? 

Mr.  Dooner.  —  The  shaft  is  the  place  where  the  light  shaft  it  boilt 

The  Chairman.  — Which  is  surrounded  by  walls  ? 

Mr.  Dooner.  —  There  is  only  one  wall  in  it 

The  Chairman.  —  You  have  to  take  down  that  wall  ? 

Mr.  Dooner.  —  Yes,  sir. 
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The  Chairman.  —  Where  the  defect  is  that  more  than  75  per  cent  is 
covered,  a  building  must  be  torn  down  or  radically  changed  to  complj 
with  the  law  ? 

Mr.  Doaner.  — It  can  be  changed  by  taking  down  that  light  shaft 

The  Chairman.  —  Have  you  ever  knowingly  permitted  buildings  to  be 
completed  where  you  knew  their  completion  involved  serious  violations  of 
the  law  ? 

Mr.  Doaner.  — Not  as  I  know  of. 

The  Chairman.  —  If  you  find  that  a  given  building  does  involve  the 
violation  of  the  law,  tell  us  what  your  duty  is  ? 

Mr.  Dooner.  —  The  chief  inspector  should  report  to  me. 

Tfie  Cliairman.  —  When  he  reports  a  building  is  going  up  involving 
serious  violations  of  the  law,  what  steps  do  you  take? 

Mr.  Dooner.  — Report  it  to  the  Commissioner. 

The  Chairman.  —  What  next  7 

Mr.  Dooner.  —  Goes  to  the  attorney  for  prosecution. 

The  Chairman.  —  And  then  your  responsibility  ends? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.  — Do  jovl  remember  the  case  of  a  building  262  and  264 
West  144th  Street  regarding  which  Mr.  Andrus  called  on  you  on  behalf  of 
Mr.  Brown? 

Mr.  Dooner.  —  No,  I  don't  recollect  it.  Do  you  mean  Norman  Andrews  ? 

The  Chairman. — Yes. 

Mr.  Dooner.  —  With  respect  to  a  frame  building  ? 

The  Chairman.  —  With  reference  to  some  building  on  144th  Street. 
Mr.  Charles  Andrus.    Do  you  know  him  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman. — And  he  called  upon  you  with  reference  to  it  and 
called  your  attention  to  the  fact  that  they  were  violating  the  law  ? 

Mr.  Dooner.  —  In  what  way  do  you  mean  ? 

Hie  Chairman.  —  I  am  not  trying  to  criticise  you,  but  to  find  what  we 
deem  to  be  defects  in  the  present  mode  of  enforcing  the  law.  Our  infor- 
mation is  that  a  great  many  violations  were  filed  against  these  particular 
buildings,  and  they  were  going  up  notwithstanding  those  violationS|  and 
that  Mr.  Andrus  called  upon  you.    Do  vou  remember  that  incident  ? 

Mr.  Dooner.  — Mr.  Andrus  was  in  there  to^y  with  respect  to  a  frame 
building. 

7%6  Giairman.  —  This  was  some  time  ago;  the  buildings  are  now  com- 
pleted and  occupied. 

Mr.  Dooner.  — I  do  not  recollect  it 

Hie  Chairman.  —  Do  you  remember  the  instance  of  causing  the  erec- 
tion of  these  buildings  to  be  stopped  temporarily  on  Mr.  Andrus'  com- 
plaint ? 

Mr.  Dooner.  —  I  don't  recollect  that. 

2%6  Chairman.  —  What  is  your  personal  view  as  to  the  advisability  of 
the  present  provision  of  the  law  permitting  75  per  cent  of  the  lot  to  be 
covered  by  tenement  houses  ? 

Mr.  Dooner.  —  I  think  75  per  cent  is  a  fair  rate  for  tenement  houses. 

Hie  Chairman.  —  Do  you  think  the  tenement  bouses  now  being  con- 
structed covering  that  proportion  of  the  lot  are  sanitary  ? 

Mr.  Dooner.  — Yes,  sir. 

The  Chairman.  —  And  are  adequately  provided  with  light  and  air? 
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Mr.  Dooner.  —  Tea,  sir ;  aooording  to  the  roles  and  regulations  of  the 
Department 

ThiB  Chairman,  —  I  am  leaTing  that  out  of  oonsideration.  You  hare 
some  riews  about  tenement  houses,  do  you  not  ? 

Mr.  Doaner.  —  I  hare  built  a  good  man j  of  them. 

The  Chairman.  —  And  jou  hare  had  to  do  with  a  great  many  of  them 
in  your  present  official  capacity  ? 

Mr.  booner.  —  Yes,  sir. 

The  Chairman.  —  Is  it  your  judgment,  apart  from  the  requirement  of 
the  law,  tliat  Uie  ordinary  tenement  house  built  at  the  present  day  under 
the  requirements  of  the  law,  ooTering  75  per  cent  of  the  lot  is  adequately 
proTided  with  light  and  air  ? 

Mr.  Dooner.  — It  is,  sir ;  that  is  my  opinion. 

ThB  Chairman.  —  You  think  there  can  be  no  substantial  improvement 
in  the  type  of  tenement  houses  now  built  ? 

Mr.  Dooner.  —  No,  sir,  I  do  not 

T%$  Chairman.  —  And  are  you  familiar  with  the  tenement  houses  now 
being  built  in  Brooklyn  ? 

Mr.  Dooner.  — No,  sir,  I  am  not 

J%e  Chairman.  —  On  the  Question  of  air  shafts,  do  you  think  that  in  any 
building  living  rooms  should  be  allowed  to  receive  their  only  light  and 
air  from  air  shafts  less  than  26  square  feet  ? 

Mr.  Dooner.  —  Well,  yes ;  25  feet  is  reasonable  enough 

The  Chairman.  —  You  think  that  should  be  the  minimum,  do  you  not? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.  —  You  do  not  regard  it  good  practice  to  have  bedrooms 
in  any  building  which  receive  their  only  light  and  air  from  air  shafts  15 
or  20  feet  in  area  7 

Mr,  Dooner.  —  Well,  it  is  aooording  to  the  size  of  the  buildins. 

The  Chairman.  —  Should  in  an v  case  air  shafts  on  which  bedrooms 
depend  for  their  onlv  supply  of  Ught  and  air  be  covered  at  the  top  ? 

Mr.  Dooner.  — They  should  be  open. 

The  Chairman.  — And  if  they  are  covered  at  the  top  yon  regard  their 
condition  as  unsanitary  ? 

Mr.  Dooner.  — Yes,  sir. 

The  Chairman.  —  So  far  as  your  observation  extends,  has  the  law  that 
reouires  air  shafts  to  widen  four  inches  over  every  story  beyond  five,  been 
enforced? 

Mr.  Dooner.  — Yes,  so  far  as  I  know. 

The  Chairman. — I  will  read  to  you  the  same  summary  of  the  results  of 
this  investig[ation  I  read  to  Mr.  Bradv.  Ont  of  286  tenements  inspected 
where  this  information  was  obtainame,  282,  or  99  per  oent,  covered  more 
than  65  per  cent  of  the  lot ;  274  tenement  houses,  or  96  per  oent  of  them, 
covered  more  tlum  70  per  cent  of  the  lot ;  93  tenement  houses,  or  82  per 
cent,  covered  exactly  75  per  oent  of  the  lot ;  and  88  tenement  houses,  or  31 
per  cent,  covered  more  than  75  per  cent  of  the  lot,  the  extreme  maxi- 
mum authorized  by  law  in  any  case.  And  29  tenements,  or  10  per  oent, 
covered  80  per  cent  of  the  lot  and  over.  Would  it  be  a  surprise  to  you 
to  find  that  condition  of  afbtirs  exited  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.  — You  personally  know  of  no  cases  of  recently  com- 
pleted tenement  houses  covering  more  than  75  per  oent  of  an  inside  lot  7 
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Mr.  Dooner. — I  do  not 

The  Chairman. — Except  the  one  that  you  speak  of  where  the  building 
was  torn  down  ? 

Mr.  Dooner. —  That  was  torn  down. 

Uie  Chairman.  —  Why  was  that,  instead  of  being  modified  ? 

Mr.  Dooner.  —  Because  it  was  a  foot  over  the  line. 

Uie  Chairman.  —  Over  what  line  ? 

Mr.  Dooner.  —  Their  own  linej  it  encroached  a  foot  on  another  man's 
property. 

The  Chairman.  —  And  for  that  reason  you  ordered  it  torn  down? 

Mr.  Dooner, —  No,  sir ;  there  was  another  difference ;  they  made  a  &lae 
afiftdarit 

The  Chairman.  —  What  x>ercentage  of  the  lot  did  that  building  ooTer  ? 

Mr.  Dooner.  —  Ninety-five  per  cent 

ITie  Chairman.  —  How  do  you  account  for  that  building  being  built 
without  having  been  stopped  ? 

Mr.  Dooner.  —  Because  they  took  five  feet  of  another  man's  lot  and  pat 
it  on  their  survey. 

ITie  Chairman.  —  That  didn't  make  it  cover  95  per  cent  ? 

Mr.  Dooner.  —  It  did  when  they  set  back  on  another  man's  lot 

The  Chairman.  — By  taking  five  feet  from  another  man's  lot  you  don't 
increase  the  proportion  of  your  own  lot  ? 

Mr.  Dooner.  —  He  swore  it  was  his  lot 

The  Chairman.  —  And  that  building  was  completely  torn  down  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.  —  Now,  coming  back  to  that  subject  again,  is  that  the 
only  case  you  know  of  where  a  building  has  been  torn  down  because  it 
covers  more  than  a  proper  proportion  of  the  lot  ? 

Mr.  Dooner.  —  No^  I  know  of  more,  but  I  couldn't  tell  you  just  where, 
now. 

JTie  Chairman.  —  Don't  you  remember  any  specific  instance  ? 

Mr.  Dooner.  —  I  know  tnere  is  some. 

Hie  Chairman.  —  Have  you  had  more  cases  within  the  past  two  years  ? 

Mr.  Dooner.  —  I  should  judge  we  had  ten  cases ;  perhaps  more. 

The  Chairman. — Where  the  building  has  been  completely  torn  down 
for  that  reason  ? 

Mr.  Dooner.  —  Oh,  no ;  not  completely. 

The  Chairman.  — Portions  taken  down  ? 

Mr.  Dooner. —  Yes,  sir. 

7%6  Qiairman.  —  If  you  found  that  a  building  had  been  completed 
within  the  last  year  seven  stories  high  without  the  air-shaft  being  wider 
than  2  feet  4  inches  above  the  fifth  story,  what  course  would  your  Depart- 
ment pursue  ? 

Mr.  Dooner.  —  Send  it  to  the  attorney. 

The  Chairman.  —  You  would  endeavor  to  push  it  to  a  decision  and 
have  the  air  shaft  widened  ? 

Mr.  Dooner,  —  Yes,  sir. 

The  Chairman.  —  Do  you  know  of  any  cases  within  the  past  two  years 
when  completed  buildings  have  been  so  changed  as  to  widen  the  air  shaft 
above  the  fifth  story  ? 

Mr.  Dooner.  — Not  above  the  fifth  story ;  they  have  got  to  widen  them 
below. 
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The  Chairman.  —  ABSuming  thaj  are  wide  enoagh  below,  but  not  wi- 
dened above  the  fifth  etory,  has  anj  such  change  been  required  ? 

Mr,  Dooner.  — Thej  oooldn't  widen  them  on  the  fifth  story,  beeanae 
the  walls  are  only  12  inches  thick* 

The  Chairman.  —  Have  you  compelled  them  to  widen  clear  to  the  bot- 
tom because  of  that  ? 

Mr.  Dooner.  —  Might  let  them  set  off  on  the  outside  of  the  wall  instead 
of  the  inside. 

I%e  Oiairman.  —  Hare  there  been  any  changes  in  buildings  constructed 
in  the  past  two  years  where  you  have  required  the  entire  shaft  to  be  widened  f 

Mr.  Dooner.  — No. 

I%e  Chairman.  — Tour  Department  has  to  do  with  recommending  fire- 
escapes  for  old  buildings  ? 

ifr.  Dooner.  —  Yes,  sir,  where  there  is  three  families  or  more. 

The  Chairman.  —  Have  you  inspectors  regularly  employed  in  that  de- 
partment of  your  work  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.  —  How  many  T 

Mr.  Dooner.  —  One. 

The  Chairman.  —  He  does  nothing  else  but  look  after  fire-escapee  f 

Mr.  Dooner.  --That  is  all. 

The  Chairman.  —  Are  there  any  tenement  houses  in  the  Borou|^  of 
Manhattan  that  have  no  fire-escapes  ? 

Mr.  Dooner.  —  I  should  judge  there  is. 

The  Chairma$i.  —  How  does  that  happen  to  be  ? 

Mr.  Dooner.  —  May  be  violations.  I  know  there  were  six  or  seven 
thousand  violations  for  fire-esci4;)es. 

The  Chairman.  —  To  what  extent  have  those  been  carried  to  a  conclusioo7 

Mr.  Dooner.  —  There  is  a  great  many  of  them  putting  them  ud. 

The  Chairman.  —  You  think  there  is  a  large  number  where  tnere  are 
no  fire-escapes  at  all  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.  —  That  has  been  so  for  some  time  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.  —  How  Ions  has  your  Department  been  enforcing  the 
law  in  that  regard  ?  ^ 

Mr.  Dooner.  —  Started  on  the  block  system  about  two  years  aga 

The  Chairman.  —  Now,  isn't  there  something  wrong  in  the  anministra- 
tion  of  the  law  that  there  should  still  be  so  many  tenement  houses  en- 
tirely without  fire-escapes  ? 

Mr.  Dooner.  —  I  think  our  Dejpartment  since  I  came  into  it  has  put 
more  fire-escapes  on  than  in  the  history  of  the  Department 

The  Chairman.  —  Why  should  not  they  universally  have  fireeecapes  f 

Mr.  Dooner.  —  Under  the  Code  a  tenement  house  is  a  three-Camily 
house. 

The  Chairman,  —  The  law  is  mandatory  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.  —  What  was  the  fate  of  these  owners  of  the  numerous 
tenement  houses  which  have  continued  all  this  time  without  fire-eecapee ; 
do  they  go  unpunished  ? 

Mr.  Dooner.  —  There  is  no  fire^ecape  on  a  fiveetory  building  in 
New  York  that  is  not  put  up. 
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The  Chairman.  — There  aie  some  four-etorj  tenement  honeee  ? 

Mr.  Dooner.  —  Some  four,  three,  and  two  stories. 

The  Chairman. — And  a  great  many  of  those  are  ocoupied  hj  more 
than  one  family  on  a  floor  ? 

Mr.  Dooner.  —  Yes,  sir. 

ITie  Chairman. —  Those  buildings  should  have  fire-escapes  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.— Whj  don't  you  force  them  to ? 

Mr.  Dooner. — That  is  for  the  attorneys  to  take  care  of.  We  send 
them  to  the  attorneys  for  prosecution. 

The  Cffuurman.  —  Have  you  turned  OTcr  to  the  Legal  Department  all  the 
cases  you  found  where,  in  a  reasonable  time,  your  requirements  have  not 
been  complied  with  ? 

Mr.  Dooner.  —  Yes,  sir ;  we  give  them  a  reasonable  time. 

The  Chairman.  —  Do  you  file  violations  in  every  case  ? 

Mr.  Dooner. — Yes,  sir. 

7%e  Chairman.  —  How  m&nj  years  has  the  law  requiring  tenement 
houses  to  have  fire^scapes  been  in  force  ? 

Mr.  Dooner.  —  Since  I  have  been  in  the  Department 

The  Chmrman.  —  And  for  some  years  before,  was  it  not  ? 

Mr.  Dooner.  —  Yes. 

The  Chairman. — Doesn't  it  seem  to  you  there  is  some  fault  somewhere 
in  the  administration  of  the  law,  or  in  the  law  itself,  if  after  that  law  has 
been  in  force  several  years  you  see  so  many  tenement  houses  without 
fire-escapes? 

Mr.  Dooner.  —  Well,  we  would  not  have  known  that,  only  I  took  up 
the  block  system  and  examined  every  house  on  Manhattan  Island  and  the 
Bronx,  something  that  was  never  done  in  the  history  of  the  Department 
before.  Every  house  has  been  examined,  and  where  they  needed  fine- 
escapes  the  violation  was  made. 

The  Chairman.  —  I  have  no  doubt  your  Department,  so  far  as  the 
inspection  is  concerned,  has  done  its  duty,  but  isn't  there  something 
wrong  that  so  many  of  these  buildings  have  not  received  fire-escapes  ? 

Mr.  Dooner.  — Tt^L^d  11,000  violations  and  7000  or  8000  thousand  fire- 
escape  notices,  and  unsafe  buildings,  we  haven't  enough  attorneys  to  carry 
them  on.    It  would  take  all  of  the  courts  in  New  York  to  attend  to  it. 

The  Chairman.  —  If  you  had  more  lawyers,  you  could  accomplish  more  ? 

Mr.  Dooner.  — Then  it  would  take  up  all  the  time  of  the  courts. 

J%e  Chairman.  — You  regard  the  equipment  of  these  buildings  with 
fire-escapes  as  an  important  thing  for  the  safety  of  their  inmates  ? 

Mr.  Dooner.  —  Yes,  sir. 

Hie  Chairman.  —  And  the  tenement  houses  without  fire-escapes  are  a 
serious  menace  to  their  inmates  ? 

Mr.  Dooner. — Yes,  sir.  I  don't  know  of  one  in  the  city  of  New 
York,  five-story  tenement  house. 

Jlie  Chairman.  —  Four-story  ? 

Mr.  Dooner,  — Yes,  sir. 

2%e  Chairman.  —  Their  inmates  are  in  a  dangerous  condition  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Chairman.  — How  is  it  you  have  been  able  to  compel  every  five- 
story  tenement  house  to  provide  fire-escapes  and  have  not  been  able  to 
compel  four-story  ones  ? 
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Mr.  Dooner,  —  Because  the  four-etor^  ones  have  been  changed,  the 
occupancy  of  the  building.  Sometimee  it  is  a  boarding  house,  which  the 
law  does  not  require,  unless  it  has  fifteen  sleeping  rooms.  Then  thej 
change  them  into  a  tenement  house,  and  then  it  is  time  to  put  a  fire- 
escape  on. 

ilie  Chairman.  —  No  matter  how  recently  the  building  has  been 
changed,  the  law  is  still  mandatory  ? 

Mr.  Dooner. — Yes,  sir. 

The  Chairman.  —  If  you  have  been  able  to  enforce  the  law  as  to  five- 
story  buildings,  why  cannot  you  enforce  it  as  to  four  stories  ? 

Mr.  Dooner.  —  We  do  the  best  we  can. 

Hie  Cfiairman.  —  You  say  you  do  with  perfect  success  as  to  the  five 
stories  ? 

Mr.  Dooner.  —  I  do  not  know  of  one  without  them  at  this  time. 

The  ChairmcM.  —  Why  can't  you  do  the  same  as  to  the  four-storj 
buildings  ? 

Mr.  Dooner.  —  We  do. 

The  Chairman.  —  You  said  a  moment  ago  you  cannot  get  enough 
lawyers  and  courts  to  enforce  the  law  against  these  violations  ? 

Mr.  Dooner.  —  That  is  with  the  Corporation  Counsel's  office. 

The  Chairman.  —  Do  you  understand  that  the  law  permits  in  any  in- 
stance living  rooms  which  have  no  windows  which  do  not  open  into  the 
outer  air,  eiUier  into  an  air  shaft  or  street  ? 

Mr.  Dooner.  —  I  don't  know  of  any. 

The  Chairman.  —  It  is  not  lawful  to  have  a  sleeping  room  which 
receives  its  only  light  and  ventilation  from  another  living  room  ? 

Mr.  Dooner. — No,  sir;  it  may  be  in  old  houses,  but  not  in  new  ones. 
I  don't  know  of  any. 

The  Chairman.  —  So  that  if  you  saw  that  buildings  were  being  built  in 
any  part  of  Greater  New  York  with  such  rooms,  would  you  say  the  law 
was  oeing  violated  ? 

Mr.  Dooner.  —  Yes,  sir. 

A  Commissioner.  —  You  speak  about  light  shafts  being  2  feet  4  in 
width  where  the  building  is  not  over  five  stories.  Now,  when  a  building 
is  six  or  seven  stories  they  are  to  be  widened  4  inches  for  each  story  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Commissioner.  —  How  can  that  be  executed ;  how  do  they  manage 
to  widen  the  shaft  ? 

Mr.  Dooner.  —  They  start  from  the  bottom.  If  the  wall  is  2  feet  thick 
and  the  first  story  20  inches,  they  can  cut  4  inches  off  on  each  of  these 
stories,  as  they  generally  do,  on  the  outside  of  the  light  shaft,  and  that 
keeps  increasing  the  air  shaft 

The  Commissioner.  —  They  carry  the  wall  up  on  the  inside  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Commissioner.  —  And  rack  off  the  4  inches  fnHn  the  outside  T 

Mr.  Dooner.  —  On  the  outside. 

The  Commissioner.  — The  reason  I  asked  it  was  that  it  struck  me  that 
once  the  shaft  was  run  up,  if  there  was  a  violation,  they  couldn't  do  any- 
thing unless  they  tore  the  wall  down  altogether  ? 

Mr.  Dooner.  —  That  is  the  only  thing  they  can  do,  tear  it  down  to 
where  the  set-off  is.     They  generally  setK>ff  on  the  outside. 

I%e  Commissioner.  —  You  made  the  remark  that  th^  could  enlarge 
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the  percentage  left  for  air  and  light  by  simply  removing  the  wall  of  the 
shaft    In  that  ease  would  not  it  out  off  the  rooms  of  the  house  ? 

Mr.  Dooner.  —  No;  suppose  thej  are  only  4  inches  off,  he  has  only  to 
shore  up  the  beams,  take  the  wall  down,  and  set  it  back  4  inches. 

The  Commissioner.  —  The  amount  of  4  inches  I  do  not  suppose  there 
would  be  any  question  raised  \  but  I  mean  in  a  building  covering  80  per 
cent  of  the  lot,  how  could  that  be  done  without  tearing  down  the  whole 
wall  and  cutting  in  on  the  rooms  ? 

Mr.  Dooner.  —  If  the  shaft  would  be  only  4  inches  out  of  the  way,  thev 
would  take  down  the  shaft  and  move  it  in  4  inches.  They  would  cut  back 
to  the  rear. 

The  Commissioner.  —  Do  they  do  that  ? 

Mr.  Dooner.  —  Yes,  we  have  had  it  done  in  Division  Street;  when  I 
made  a  case  in  Division  or  West  Broadway.  I  am  pretty  sure  on  one  case 
I  had  them  out  down  in  the  rear. 

The  Commissioner.  —  If  these  walls  in  many  of  these  houses  could  be 
built  up  with  good  material,  good  mortar  and  such  as  that,  would  you 
give  your  opinion  as  to  whether  they  might  not  be  built  lighter  than  they 
are ;  not  occupy  so  much  room  ? 

Mr.  Dooner.  — I  do  not  think  any  wall  in  a  tenement  house  should  be 
lighter  than  12  inches. 

The  Commissioner.  —  No,  but  when  they  start  the  walls  to  have  them 
20  inches  ? 

Mr.  Dooner. — I  think  a  tenement  house  wall  should  be  built  20  inohes, 
second  story  15  inches,  and  the  rest  12. 

The  Commissioner.  —  That  is  what  there  is  now,  but  there  is  so  much 
inferior  material  used ;  but  if  it  was  built  up  of  good  cement  mortar,  don't 
you  think  it  would  accomplish  the  result? 

Mr.  Dooner.  —  A  12-inch  wall  of  cement  mortar  would  do  all  the  way 
up  in  my  opinion. 

The  Commissioner. — And  in  that  way  they  would  save  so  much  room  ? 

Mr.  Dooner.  —  Yes,  sir. 

The  Commissioner.  — That  means  for  a  five-story  house  ? 

Mr.  Dooner.  —  Yes,  sir;  in  fact,  any  building.  If  I  had  my  way,  I 
wouldn't  allow  any  lime  to  be  used  in  any  building  in  the  city  of  New 
York ;  nothing  but  cement     It  don't  cost  much  more. 

A  Commissioner.  —  Now,  as  a  matter  of  fact,  buildings  do  seem  to  be 
completed  with  violations  on  the  buildings.  What  is  your  remedy  to  stop 
that? 

Mr.  Dooner.  —  They  ought  to  be  prosecuted. 

The  Commissioner.  —  Prosecute  whom  ? 

Mr.  Dooner.  —  Prosecute  the  owner. 

The  Commissioner.  —  Fine  him  ? 

Mr.  Dooner.  —  Yes,  sir. 

Hie  Commissioner.  —  Is  that  the  remedy  you  would  suggest  to  stop 
that?  ^ 

Mr.  Dooner.  — Yes,  sir,  I  would  fine  the  owner. 

The  Commissioner.  —  Isn't  it  possible  by  the  machinery  of  your  De- 
IMirtment  to  finally  stop  a  building  being  built  when  important  violations 
are  on  the  building? 

Mr.  Dooner.  —  Yes,  if  they  draw  it  to  my  attention. 

The  Commissioner.  — What  would  you  do  ? 
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Mr.  Dooner.  —  I  would  take  it  in  to  the  Commissioner,  hare  the  Com- 
missioner get  ready,  and  haTe  the  attorneys  get  an  injunction. 

ThiB  OommiuUmer.  — That  is  the  only  remedy  you  haTe  ? 

Mr,  Dooner.  —  Yes,  sir. 

TKe  Quurman Don't  you  think  there  should  be  some  way  by  which 

buildings  cannot  be  started  until  they  get  permits  from  your  Department? 

Mr.  Dooner.  —  The  only  way  you  can  do  that  is  to  begin  with  tihe  ex- 
caTation.  A  man  should  not  excavate  unless  he  had  a  permit  from  the 
Department  of  Buildings. 

The  Chairffian.  —  You  would  favor  that  T 

Mr.  Dooner.  —  Yes,  sir.  I  think  everything  in  reference  to  a  building 
should  come  under  the  Building  Department,  such  as  a  permit  for  putting 
material  on  the  street,  and  for  crossing  the  sidewalk.  I  think  that  is  the 
only  way  to  remedy  it 

The  ChmmiMsUmer.  —  How  has  it  happened  that  a  number  of  these 
buildings  have  been  finished  notwithstanding  the  fact  that  violations  have 
been  on  them  ? 

Mr.  Dooner.  —  That  I  couldn't  answer.  They  may  be  in  court  and  may  be 
in  process  of  suit.  The  case  we  tore  down  Saturday  was  over  a  year  in 
court 


TESTIMONY  OP  JOHN  GUILFOYLE 
Commissioner  or  Buildivqs  worn  thb  Bobouoh  or  Bbookltv 

DSCBMBBB  10,  1000. 

JoHK  OuiLroTLB,  being  duly  sworn,  testified  as  follows :  — 

The  Oiairman.  —  What  is  your  official  position  ? 

Mr.  Ouilfoyle,  — Commissioner  of  Buildings,  Borough  of  Brooklyn* 

The  Chairman.  —  How  long  have  you  held  that  position  ? 

Mr.  (7ui{/by<e.  —June  3, 1898. 

The  Chairman.  —  What  is  your  occupation  apart  from  that  T 

Mr.  OuUfoyU.  —  Builder  twenty-two  years. 

The  Chairman.  —  What  have  you  to  say  with  reference  to  the  enforce- 
ment of  the  law  in  Brooklyn  with  reference  to  fire-escapes  on  tenement 
houses? 

Mr.  OuUfoyle.  —  I  think  they  ou^ht  to  be  on  all  tenement  housee.  I 
don't  know  of  any  tenement  houses  it  is  not  on. 

The  Chairman.  —  You  don't  know  of  any  tenement  houses  in  Brooklyn 
not  provided  with  fire-escapes  T 

Mr.  OuHfoyfie.  —  No,  sir. 

The  Chairman.  —  What  do  you  define  a  tenement  house  to  be  T 

Mr.  OwOfoyU.  — A  three-family  house. 

The  Chairman.  —  So  you  think  the  law  in  Brooklyn  has  been  generally 
enforced  in  that  regard  ? 

Mr.  Chdlfoy^.  —  I  do ;  yes,  sir. 

The  Chairman.  —  Now,  if  we  toUyou  that  of  661  tenement  hooaeo  ex- 
amined in  Brooklyn  it  was  found  WH  were  without  fire-eeei^MS  of  any 
kind  whatsoever,  would  you  be  surprised  at  that  inf ormatioa  T 

Mr.  Gtii(/by<s.  — Yes,  sir,  I  woaJd. 

The  Chairman.  —  You  don't  know  one  T 
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Jfr.  OuUfoyle.  —  No,  sir,  I  do  not 

The  Chairman.  —  Would  you  also  be  surprised  to  learn  that  of  that 
number  244  were  wooden  tenement  houses  where  the  chance  of  escape  in 
case  of  fire  is  much  less  than  in  big  buildings  ? 

Mr.  QuUfoyle.  —  Yes,  sir. 

The  Chairman.  —  Have  you  had  a  thorough  inspection  of  Brooklyn 
made  with  a  view  to  finding  whether  the  fire-escape  law  had  been  enforced  ? 

Mr.  OuUfoyle.  —  I  give  my  men  weekly  lectures  governing  all  thoae 
things,  and  insist  that  the  law  should  be  carried  out  in  every  particular. 

The  Chairman.  —  Have  you  adopted  the  block  system  ? 

Mr.  OuUfoyle.  —  Yes,  sir. 

The  Cfiairman.  —  And  you  have  gone  through  the  form  of  making  a 
complete  inspection  in  that  regard  ? 

Mr.  OuUfoyle.  — Yes,  sir. 

The  Chairman.  —  And  your  reports  show  that  the  tenement  houses  are 
supplied  with  fire-escapes  ? 

Mr.  OuUfoyle, —  Yes,  sir. 

The  Chairman.  —  If  it  is  a  fact  that  283  tenement  houses  in  Brooklyn 
are  without  fire-escapes,  what  is  your  conclusion  as  to  the  manner  in  which 
the  law  is  being  enforced  in  Brooklyn  ? 

Mr.  OuUfoyle.  —  I  do  not  thiuk  the  men  would  be  doing  their  duty. 

The  Chairman.  —  It  would  show  a  very  hopeless  breach  of  duty  on  tiieir 
part? 

Mr.  OuUfoyle.  — No  question  about  that 

7%e  Chairman. — To  have  led  you  into  supposing  they  had  all  been 
supplied  with  fire-escapes  ? 

Mr.  OuUfoyle.  —  Yes,  sir ;  I  do  not  believe  that  report  is  correct 

The  Chairman.  —  We  will  send  you  a  list  of  these  283  houses. 

Mr.  OuUfoyle. — All  right,  sir;  notwithstanding  I  say  that  there  may 
be  violations  upon  all  of  these  things. 

Hie  Chairman.  —  Your  statement  was  that  so  far  as  you  knew  there 
was  not  a  tenement  house  in  Brooklyn  without  fire-escapes  ? 

Mr.  OuUfoyle.  —  Without  violations  on  them,  I  said. 

The  Chairman.  — No ;  you  did  not  say  that 

Mr.  OuUfoyle.  —  It  is  supposed  without  a  violation. 

The  Chairman.  —  Do  you  think  there  are  many  which  are  not  provided 
with  fire-escapes  ? 

Mr.  OuUfoyle.  —  I  do  not  think  there  is  one.  They  have  fire-escapes  or 
violations  upon  them. 

I%e  Chairman.  —  What  proportion  has  fire-escapes  and  what  has  viola- 
tions? 

Mr.  OuUfoyle.  —  I  could  not  say. 

The  Chairman.  — Do  you  think  there  are  many  not  provided  with  fire- 
escapes  ?     You  said  a  moment  ago  there  were  none. 

Mr.  OuUfoyle.  —  I  have  got  only  176  violations  of  fire-escapes  in 
Brooklyn  to^lay;  440  of  the  total,  and  264  remedied,  and  I  have  been 
insisting  from  day  to  day  to  get  those  tried. 

The  Chairman. — Then  your  own  records  show  176  are  subject  to 
violations  ? 

Mr.  OuUfoyle.  —  Yes,  sir. 

The  Chairman.  —  So  you  correct  your  testimony  of  a  few  moments  ago 
that  you  know  of  no  tenement  houses  not  provided  with  fire-escapes  ? 
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Mr,  OuilfoyU,  —  Oh,  jes ;  no  tenement  hooM  ia  not  prorided  with  fire- 
escapes  to-day  thai  has  not  a  riolation  on  it. 

The  Chairman,  —  Our  examination  shows  that  of  the  661  tenement 
houses  in  the  seventeenth  ward  alone,  and  I  understand  that  ward  repre- 
sents but  aportion,  and  not  a  large  portion  of  the  tenement  house  district  of 
your  city,  283  were  entirely  without  fire-escapes  of  any  kind.  Tou  hare 
heard  the  testimony  of  the  Commissioner  and  Superintendent  Dooner  with 
reference  to  the  requirement  of  law  to  the  effect  that  no  liTing  rooms 
should  be  without  windows  opening  to  the  outer  air.  Tou  haTC  the 
same  understanding  of  the  law  7 

Mr,  OuQfoylt,  —  Yes,  sir,  or  on  a  court  or  light  shaft 

Tke  Chairmcan.  —  You  enforce  that  law  in  that  regard  in  the  same  way 
in  Brooklyn  ? 

Mr.  OuUfoyle,  —  Yes,  sir. 

The  Chairman,  —  Is  it  lawful  in  your  judgment  to  count  as  the  outer 
air  a  light  shaft  with  a  roof  or  skylight  on  top  ? 

Mr,  OuUfoyle,  —  Yes,  sir. 

The  Chairman,  —  You  differ  with  Commissioner  Brady  and  Superin- 
tendent Dooner  in  that  regard  ? 

Mr,  OuUfoffle.  —  Yes,  sir,  because  they  do  not  have  any  10>f oot  light 
shafts  here,  I  understand.  All  their  buildings  are  orer  five  stories  gener> 
aUy. 

The  Chairman.  —  What  is  a  lO-f oot  light  shaft  T 

Mr.  OuUfoyle.  —  Ten  square  feet 

The  Chairman.  —  You  say  it  is  lawful  to  allow  bedrooms  or  liring 
rooms  which  depend  for  their  only  light  and  Tcntilation  upon  windows 
opening  into  10-ux)t  air  shafts  roofed  OTcr  at  the  top  ? 

Mr.  Oui{fayle.  —  Y9e,  sir. 

The  Chairman,  —  Do  you  recognin  that  is  exaotlT  contrary  to  the 
testimony  of  both  Commissioner  Brady  and  Superintenoent  Dooner? 

Mr.  ChiUfoy^.  — I  do  not  know  thai. 

The  Chairman.  —  You  heard  their  testimony  ? 

Mr.  OuUfoyle,  —  I  did  not  recognize  that  part  of  it 

The  Chairman,  —  You  do  permit  generally  in  Brooklyn  liTing  rooms 
built  with  windows  opening  into  these  10-foot  air  shafts. 

Mr,  OuUfoyle.  —  Yes,  sir ;  always  did ;  always  has  been  sa 

The  Chairman.  —  Does  the  law  permit  that  now  ? 

Mr,  OuUfoyle.  —  Yes,  sir,  in  buUdinn  under  fire  stories. 

The  Chairman.  —  Where  is  it  in  the  law  ? 

Mr.  OuUfoyle.  — li  states  that  the  light  shaft  for  a  building  orer  fire 
stories  and  basement  must  be  at  least  25  feet  area  of  light  shaft 

The  Chairman.  —  I  know :  but  I  am  speaking  of  the  other  proTision  of 
law  that  living  rooms  shall  be  provided  with  windows  opening  into  the 
outer  air,  and  can  you  consider  a  10-foot  light  shaft  closed  at  the  top  an 
opening  into  the  air  ? 

Mr,  OuUfoyle.  —  It  has  a  skylight  on  it  and  ventilation  is  ample. 

The  Chairman, — «  Except  as  hereinafter  otherwise  stated  every  light 
and  air  shaft  or  court  for  habitable  rooms  must  be  twenty-five  square  feet 
in  area  up  to  and  including  five  stories  in  height"  Is  not  that  proviaioii 
of  the  law  dear  ? 

Mr.  OuUfoyle.  —Yes ;  we  have  taken  that  to  mean  a  five^tey  and 
over. 

VOL.  n— ta 
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The  Chairman.  —  '<  Up  to  and  including ;  except  as  hereinafter  other- 
wise stated  every  light  ana  air  shaft  or  court  for  habitable  rooms  must  be 
at  least  twenty-five  square  feet  in  area  up  to  and  including  five  stories  in 
heighf    Does  not  that  clearly  include  a  three-story  building  ? 

Mr.  QuHfoyle.  —  Yes  $  but  the  shaft  provision  was  by  the  Board  of 
Buildings,  and  their  rules  for  light  and  ventilation  allowed  for  10-foot 
light  shafts. 

The  Chairman.  —  Do  you  think  that  contemplates  changes  by  the 
Board? 

Mr.  OuUfoyle.  — No,  I  don't  suppose  it  does. 

The  Chairman.  —  Don't  you  know  the  law  to  be  clear  that  such  air 
shafts  as  you  permit  in  Brooklyn  are  not  authorized  by  the  statutes  of 
the  State? 

Mr.  OuUfoyle.  — No,  I  do  not  know  that.  I  supposed  it  was  allowed 
by  the  Department. 

T/^  Chairman.  —  It  has  been  allowed  by  your  Department  ? 

Mr.  OuUfoyle.  — Yes,  sir. 

A  Commissioner.  —  Do  you  allow  new  buildings  to  have  10-foot  shafts  7 

Mr.  OuUfoyle.  —  No,  sir ;  frame  buildings  less  than  65  per  cent. 

The  Chairman.  —  You  do  allow  new  buildings  less  than  five  stories 
high  to  be  equipped  with  these  10-foot  air  shafts  roofed  over? 

Mr.  OuUfoyle.  — In  small  frame  buildings  less  than  65  per  cent  of  the 
lot 

J%e  Chairman.  — You  mean  covering  less  than  65  per  cent  of  the  lot  ? 

Mr.  OuUfoyle.  — Yes,  sir. 

Jlie  Chairman.  —  Here  is  what  we  find  in  the  Borough  of  Brooklyn  in 
that  regard :  In  thirty-four  new  tenement  houses  there  were  rooms  which 
had  no  windows  to  the  outer  air  and  opened  solely  on  small  interior  shafts. 
In  thirty-eight  cases  examined  at  random  d4  per  cent  had  such  windows. 
Won't  you  look  up  the  law  and  see  about  that  ? 

Mr.  OuUfoyle.  —  Covering  less  than  65  per  cent  of  the  lot? 

T/^  Chairman.  —  I  do  not  know  whether  that  is  the  fact,  but  the  law 
makes  no  provision  of  that  kind.  You  know  the  language  of  the  statute 
which  s^s  where  the  house  covers  less  than  65  per  cent  of  the  lot  ? 

Mr.  GhiUfoyle.  —  It  is  the  rules  of  the  Board. 

The  Chairman.  —  You  know  the  rules  of  the  Board  cannot  change  the 
law? 

Mr.  OuUfoyle. — Certainly. 

The  Chairman.  —  If  you  find  on  examination  that  there  is  no  law 
authorizing  such  air  shafts,  and  conclude,  as  I  think  vou  will,  that  the 
Board  cannot  go  against  the  law,  will  you  stop  the  use  of  such  air  shafts  in 
Brooklyn  ? 

Mr.  OuUfoyle. — Certainly. 

Hie  Chairman.  —  Do  you  permit  in  Brooklyn  rooms  which  have  no 
means  of  light  and  ventilation  except  a  door,  transom,  or  window  connect- 
ing with  an  adjoining  room  ? 

Mr.  OuUfoyle.  —  Yes,  sir. 

7%€  Chairman.  —  Do  you  regard  that  as  lawful  ? 

Mr.  OuUfoyle.  — Yes,  sir. 

T/^  Chairman.  —  Explain  on  what  theory. 

Mr.  OuUfoyle.  — That  is,  where  it  comes  to  two  families  on  a  floor  we 
have  allowed  it. 
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The  Chairman.  —  Where  do  you  find  it  in  the  law? 

Mr.  OuUfoyU.  —  I  cannot  gire  yon  the  section  just  now. 

The  Chairman.  —  Do  yoa  pennit  in  any  caae  rooms  which  hare  no 
windows  into  the  air  shafts,  or  certainly  wnich  depend  entirely  upon  an 
adjoining  room  for  their  light  and  air,  lir.  Dooner  ? 

Mr.  Dooner.  —  No,  sir,  we  do  not 

The  Chairman.  — ^Yoiur  riew  is  the  law  does  not  permit  it  ? 

Mr.  Dooner.  — No,  sir.     If  it  opens  on  to  a  hall,  it  is  all  right 

The  Chairman.  —  if  it  gets  its  only  light  and  ventilation  from  the  hall 
is  it  all  right  ? 

Mr.  Liooner.  —  Cannot  get  it  there. 

The  Chairman.  — Isn't  the  law  mandatory  that  every  room  shall  have 
an  oj>ening  into  the  outer  air  T 

ifr.  Ouilfoyle.  —  It  is  when  the  hall  is  covered  by  a  skylight  over  the 
stairs. 

The  Chairman.  —  You  define  that  to  be  the  outer  air  ? 

Mr.  GuHfo^.  —  Yes,  sir. 

1%e  Chairman.  —  So  that  the  theorjr  on  which  you  decide  rooms 
having  no  means  of  light  and  ventilation  except  an  opening  into  an 
adjacent  hall  is  that  the  hall  is  the  outer  air  because  it  has  the  skylight 
above? 

Mr.  OuHfoyHe.  —  Yes,  sir. 

A  Commieeioner.  —  With  louvres,  you  mean  ? 

Mr.  OuUfoyU.  —  Yes,  sir. 

The  Commieeioner.  —  The  whole  secret  being  the  louvre  ? 

Mr.  OuUfoyU.  —  Yes,  sir. 

The  Chairman.  —  If  the  only  means  of  light  and  ventilation  was 
through  another  bedroom  ? 

Mr.  OuHfoyle.  —  It  is  not  proper  ventilation. 

A  Commissioner.  —  In  these  decisions  are  you  following  the  steps  of 
your  predecessor  ? 

Mr.  OuHfoyle.  —  Yes,  sir,  in  many  cases. 

The  Commissioner.  —  And  the  custom  of  the  Department  ? 

Mr.  OuUfoyU.  — Yes,  sir. 

Mr.  De  Forest.  —  Are  not  you  the  first  Commissioner  under  Oreater 
New  York  ? 

Mr.  OuUfoyU.  — No,  sir :  the  second. 

A  Commissioner.  — Would  you  allow  a  four-story  building  to  be  built 
with  a  covered  court  with  rooms  opening  on  to  it  ? 

Mr.  OuHfoyie.  —  Two  rooms  on  each  story. 

The  Commissioner.  —  But  not  five  stories  ? 

Mr.  Oniifoyle.  —  No,  sir. 

The  Commissioner.  —  You  draw  the  limit  between  four  and  five  as  an 
arbitrary  limit  yourself  ? 

Mr.  OuiJfoyU.  —  Yes,  sir. 

The  Clt>mfiUs0umer. — How  many  inspectors  have  you  in  your  Depart- 
ment? 

Mr.  OuHfi}yU.—Bixtj. 

The  Commissioner.  —  Do  vou  consider  them  ample  to  do  the  work  T 

Mr.  OuUfoyU.  — Vo, sir,  Ido  not 

The  Oommissianer.  —  How  many  do  you  feel  you  should  have  T 

Mr.  OuH/byU.  — I  ought  to  have  a  dosen  more. 
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J%e  Chairman.  —  Do  joa  permit  dumb-waiter  shafts  oonstruoted  of 
wood? 

Mr.  OuUfoyle. — No,  sir;  we  have  none. 

The  Chairman.  —  Our  inspectors  report  that  out  of  83  buildings  22 
buildings  were  supplied  with  dumb-waiter  shafts  constructed  of  wood. 

Mr.  OuUfoyle.  —  I  had  a  case  of  a  man  named  Hatch  where  I  got  an 
injunction  restraining  him  from  going  ahead  with  five  buildings  he  had. 
He  vacated  the  injunction  and  then  we  commenced  suit.  I  pressed  it»  be- 
cause I  had  some  four  hundred  cases  pending  in  the  same  way  on  dumb- 
waiter shafts.  I  forced  this  to  the  Supreme  Court  and  we  got  a  decision 
from  the  Supreme  Court,  and  this  man  got  a  stay  compelling  me  not  to 
touch  the  building,  and  in  the  meantime  he  had  let  the  whole  five.  I  was 
trying  to  stop  the  tenants  going  in  there.  He  got  a  stay  and  the  thing  has 
been  dragging  along  for  the  last  four  months,  and  I  have  asked  for  the  last 
three  weeks  to  get  that  case  from  the  Appellate  Division.  He  appealed 
from  the  decision  of  the  Supreme  Court  to  the  Appellate  Division  and  I 
have  thirty-two  cases  against  him  in  the  same  way. 

The  Chairman.  —  Who  is  your  attorney  in  that  case  ? 

Mr.  Ghiilfoyle.  —  No  attorney  assigned  to  the  Building  Department. 
We  have  one  man  there  as  counsel  from  the  Corporation  Counsel,  but 
nobody  is  assigned  there. 

T%e  Chairman.  — You  have  got  them  yourself  ? 

Mr.  OuUfoyle. — I  have  exceeded  my  authority  in  going  to  the  Supreme 
Court  and  asking  to  have  that  carried  out. 

The  Chairman.  —  Your  troubles  are  due  largely  to  a  lack  of  legal 
help? 

Mr.  GfuUfoyle.  —  There  is  no  question  about  that. 

The  Chairman. — Have  you  enough  inspectors  ? 

Mr.  OuUfoyle.  — No,  sir.     I  have  one  plan  examiner  only. 

The  Chairman.  —  If  I  tell  you  out  of  83  buildings  we  find  22  buildings 
with  dumb-waiter  shafts  constructed  of  wood,  what  would  you  say  ? 

Mr.  OuUfoyle.  —  It  would  not  surprise  me  at  all.  I  propose  to  take 
them  all  out  if  I  get  this  decision. 

The  Chairman.  —  I  understood  you  to  say  vou  had  none  ? 

Mr.  OuUfoyle.  —  The  way  you  asked  me  the  wooden  shafts,  I  suppose 
you  meant  beaded  right  up,  wooden  sides  lathed  and  plaster.  That  is 
the  one  I  am  fighting  on  now.  They  got  a  stav,  and  when  I  told  the 
counsel  I  was  going  to  go  to  the  judges  he  thougnt  I  was  exceeding  my 
authority. 

The  Chairman.  —  How  many  inspectors  have  you  ? 

Mr.  OuUfoyle.  —  Sixty. 

The  Chairman.  —  How  many  do  you  think  you  ought  to  have  ? 

Mr.  OuUfoyle.  —  Seventy-five  easy.  I  have  a  man  covering  eight  square 
miles  of  a  district ;  impossible  for  him  to  cover  it. 

Tlie  Chairman.  —  Do  you  feel  at  the  present  time  that  laws  with  refer- 
ence to  tenement  houses  are  being  adequately  enforced  in  Brooklyn  ? 

Mr.  OuUfoyle. —  I  do. 

The  Chairman.  —  Are  the  results  satisfactory  to  you  ? 

Mr.  OuUfoyle.  —  As  a  rule,  yes,  sir.  A  large  percentage  of  our  tene- 
ment houses  in  Brooklyn  do  not  exceed  65  to  70  per  cent  of  the  lot,  and 
they  don't  exceed  in  any  case  —  I  don't  suppose  we  have  a  six-story  tene- 
ment house  in  Brooklyn. 
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A  OammUtioner.  —  Don't  you  think  that  thoM  small  shafts  with  oot- 
ered  roofs  are  unsanitary  ? 

Mr.  CMJUbyle,  —  I  don't  know.  I  understood  some  of  them  were  left 
open.  We  had  a  case  where  a  man  had  a  25-foot  light  shaft,  but  cohered 
it  OTer,  and  under  the  ruling  we  had  in  the  Department  we  would  allow 
him  a  10-foot  light  shaft  in  that  building,  and  if  he  put  it  in  he  oonld 
ooTer  it  and  put  a  lourre  skylight  on,  and  in  the  same  way  we  permitted 
the  25,  and  for  that  reason  we  permitted  him  to  ooTer  Uiem.  We 
haTe  a  case  to-day  where  there  is  a  Gre-story  building,  four  of  them 
together  joined  on  the  same  plot,  where  the  light  shaft  is  in  the  centre, 
and  a  communication  from  each  floor  is  by  an  iron  balcony  aninst  the 
light  shaft,  and  all  the  cold  weather  comes  down  on  these  platforms  and 
p^oes  in  the  adjoining  houses.  They  had  asked  me  to  allow  them  to  coTer 
it  oTer,  but  I  would  not.  I  didn't  think  they  had  any  right  to  be  built  in 
that  way  in  the  first  place. 

Th/B  Cammiuianer.  —  Don't  you  think  the  10-foot  light  shafts  are  too 
small  for  the  rooms  to  open  into  ? 

Mr.  OuUfoyle.  —  Not  where  there  is  only  two  rooms  to  open  in  it 

The  Chairman.  —  Wh^  are  they  necessary  in  Brooklyn  T  These  smaU 
light  shafts  are  not  permitted  in  New  York  under  any  conditions. 

Mr.  OuUfoyle. — \Ve  hare  bem  going  right  aloug  there  for  years  on 
that  condition. 

The  Chairman.  —  I  understand  in  New  York  in  no  case  will  they  per- 
mit a  light  shaft  less  than  25  feet  m  area  unless  where  it  is  confinea  to 
water-closets.    Is  there  any  reason  why  you  do  that  in  Brooklyn  ? 

Mr.  Ouqfayle.  —  ^o,  sir. 

The  Chairman.  —  Do  you  think  you  had  better  make  a  radical  change 
in  that  regard? 

Mr.  ChUlfQyU.—Ym. 

The  Chairman.  —  Do  you  think  25-foot  tenement  houses  oorering  75 
per  cent  of  the  lot,  that  a  number  of  those  tenement  houses  in  a  row  can 
be  adequately  supplied  with  light  and  air  T 

Mr.  Ouaft}yU.  —  YeSy  sir. 

The  Chairman.  —  Do  you  think  that  the  tenement  houses  now  being 
built  on  25-foot  lots  corering  75  per  cent  are  in  point  of  fact  adequately 
supplied  with  light  and  air  ? 

Mr,  OuUfaifU. — I  do,  yes,  sir,  where  they  do  not  run  OTer  four  or  fire 
stories  high. 

The  Okairman.  —  Where  they  are  six  or  seren  T 

Mr.  OuUfoyle.  —  I  don't  think  they  can  be. 

The  Chairman.  — Then  you  would  say  if  a  tenement  house  exceeds  fiye 
stories,  it  should  not  corer  75  per  cent  ? 

Mr.  OuUfoyU.  —  Yes,  sir,  because  you  ought  to  get  the  light  from  the 
front  or  rear  somewhere. 

Mr.  De  Foreet.  —  Suppose  it  exceeds  four  stories  T 

Mr.  OuUfoyie.  — ^No;  four  stories  I  would  allow. 

Mr.  De  ForeeL  —  Anything  orer  four  stories  you  would  not  T 

Mr.  OuUfoyle.  —  No,  sir;  you  haye  too  many  rooms  on  a  story 
then. 

A  OommieeioiMT. — Dont  you  think  there  would  be  oyercrowding;  gel 
too  many  people  on  the  same  area,  I  mean  ? 

Mr.  OuUfoyle.  —  That  depends  on  the  size  of  the  rooms. 
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TESTIMONT  OP  DANIEL  CAMPBELL 
GoMMissioinsB  OF  Buildings  fob  thb  BoaouoHS  of  Biohmond  avd 

QUKBNS 

Dkobmbbs  10, 1900. 

Dakixl  Campbell,  being  duly  sworn,  testified  as  follows :  — 

The  Chairman.  —  You  are  the  Superintendent  of  Buildings  of  the 
Boroughs  of  Biohmond  and  Queens  ? 

Mr.  CJampbett.  —  Yes,  sir. 

The  Quiimum.  —  And  a  member  of  the  Board  ? 

Mr.  Campbell.  —  Yes,  sir. 

The  Chairman.  —  What  is  the  present  condition  of  the  enforcement  of 
the  law  with  reference  to  fire-escapes  on  tenement  houses  in  those  boroughs, 
so  far  as  your  observation  has  extended? 

•  Mr.  dampbeU. — There  are  a  great  many  houses  that  have  no  fire-escapes, 
but  we  are  serving  notice  to  have  them  put  on,  and  we  have  served  a  num- 
ber of  notices  of  violations. 

3%6  Oiairman. — What  proportion  do  you  think  of  the  tenement  housee 
in  Bichmond  and  Queens  have  fire-escapes  ? 

Mr.  Oampbeil.  —  Well,  I  suppose  25  per  cent 

The  Chairman.  —  And  75  per  cent  have  not  ? 

Mr.  Campbell.  —  Yes,  sir.  Excuse  me.  You  understand  that  this  law 
in  relation  to  fire-escapes  has  been  enforced  since  1867  in  Brooklyn  and 
New  York,  and  only  since  1898  in  Queens,  so  that  we  have  done  pretty 
well  in  comparison. 

7%€  Chairman. — And  you  think  that  25  per  cent  are  now  equipped  with 
fire-escapes? 

Mr.  CampbdL  — Yes,  sir. 

3%6  Cffiairman.  —  Have  you  filed  violations  against  the  remaining  76  7 

Mr.  Campbell. — I  do  not  know  that  I  have  against  the  whole  of  them; 
but  I  would  like  to  qualifv  that  further,  that  very  few  of  these  houses  are 
four  stories  in  height  Tne  majority  of  them  are  three  stories  in  height^ 
and  some  of  them  are  two  stories  in  height 

7%6  Chairman. — You  recognize  that  the  law  is  mandatory  that  all 
buildings  occupied  by  more  than  three  families  shall  have  fire-escapes  7 

Mr.  CampbeU.  —  Yes,  sir. 

The  Chairman.  —  And  you  think  75  per  cent  of  the  buildings  coming 
within  that  class  are  not  )ret  provided  with  them  ? 

Mr.  Campbell.  —  That  is  a  broad  guess.     It  is  rather  less  than  that 

The  Chairman. — Have  you  any  lawyers  assigned  to  your  Department? 

Mr.  Campbell.  —  Not  since  we  started. 

2%«  Chairman.  —  What  do  you  do  when  you  have  violations  to  enforce  ? 

Mr.  CampbeU.  —  Send  them  to  the  Corporation  Counsel,  but  we  have 
not  sent  many. 

The  Chairman.  —  Have  you  had  any  difficulty  in  buildings  constructed 
during  your  administration  in  complying^  with  the  law  ? 

Mr.  CampbeU.  —  We  have  had  very  little.  That  is,  where  people,  from 
iffnorance  I  might  say  almost,  of  the  law,  went  ahead  and  did  something 
t£at  is  not  in  compliance  with  the  law,  we  have  notified,  and  they  gener- 
ally rectify  that 

The  Chairman.  —  Do  you  have  the  same  difficulty  that  we  have  spoken 
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of  in  oonneeiioii  with  defeeiiya  or  tiiimll  air  shafts  less  than  35  square  feet 
in  area  and  covered  at  the  topT 

Mr.  OampML  —  Tes,  sir. 

The  Chairman. — Are  70a  permitting  them? 

Mr.  CampbeU.  —  Tes,  sir. 

Tk$  Chairman.  —  Do  70a  think  that  is  aathorixed  b7  law  T 

Ifr.  (3tifiif>6ett.  —  Well,  I  misht  8a7  that  I  think  it  is  not  prevented  I7  law. 

The  Chairman.  — Ton  think  the  law  permits  it,  do  70a  ? 

Mr,  OamjMl.  —  Yes,  sir. 

The  Chairman.  —  Haven't  70a  in  mind  the  provision  which  sars, 
^That  no  air  shaft  shall  be  less  than  35  square  feet  in  area  on  which 
habitable  rooms  open ''  ? 

Mr.  CamptM.  —  The  law  also  sa7S  in  speakins  of  air  shafts  that  no 
air  shafts  over  10  feet  shall  be  covered,  so  it  mnst  be  intended  that  there 
shall  be  air  shafts  which  are  10  feet 

The  Chairman.  —  The  law  savs  air  shafts  on  which  habitable  rooms 
open  shall  not  be  less  than  25  feet  We  know  there  ma7  be  those  on 
wnich  water-closets  open  that  ma7  be  smaller. 

Mr.  CampbdL  —  I  do  not  know  that  I  have  approved  an7  plans  where 
rooms  open  onl7  in  such  air  shafts  of  less  than  25  square  net  The7 
opened  into  rooms  which  did  open  into  the  external  air. 

The  Chairman.  —  Yon  have  approved  plans  nermittinff  living  rooms 
which  received  their  light  and  ventilation  <ml7  nom  an  adjoining  living 
room? 

Mr,  CanqpbeU.  —  And  an  air  shaft  or  hall. 

The  ChcUrman.  —  Do  70U  think  that  is  permitted  b7  the  law  T 

Mr.  Campb^.  —  Yes,  sir. 

The  Chairman.  —  You  had  better  stnd7  70ur  law,  I  think,  Mr.  Camp- 
bell. We  think  70tt  will  find  that  such  rooms  are  not  permitted.  Have 
70U  enough  inspectors  ? 

Mr.  Oin^pbell.  —  No,  sir. 

The  Chairman.  —  How  man7  have  70a  for  the  two  boroughs? 

Mr.  Campbell  — Eight 

The  Chairman,  —  How  man7  ought  70U  to  have? 

Mr.  CampbeU.  —  I  asked  for  sixteen. 

I%e  Chairman. — Do  jron  think  70U  could  do  7our  work  weU  with  sixteen? 

Mr.  CampbeU.  —  I  think  we  could. 

The  Chairman.  —  But  it  is  not  being  adequatel7  done  now  with  eight  ? 

Mr.  CampbeU.  —  No,  sir,  it  is  not 

Mr,  Oui(fayle.  —  You  asked  me  for  a  case  of  authorit7  I  got  for  these 
dark  bedrooms.  I  have  a  memorandum  here  covering  that  Dark  bed- 
rooms have  been  allowed  in  a  few  instances  in  this  Department  when  the 
architect  has  made  a  demand  under  Section  1319  of  the  Charter.  Assist- 
ant Corporation  Counsel  Courtne7  rendered  a  decision  that  this  should 
be  granted,  as  this  section  followed  1318,  which  section  requires  air  shafts. 
He  is  also  sustained  in  his  decision  b7  another  Corporation  Counsel,  who 
rendered  a  decision  that  this  section,  being  more  liberal  to  builderSi  must 
be  followed. 

The  Chairman.  — We  understand  there  is  a  ooofliot  between  70ur 
Department  and  the  Department  here  in  New  York. 

The  Commission  then  adjourned  to  meet  on  Tuesda7  affeemooo,  D^ 
cember  11th,  1900,  at  2.30  f-m. 
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TESTIMONY  OF  EUGENE  OTTERBOUBO 

ASSISTANT    COBPOBATION    COUK8BL    A88IONBD    TO    THB    DbPABTMXKT   OF 
BuiLDHrOS,    FOB  THB   BOBOUGHS   OF   MANHATTAN   AND   BbONX 

DSOBMBBE  11,  1900. 

EuGBNB  Ottbbboubo,  being  duly  sworn,  testified  as  follows :  — 

Hie  Ohairman.  — What  is  your  official  position  under  the  city  goyera* 
menty  Mr.  Otterbourg  ? 

Mr.  Otterbourg.  —  Assistant  Corporation  Counsel. 

The  Chairman.  —  And  how  long  have  you  held  that  position  ? 

Mr.  OUerbourg.  —  Since  February  1, 1898. 

The  Chairman.  —  What  had  been  your  nosition  prior  to  that  time  7 

Mr.  OUerbourg.  —  Attorney  and  Counsellor  at  Law.  I  was  attorney  to 
the  Department  of  Buildings  m  1892,  and  for  several  years  thereafter. 

3%6  Chairman.  —  Continuously  from  then  until  now  ? 

Mr.  OUerbourg.  —  No,  sir ;  I  have  had  three  successors  in  the  interim 
between  1895  and  1898. 

The  Chairman.  —  Since  you  have  been  connected  with  the  office  of  the 
Corporation  Counsel  have  you  had  any  special  relations  to  the  Building 
Department,  and  if  so,  what  ? 

Mr.  OUei'bourg.  —  I  have  been  one  of  six  attorneys  assigned  to  the 
Building  Department  for  the  Boroughs  of  Manhattan  and  Bronx. 

Jlie  Cliairman.  —  So  that  your  principal  time  has  been  devoted  to  the 
work  of  that  Department  ? 

Mr.  OUerbourg.  —  Mainly. 

The  Chairman.  —  You  have  had  charge  of  that  work,  have  you  not  7 

Mr.  Otterbourg.  —  I  am  one  of  six  attorneys  there. 

The  Chairman.  — You  have  been  the  assistant  in  charge  of  that  work  7 

Mr.  Otterbourg.  —  Well,  you  might  put  it  in  that  way. 

The  Chairman.  —  Where  is  your  office,  with  the  Corporation  Counsel, 
or  in  the  same  building  with  the  Department  of  Buildings  ? 

Mr.  OUerbourg.  —  We  have  office  accommodations  in  the  Department  of 
Buildings. 

The  Chairman.  —  And  that  is  true  of  the  other  six  associated  with 
you  7 

Mr.  Otterbourg.  —  The  other  five. 

The  Chairman.  —  The  Superintendent  of  Buildings,  Mr.  Brady,  or  the 
Commissioner,  testified  yesterday  during  the  past  year  about  11,000  vio- 
lations of  the  buildinff  law  had  been  filed  in  the  Boroughs  of  Manhattan 
and  Bronx,  and  both  he  and  Superintendent  Dooner  testified  that  these 
violations,  having  been  filed  and  turned  over  to  you,  their  responsibility 
ceased.  Will  you  state,  according  to  the  best  of  your  recollection,  wh^ 
proportion  of  the  violations  received  by  the  Corporation  Counsel  during 
the  past  year  were  ever  prosecuted  ? 

Mr.  Otterbourg.  —  Do  you  mean  this  year,  1900  7 

The  Chairman.  —  Yes. 

Mr.  OUerboura.  —  The  snbpoena  to  attend  here  to-day  was  received  by  me 
about  half-past  eleven,  and  it  requested  certain  information  which  I  have 
endeavored  to  secure,  and  the  time  being  quite  limited  I  will  have  to  rely 
for  the  statistics  upon  the  information  furnished  to  me  by  the  chief  olerk 
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of  the  department  of  my  diTisioQ.  It  appears  from  hit  report  to  me  that 
the  cases  reoeired  of  so-called  riolations  since  January  Ist,  1900,  were 
10,4M ;  that  there  were  disposed  of  Tiolations  subsequent  to  their  haring 
been  certified  to  the  Corporation  Counsel  this  year,  8042.  That  in  reli^ 
tion  thereto  there  were  written  letters  3383.  Notices  issued,  16,429.  lliis 
of  course  is  exdusiTe  of  considerable  other  legal  work  at  the  attorney's 
oflBoe. 

The  Chairman.  —  The  difference  between  the  number  of  riolations  re- 
ceived and  those  disposed  of  represents  those  which  are  still  pending  T 

Mr,  Otterbourg.  —  No,  sir.  There  are  more  pending.  I  simply  give  the 
figures  of  those  received  this  year  and  disposed  of  this  year,  because  there 
is  an  accumulation  of  cases  for  years  past 

The  Chairman.  —  What  do  you  mean  by  **  violations  disposed  of  ^ ; 
what  kind  of  disposition  have  you  in  mind  ?  • 

Mr.  Otterbourg. — That  means  that  according  to  the  certification  by 
the  Department  of  Buildings  to  the  Corporation  Counsel's  office  the  law 
in  those  8042  cases  has  been  complied  with  subsequent  to  the  certification 
thereof  to  the  Corporation  Counsel's  office. 

The  Chairman.  —  Now,  roughly,  how  many  of  these  violations  have 
reached  a  trial  in  open  court  ? 

Mr.  Otterbo%trg.  —  From  the  papers  submitted  to  me  by  the  clerk  it 
appears  that  there  were  362  actions  for  penalties  instituted  during  this 
year. 

The  Chairman. — Actions  for  penalties  ? 

Mr.  Otterbourg.  —  Tes,  sir. 

Mr.  De  FortH.  — Of  oases  received  during  the  cnrrent  year  or  of  oases 
received  prior  to  that  ? 

Mr.  Otterbourg.  —  The  memorandum  does  not  specify  that 

The  Chairman.  — That  represents  the  total  number  of  prooeedings  in- 
stituted by  your  office  this  year,  approximately  T 

Mr.  Okerbourg.  — Well,  no,  sir.  The  operations  of  the  Department 
involve  proceedings  br  correspondence. 

The  Chairman.  — No;  I  mean  proceedings  in  court. 

Mr.  Otierbour^i.  —  Oh,  in  court  That  is  the  number  of  proceedings  in- 
stituted in  municipal  courts.  His  memorandum  says  that  there  were  cases 
in  courts  of  record  for  the  year  1900, 102. 

77i€  Chmrman.  — On  what  basis  are  the  cases  divided  between  courts 
of  record  and  municipal  courts  ;  what  classes  of  cases  go  into  one  court 
and  what  into  the  other  T 

Mr.  Otterbourg.  —  I  personally  attend  to  all  the  matters  in  courts  of 
record,  the  argument  thereof,  and  trial,  and  they  relate  to  mandamus  pro- 
ceedings, injunctions,  certiorari  to  the  Appellate  Division,  and  orders  to 
remove  violations  of  the  buildinff  laws. 

The  Chairman.  —  The  suits  tot  penalties  are  brought  in  the  municipal 
courts? 

Mr.  Otterbourg.  — Tes,  sir.  Litigations  against  the  city  for  damages. 
One  very  large  case  involving  a  very  large  amount  of  cootraeU,  and 
aeainst  the  city  for  operations  in  connection  with  the  fire  at  the  Windsor 
Hotel.  All  these  classes  of  cases  are  included  in  these  102  cases.  The  962 
cases  are  limited  to  actions  for  the  collection  of  penalties. 

The  Chairman.  —  What  proportion  of  that  102  oases  in  eourti  of  record 
are  cases  where  the  dty  is  defendant^  roughly  speaking  T 
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Mr.  OUerbaurg.  —  I  ahoold  not  like  to  guess  at  it  There  have  been  yery 
many  oertioraris.  I  remember  I  think  perhaps  three  or  four  attempts  at 
mandamus,  to  mandamus  the  Commissioner  of  Buildings.  I  remembw  an 
action  for  damages  involving  about  970,000;  on  the  Windsor  fire  ease,  in- 
volving a  claim  for  $106,000. 

7%€  Chairman. — Would  you  say  that  one-half  of  these  102  oases  are 
cases  where  the  city  is  defendant  ? 

Mr.  OUerbourg.  —  No,  sir. 

The  Chairman. — Would  you  say  one-quarter  ?    We  want  a  rough  idea  ? 

Mr.  OUerbourg.  —  Well,  I  should  think  perhaps  a  quarter  would  cover 
the  number. 

The  Chairman. — Would  the  remaining  cases  cover  cases  in  courts  of 
record  to  enforce  the  building  laws  in  one  manner  and  another  ? 

Mr.  OUerbourg.  —  Yes,  sir. 

3%6  Chairman.  —  How  many  cases,  in  courts  of  record  in  which  you  are 
seeking  to  enforce  the  building  laws,  have  been  tried  during  the  present 
year? 

Mr.  OUerbourg.  —  Do  you  include  in  the  trial,  arguments  on  mandamus 
and  certiorari  and  injimctions  ? 

The  Chairman.  —  Yes ;  I  would  count  that  a  trial.  That  is,  how  many 
of  these  cases  have  reached  the  stage  of  an  actual  contest  in  court,  in 
which  a  controverted  question  was  submitted  to  the  court  ? 

Mr.  OUerbourg.  —  One  of  the  difficulties  in  answering  that  question  is 
this ;  that  in  these  unsafe  proceedings,  which  are  amongst  the  most  impor- 
tant cases  that  come  under  my  observation,  very  often,  in  most  cases  indeed, 
upon  the  defendants  and  their  attorneys,  generally  leading  represent- 
atives of  the  bar,  becoming  familiar  with  the  law  and  being  informed  right 
at  the  Supreme  Ck>urt  of  their  rights,  even  after  judgments,  they  do  not 
resist.  Yet  we  have  to  submit  findings  of  fact  and  law,  and  it  is  prac- 
tically a  trial.  Taking  those  all  in,  I  should  say  that  they  have  practically 
ell  been  tried. 

The  Chairman.  —  I  imagine  that  of  the  75  cases,  taking  a  rough  esti- 
mate, in  which  the  city  is  enforcing  the  building  law,  a  large  proportion  of 
those  cases  are  cases  against  unsafe  buildings,  are  they  not? 

Mr.  OUerbourg.  —  In  the  courts  of  record  ? 

The  Chairman.  —  Yes. 

Mr.  OUerbourg.  —  Yes,  sir. 

The  Chairman. — Now,  in  how  many  cases  during  the  past  year  have  you 
obtained  injunctions  against  the  completion  of  buildings  because  of  viola- 
tions of  the  laws  affecting  light  and  ventilation  ? 

Mr.  OUerbourg.  —  I  have  obtained  injunctions  in  two  cases  relating  to 
light  and  ventilation  in  a  tenement  house,  and  obtained  orders  to  remove, 
and  injunctions  in  several  other  cases  involving  in  a  sense  light  and  ven- 
tilation, but  not  being  directly  against  a  tenement  house. 

The  Chairman.  —  There  are  two  cases  in  which  you  have  interrupted  by 
injunction  the  erection  of  tenement  houses  during  this  year  ? 

Mr.  OUerbourg.  —  Interfered;  disturbed  the  conditions. 

The  Chairman,  —  And  the  record  for  the  year  before  would  be  substan- 
tially the  same  ? 

Mr.  OUerbourg.  — I  could  not  recall.  I  really  could  not  state  without 
having  the  record  looked  into. 

The  Chairman.  — In  point  of  fact^  there  are  not  many  cases  in  which 
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the  remedy  of  injunction  ia  retorted  to  in  connection  with  enforcing  the 
light  and  rentilation  laws  in  the  boilding  of  tenement  hooees  ? 

Mr.  OtUrbaurg. — There  are  not 

The  Chairman.  —  Hare  you  a  reason  for  that  ? 

Mr.  OUerbcurg.  —  As  far  as  the  Corporation  GounsePs  office  is  concerned, 
they  cannot  take  any  action  in  relation  to  an  application  for  an  injunction 
invoMng  the  light  and  yentilation  of  tenement  nouses  unless  so  requested 
by  special  direction  of  the  Commissioner  of  Buildings.      The  power  and 

1  Jurisdiction  is  with  the  Department  of  Buildinss.     In  erery  case  in  which 
have  been  requested  to  secure  an  injunction  I  haTc  secured  it 

The  Chairman. — The  testimony  yesterday  was  that  the  Building  De- 
partment would  turn  over  these  Tiolations  of  light  and  Tcntilation  laws  to 
the  Law  Department,  and  their  responsibility  ended;  and  they  said,  if  ttioee 
violations  did  not  ripen  into  injunctions  or  judgments  in  some  other  form, 
it  was  the  fault  of  that  Department  and  not  of  theirs.  That  is  not  your 
▼iew,  I  take  it  ? 

Mr,  OUerbourg.  —  The  shifting  of  official  responsibility  is  quite  a  sci- 
ence. A  distinction  should  be  dnwn,  and  perhaps  the  lay  gentleman  who 
testified  did  not  distinguish  between  a  penalty  and  an  action  for  a  penalty 
and  other  proceedings  in  relation  to  riolations  of  that  nature. 

The  Chairman.  —  That  is,  I  take  it,  the  policjr  of  your  Department  has 
been  necessarily  that  you  did  not  apply  for  injunctions  unless  you  haT» 
been  instructed  to? 

Mr.  OUerbourg.  —  I  have  no  right  to. 

The  Chairman.  —  And  unless  evidence  to  support  the  application  was 
specifically  furnished  by  that  Department? 

Mr.  Otterbourg.  —  I  would  not  have  the  evidence  otherwise. 

The  Chairman.  —  What  amount  have  you  collected  bv  way  of  penalties 
for  a  failure  to  comply  with  building  laws  during  the  past  year,  Mr. 
Otterbourg? 

Mr.  OUerbourg. — I  have  not  charge  of  the  actions  for  collection  of 
penalties,  so  that  I  personally  have  not  collected  any. 

The  Chairman, —  When  I  say  **  you  "  I  mean  you  and  your  associates. 

Mr.  OUerbourg.  —  According  to  the  statement  of  the  chief  clerk,  judg- 
ments for  penalties  in  1900  were  obtained  in  four  cases.  The  judsments 
were  vacated  on  motion  of  the  defendants  on  various  grounds.  In  this 
connection  I  will  state  that  there  has  been  a  decision  some  years  ago  to 
the  effect  that  it  was  neither  for  the  interest  of  the  city  nor  tne  desire  of 
the  Department  to  insist  upon  penalties,  even  if  they  are  technically  en- 
titled to  them,  when  the  purpoee  for  which  they  are  imposed  has  been  fully 
effected,  and  that  has  been  practically  the  policy  of  the  Department  in 
relation  to  that  matter. 

Tlie  Chairman.  —  By  whom  was  that  decision  T 

Mr.OUerbourg.  —  This  was  by  Mr.  Justice  Parker. 

The  Chairman.  —  Sitting  where  ? 

Mr.OUerbourg.  —  Sitting  in  one  of  the  district  courts,  but  for  the  pur- 
pose of  this  issue  the  Court  of  Appeals,  in  view  of  the  fact  that  all  actions 
for  penalties  under  the  Charter  must  be  brought  in  the  municipal  eourt 

The  Chairman,  —  Is  this  Justice  Parker  of  the  Supreme  Court  ? 

Mr.  0Uer6oiifw.  — No,  sir;  IMstrict  Court  Judge.  That  has  been  the 
general  policy  of  the  Department  of  Buildings  before  the  Charter  and 
since  the  Charter.    Throughout  all  its  various  administrations  it  has  been 
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not  to  collect  penalties,  and  the  law  practically  provides  that  way.  It 
authorizes  an  action  for  the  recovery  of  a  penalty  and  then  says  that,  if  an 
effort  is  made  within  ten  days  toward  the  removal  of  the  violation,  if  it 
is  commenced  within  ten  days,  the  action  should  cease.  It  may  commence 
within  ten  days  and  continue  ten  months ;  and  finally  permits  the  Com- 
missioner of  Buildinc^s  to  remit  the  penalty,  always  provided,  however, 
that  the  violation  of  law  has  been  removed.  So  that,  m  these  8042  oases 
which  were  disposed  of,  if  tliere  had  been  penalties  in  each  one  under  the 
policy  of  the  Department,  they  would  not  have  been  collected,  and  the 
system  is  that  when  the  violation,  according  to  the  Department,  has  been 
complied  with,  or  removed,  the  case  is  recalled  from  the  attorney's  office, 
and  the  recall  is  really  a  stoppage  to  all  legal  proceedings  in  relation  to 
the  case. 

The  Chairman.  —  The  experience  of  yourself  and  associates  with 
respect  to  the  number  of  injunctions  obtained  and  judgments  for  penalties 
entered  this  year  substantially  indicates  your  experience  for  the  year  be- 
fore, does  it  not  ? 

Mr.  OUerbourg. — Oh,  it  may  be  fair  to  say  that  this  is  about  the 
average. 

The  Chairman.  —  In  the  cases  where  you  have  attempted  to  enjoin  the 
continuation  of  the  erection  of  tenement  houses  because  of  violations  of 
the  Building  Law,  have  you  had  any  trouble  in  getting  injunctions  ? 

Mr.  Otterbourg. — Not  at  all,  sir.  I  have  succeeded  in  enforcing  every 
law  I  have  ever  undertaken  to  enforce. 

The  Chairman.  — If  you  are  notified  on  one  day  that  a  given  tenement 
house  has  been  started  without  a  permit  from  the  Building  Department, 
how  long  would  it  take  you  to  obtain  an  injunction  against  that  building? 

Mr.  Otterboura. — That  would  depend  upon  the  conditions  of  the  par- 
ticular case ;  each  case  has  its  history. 

The  Chairman.  —  I  say  without  a  permit,  where  the  builder  has  re- 
ceived no  permit  for  the  construction  of  the  building.  Is  that  itself  a 
ground  for  obtaining  an  injunction  ? 

Mr.  Otterbourg.  —  I  could  obtain  an  injunction  for  that 

The  Chairman.  —  You  could  apply  ex  parte  for  an  injunction  ? 

Mr.  Otterbourg. — Yes,  sir. 

The  Chairman.  —  And  then  the  burden  would  be  on  the  defendant  to 
show  that  a  permit  has  been  arbitrarily  withheld  ? 

Mr.  Otterbourg.  —  Yes,  sir ;  but  the  law  requires  notice  of  violation  to  be 
served ;  and  in  manv  instances  the  service  is  not  just  correct,  and  in  other 
instances  there  has  been  a  convevance  —  further  conveyance  of  the  title  to 
the  property,  and  we  have  to  make  a  search  to  get  the  right  party  and  that 
sometimes  causes  delay.  If  everything  is  in  proper  condition,  I  can  get  it 
within  twenty-four  hours. 

The  Chairman.  —  We  have  found  numerous  cases  where  buildings  wore 
carried  well  on  toward  completion,  and  in  many  cases  completed  during 
this  year,  without  a  permit  ever  having  been  obtained  for  their  erection, 
and  when  they  were  subject  to  numerous  violations.  If  that  state  of 
affairs  had  been  brought  to  your  attention,  you  could  have  readily  obtained 
an  injunction  against  the  completion  of  that  building? 

Mr.  Otterbourg. — If  I  had  been  requested  to  obtain  an  injunction. 

The  Chairman.  —  If  you  had  been  requested  by  the  Department  of 
Buildings  and  had  been  rumished  with  evidence  that  no  permit  had  been 
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obtained,  and  that  Tiolationt  were  pending,  and  that  Mr.  8o-and-So  was 
the  owner,  then  you  oould  readily  obtain  an  injunction  eav  parte,  oould  yon 
not? 

Mr.  OUerbcurg.  —  That  ia  not  the  situation  exactly  in  the  Tery  class  of 
cases  you  speak  of.  The  Tiolation  may  have  been  certified  to  the  Corpora- 
tion Counsel,  showing  that  operations  were  commenced  before  the  approTal 
of  the  plans,  and  in  that  case  may  have  been  assigned  to  one  of  the  assist- 
ants for  the  purpose  of  coUectins  a  penaltyr.  The  law  says  that  an 
application  for  an  injunction  must  be  nuule  u|>on  the  affidavit  of  Uie  Com- 
luissioiier  of  Building  and  can  be  applied  for  in  his  discretion.  Nfm 
comUU  that  a  violation  may  have  been  certified  to  the  Corporation 
Counsel's  office,  unless  a  request  was  made  for  an  injunction,  I  would  not 
obtain  one. 

The  Chairman.  —  If  a  request  were  made,  it  would  be  a  comparatively 
simple  matter  to  get  it? 

Mr.  OUerbaurg.  —  It  would  if  the  conditions  I  have  specified  were  not 
existent  in  that  particular  case. 

Ilie  Chairman We  all  agree,  including  the  representatives  of  the 

Building  Department,  that  the  present  condition  of  affairs,  under  which 
buildings  are  frequentiy,  and  I  mi^ht  say  habitually,  begun,  and  even 
carried  well  towards  completion,  without  a  permit  from  the  Building 
Department,  and  when  they  are  subject  to  violations,  is  an  exceedingly 
bad  one.  Now  what  suggestions  have  you  to  make,  based  on  your  long 
experience,  with  reference  to  the  best  means  of  remeidying  that  conditioa 
of  affairs  ? 

Mr.  Otterbourg.  — I  would  be  pleased  to  have  the  Commission  read,  at 
its  leisure,  an  article  which  I  prepared  in  relation  to  that  Question,  pub- 
lished in  Uie  Record  and  Ghude  cm  May  12, 1900,  which  fully  exnresses 
my  views ;  and  since  having  received  uie  subpoena  this  morning  i  hav« 
dictated  to  the  stenographer  a  few  memoranda  in  relation  to  the  reoom- 
mendations,  which  I  will  be  pleased  to  submit  if  reauested. 

77k«  Chairman.  —  We  do  request  you  to  submit  toem,  and  will  be  very 
glad  to  have  them. 

Mr.  OUerbaurg.  —  I  would  suggest  that  architects,  engineers,  or  builders 
should  be  examined  as  to  their  competency  by  proper  authority,  licensed 
and  registered,  and  the  license  be  subject  to  revocaticm  so  that  we  would 
know  whom  to  hold  responsible  for  violations  being  committed,  without 
searchinff  for  owners  wno  may  be  travelling  all  through  the  world,  for 

rts  whose  relations  to  the  owner  we  could  not  prove  without  consider- 
loss  of  t^me. 

Now,  if  we  had  a  responsible  architect,  engineer,  or  builder  with  a  li- 
cense, so  that  a  man  would  have  somethinff  to  lose  if  he  violated  the  lawp 
why,  that  would  be  practically  a  building  department  right  at  that  build- 
ing, and  it  would  reduce,  in  my  opinioii,  the  so-called  violations  to  a  very 
large  degree. 

I  think  that  the  names  of  owners  and  notice  of  transfers  in  relation  to 
tenement  houses  should  be  filed  and  given  to  the  Department  of  Buildings 
the  same  as  the  Board  of  Health.  Some  years  ago  I  inaugurated  a  system 
of  search  cards  in  connection  with  the  operations  of  a  TiUe  Guarantee 
Company,  which  facilitates  our  obtaining  the  record  of  the  owners  of 
premises.  It  is  very  difficult  to  ascertain  the  names  of  owners  in  any  one 
block  in  the  city  of  New  York ;  and  very  often  a  record  owner  is  not  the 
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owner  in  fact|  because  there  are  so  many  so-called  dummies  used;  and 
the  real  title,  or  return  deed,  is  in  the  §aie  of  the  actual  owner,  and  yet 
the  dummy  has  the  title  of  record.  So  that  in  many  cases  I  have  had  in 
courts  of  record  I  have  had  to  bring  actions  and  make  parties  defendant 
the  real  owner,  and  the  supposed  owner  to  the  best  of  our  information 
and  belief. 

I  think  that  violations  should  not  be  certified  to  the  Corporation 
Counsel  unless  it  is  intended  to  collect  a  penalty ;  and  they  should  not  be 
certified  until  after  a  reasonable  time  has  been  given  to  offer  whatever 
amendments  the  law  may  direct  in  relation  to  the  plans.  The  plans 
should  be  complete  in  fact  and  in  law  before  the  operation  commenoes, 
because  the  violation  being  certified  and  subsequently  amended,  causes 
the  violation  to  be  so  much  in  motion  it  is  almost  impossible  under  the 
rules  of  the  Code  of  Civil  Procedure  to  secure  any  satisfactory  result. 

I  tiiink  that  the  law  should  nrovide  for  a  criminal  prosecution  in  cases 
of  material  violations  of  the  building  laws.  It  did  so  provide  before  1892, 
but  about  that  year  was  amended.  A  man  who  commences  the  construc- 
tion of  a  building  without  having  a  permit,  if  then  and  there  arrested  by 
the  officer  on  the  post,  it  would  enforce  the  law  much  quicker  than  could 
the  Supreme  Court  of  the  State  of  New  York;  and  there  certainly  can  be 
no  excuse  for  a  man  commencing  the  construction  of  a  building  without 
having  his  permit ;  and  the  man  who  deliberately  constructs  beyond  the 
area  that  he  has  the  right  to  construct  a  building,  should  then  and  there 
be  arrested,  and  that  would  stop  that  operation.  So  that  there  ought  to 
be  a  way  of  summary  prosecution,  and  we  should  not  be  relegated  to  the 
slow  procedure  of  a  civil  action,  which  involves  many  delays  and  is  not  at 
M  satisfactory  in  cases  of  this  kind. 

I  think  that  all  penalties  when  once  incurred  should  not  be  remitted, 
except  with  the  concurrence  of  the  Corporation  Counsel. 

I  think  that  the  clerks  and  stenographers  of  the  attorney's  office  con- 
nected with  the  Department  of  Buildings  should  be  transferred  to  the  law 
department  pay-roll.  Under  the  law  of  1892  the  then  superintendent  of 
Buildings  had  the  power  to  appoint  his  own  attorney,  and  then  the  law 
office  was  organized  under  that  law.  Just  prior  to  the  Charter  becoming 
operative,  and  under  its  provisions,  the  mayors  of  the  three  cities  met  and 
assigned  the  different  officials  to  the  new  departments  created  under  the 
Charter,  and  so  it  happened  that  the  clerks  and  stenographers  connected 
with  the  attorney's  office  in  the  Building  Department  remained  in  the 
Building  Department,  and  were  not  transferred  to  the  Corporation 
Counsel's  office ;  and  it  would  facilitate  the  law  business  veiy  much  to 
have  those  employees  directly  under  the  jurisdiction  of  the  dorporation 
CounseL 

I  think  —  and  this  is  very  important  to  my  mind  —  that  a  building 
should  not  be  occupied  until  certified  to  as  conforming  to  the  law,  and 
consent  to  turn  on  water  not  to  be  given  before  that.  That  would  be 
n^ore  powerful  than  a  Court  of  Appeals  and  all  the  other  courts  put  to- 
gether in  removing  the  violation,  because  if  a  man  could  not  occupy  tiie 
premises  until  he  had  a  certificate  to  that  effect,  tiie  authorities  or  the 
officers  in  authority  would  have  to  go  on  record  certifying  that  the  law 
has  been  complied  with ;  and  if  it  is  not,  the  man  should  be  prohibited 
from  prosecuting  his  interests  as  he  sees  fit 

I  think  tha  tenement  house  law  should  be  codified,  and  bidlding  lawa 
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amended  to  as  not  to  require  applioation  for  remoral  of  Tiolations  to  be 
made  npon  the  affidarit  of  the  Commiasioner  of  Buildings.  From  the 
nature  of  things,  it  is  impossible  for  the  Commissioner  of  Buildings  to  be 
personally  cognizant  of  all  the  conditions  of  the  Tarions  buildings,  and 
OTery  lawyer  will  know  that  his  affldaTit  required  under  the  statute  would 
have  to  be  on  information  and  belief  and  required  to  be  oorroborated  bj 
half  a  dozen  other  afiSdaTits,  which  causes  considerable  delay  in  making 
the  necessary  applications  for  the  removal  of  violationa 

I  think  Uiat  a  violation  filed  by  an  inspector,  if  intended  to  be  pros- 
ecuted, should  be  verified  and  constitute  the  issue  to  be  presented  to  the 
Court,  assimilating  the  procedure  somewhat  to  the  procedure  in  relation 
to  unsafe  building  cases  which,  as  I  have  already  stated,  are  of  the  most 
important  certified  to  the  Corporation's  Counsel's  oiRce  from  the  Depart- 
ment of  Buildings,  and  in  such  cases  I  am  quite  certain  in  96  per  cent  we 
secure  a  precept  and  order  from  the  Supreme  Court  within  twenty-four 
hours.  If  a  violation  is  carefully  specified  by  an  inspector  who  understands 
his  duty,  that  ought  to  be  the  complaint,  and  we  ought  to  be  able  to  take 
it  right  to  court. 

The  Chairman.  —  Let  me  ask  if  during  the  past  year  you  had  received 
an  average  of  ten  requests  a  month  for  injunctions  a^nstthe  construction 
of  tenement  houses  for  which  no  permits  have  been  issued,  would  your  as- 
sociates and  yourself  have  had  any  di£Bk)ulty  in  finding  time  to  obtain  those 
injunctions  ? 

Mr.  OUerbaurg. — No,  sir. 

The  Chairman.  —  Say  there  had  been  twenty  a  month,  could  you  ? 

Mr,  Otterbourg.  —  It  would  depend  somewhat  on  the  conditions  of  the 
particular  case  and  nature  of  the  violations. 

The  Chairman.  —  Taking  the  average  case? 

Mr.  Otterbourg.  —  An  average  case  requires  the  examination  of  the 
plans  and  specifications  that  it  would  take  rather  a  clear-headed  gentle- 
man of  considerable  experience  a  day  or  two  to  comprehend. 

The  Chairman.  —  You  could  have  cared  for  ten  a  month? 

Mr.  Otterbourg.  —  Oh,  I  could  get  twenty  a  month  if  the  papers  were  in 
condition  and  the  conditions  were  not  extraordinary.  Of  course,  I  have  a 
great  deal  of  other  business  to  attend  to  there,  but  I  would  get  tnem. 

The  Chairman.  —  You  mean  vou  personally  could? 

Mr.  Otierbourf.  —  The  wav  the  office  is  orsanized,  I  have  one  gentle- 
man whose  time  is  particularly  devoted  toward  assisting  in  the  prepara- 
tion of  this  class  of  cases,  and  with  his  assistance  I  could  get  them. 

I  think  that  a  lie  pendene  should  be  filed  in  the  discretion  of  the  Cor^ 
poration  Counsel.  It  is  now  in  the  discretion  of  the  Building  Departaent. 
It  is  quite  an  absurd  provision,  to  my  mind,  because  with  the  litigation  in 
the  hands  of  the  Corporation  Counsel  the  power  to  file  lie  pendeme  should 
be,  as  in  every  other  case  involving  lenl  procedure. 

Mr.  De  Fbreet.  — Why  should  not  it  be  filed  as  a  matter  of  course  and 
not  in  the  discretion  of  anybody  ? 

Mr.  Otterbourg.  —Perhaps  it  could  be  filed  as  a  matter  of  coarse  ex- 
cepting if  the  violation  is  technical,  the  consequences  are  very  serious.  It 
fives  a  Uack  e^e  to  the  premises  for  the  time  being,  interferes  with  the 
financial  operations  in  relation  to  building  loans,  interferes  with  the  pas- 
sage of  titles.  If  the  violation  is  serious,  bv  all  means,  but  if  technical  it 
should  not  be;  and  in  that  connection  I  would  suggest  that  the  law  should 


482  APPENDIX  Vra 

do  away  with  the  necessity  of  the  city  of  New  York  paying  its  own  County 
Clerk  for  filing  these  lis  pendens^  because  otherwise  the  attorney  hav- 
ing charge  of  the  matter  could  speiid  $5000  or  $10,000  a  year  in 
filing  these  lis  pendens  and  then  await  the  operations  of  the  Finance  De- 
partmenty  before  he  could  have  a  return  of  his  money,  and  it  would  depend 
upon  his  financial  condition  whether  he  could  afford  to  do  that 

I  think — and  this  is  yery  important — a  law  should  be  enacted  to  make 
the  expenditures  incurred  by  the  city  of  New  York  in  connection  with  the 
remoyal  of  yiolations  and  protection  of  unsafe  buildings  a  lien  thereon, 
similiartoa  tax  lien,  with  the  provision  that  after  such  lien  the  mortgagees 
shall  have  a  right  to  institute  foreclosure  proceedings.  As  the  law  stands 
now  the  responsibility  on  the  part  of  the  city  for  the  removal  of  any  viola-' 
tions  while  under  the  law  as  provided  it  shall  be  a  lien  on  the  property,  is  a 
lien  subsequent  to  so  many  mortgages,  more  particularly  when  it  is  one  of 
these  Building  Loan  Associations,  that  you  cannot  recover  the  money, 
and  the  city  of  New  York  loses  thousands  of  dollars,  and  the  head  of  the 
Department  often  hesitates  in  any  prosecution  involving  the  expenditure 
of  money,  because  he  cannot  get  it  back. 

These  recommendations  were  hurriedly  prepared,  but  I  will  leave  them 
with  you  if  you  desire. 

The  Chairman,  —  Would  you  leave  them  with  us  ? 

Mr.  OUerbourg.  —  I  think,  in  the  main,  in  addition  to  that  report  or 
article  that  I  prepared  for  the  Record  and  Ouide,  they  are  fairly  explicit. 

The  Chairman,  —  We  are  obliged  to  you  for  your  suggestions,  some  of 
which  are  very  valuable,  and  if  any  more  occur  to  you  will  you  reduce 
them  to  writing  and  send  them  to  our  secretary  ? 

Mr.  OUerbourg,  —  I  will. 

Mr.  De  Forest.  —  In  how  many  cases  has  the  Department  requested  you 
to  apply  for  an  injunction  to  prevent  the  erection  of  buildings  in  the  past 
year  ?  When  I  say  you,  I  mean  you  or  your  associates  who  are  acting  for 
the  Building  Department 

Mr.  Otterbourg.  —  Well,  there  have  been  injunctions  against  the  use  of 
premises,  or  rather  applications  for  the  removal  of  constructions  other  than 
tenement  houses.  If  you  limit  the  question  to  tenement  houses,  I  now  only 
recall  two  cases. 

Mr.  De  Forest.  —  I  limit  the  question  to  tenement  houses. 

Mr.  Otterbourg.  —  There  are  several  cases,  too,  that  I  recall  now  that  are 
prepared  for  an  injunction  and  are  under  consideration  bv  the  Department 

Mr.  De  Forest.  —  But  only  in  two  cases  have  you  be^i  requested  as 
yet  to  bring  injunction  proceedings  for  tenement  houses  during  the  past 
year? 

Mr.  Otterbourg.  —  Yes,  sir. 

Mr.  De  Forest.  —  Am  I  correct  in  understanding  that  only  in  four  oases 
during  the  past  year  have  judgments  been  rendered  imposing  penalties  ? 

Mr.  Otterbourg.  — That  is  the  record  of  the  clerk. 

The  Chairman.  —  Those  were  in  default,  I  infer,  from  the  fact  that 
they  were  subsequently  vacated  ? 

Mr.  Otterbourg.  —  I  really  do  not  know. 

J%e  Chairman.  — That  must  be  so  if  finally  vacated  on  motion  ? 

Mr.  Otterbourg.  —  No,  not  necessarily,  because  the  papers  may  not 
have  been  properly  served.  I  do  not  know  whether  they  were  by  default 
or  not    You  would  have  to  inquire  from  the  particubu:  attorney  in  eaoh 
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CAM.    His  name  can  be  had  at  the  Corporation  CounaePe  office.    I  haTe 
not  had  charge  of  any  of  these  oases  for  the  recoTerj  of  penalties. 

The  Chairman.  —  Have  joa  rendered  any  opinion  to  the  Building  De- 

Cirtment  as  to  whether  under  the  Charter  a  comer  tenement  house  may 
wfully  cover  the  entire  lot  for  the  first  story  ? 

Mr,  OUerhaurg.  —  Well,  in  that  connection  I  desire  to  have  the  ruling  of 
the  Commissioner  in  this  riew,  with  which  you  are  undoubtedly  familiar 
under  Section  835  of  the  Code  of  Civil  Procedure.  An  attorney  and  coun- 
sellor at  law  should  not  be  allowed  to  disclose  communications  made  by 
his  clients  to  him,  or  advice  given  thereon  in  the  course  of  his  professional 
employment,  and  it  has  been  held  that  advice  — 

The  Chairman,  —  I  will  interrupt  you  to  say  we  won't  compel  you  to 
answer  that  question  unless  you  feel  free  to. 

Mr,  Otterbourg,  —  While  I  did  not  attend  the  hearing  yesterday  I  do 
not  know  what  has  been  testified  to,  and  I  do  not  know  but  the  privilege 
has  been  waived.  I  have  nothing  to  conceal  in  the  matter,  but  I  was  not 
here  and  do  not  know  what  the  lesal  position  is. 

T%«  Chairman.  —  Then  you  had  rather  not  answer  that  question  ? 

Mr,  Otterbourg,  —  I  do  not  say  that 

The  Chairman.  —  My  recollection  is  that  Mr.  Brady  stated  in  substanoe 
that  his  understanding  of  the  law  —  and  he  thouffht  he  had  had  advioe  of 
the  Corporation  Counsel  —  was  that  under  the  Charter  a  comer  tenement 
might  cover  the  entire  lot  for  the  first  story  ? 

Mr,  Otterbourg,  —  Well,  I  will  answer  the  queeticm  in  this  wa^  for  the 
present,  that  the  communication  received  from  ^our  honored  Chairman  bj 
me  this  day  asked  me  to  bring  a  copy  of  an  opinion  to  that  effect,  and  I 
would  state  that  I  have  no  sudi  copy  under  my  control  or  in  my  possessioiL 

The  Chairman.  —  There  was  a  controversy  yesterday,  or  discussion 
yesterday,  as  to  whether  under  the  present  condition  of  the  law  it  was 
lawful  to  permit  tenement  houses  having  living  rooms  provided  with  no 
windows  except  windows  opening  into  a  hall,  which  hall  was  connected 
with  the  stair  well,  with  a  louvre  and  skylight  at  the  top;  in  other  words, 
whether  the  hall  could  be  counted  as  the  outside  air.  Do  you  mind 
saying  whether  you  have  rendered  an  opinion  cm  that  subject  ? 

Mr.  Otterbourg,  —  Well,  I  was  spoken  to  in  relation  to  that  sul^eoi 
yesterday  for  the  first  time. 

The  C^airmatL  —  For  the  first  time  ? 

Mr,  Otterbourg, —  Yes;  and  I  did  call  the  attention  of  the  Commis- 
sioner to  a  case  now  pending  in  the  Court  of  Appeals  —  I  do  not  know 
whether  you  are  familiar  wiUi  that —  involving  the  very  Question.  Judje 
Gray  of  the  Court  of  Appeals  granted  leave  to  appeal  to  tnat  court  chiefly 
upon  the  question  whether  a  skylight  in  a  roof  u  a  window  opening  out* 
side  from  a  hallway  two  floors  below,  which  enables  the  sun's  rays  to  enter 
through  the  opening  between  the  banisters,  and  I  have  prepared  a  memo- 
randum of  the  case  naving  been  referred  to  in  that  communicatioo. 

The  Ouiirman.  —  What  is  the  decision  of  the  court  below  ? 

Mr,  Otterbourg.  — It  is  entitled,  "^  Is  a  skylight  a  hall  window,^  and 
says  about  a  year  ago  Charlotte  Lendle,  represented  by  Clarenoe  E.  Lezow, 
recovered  a  verdict  for  $2750  against  the  owners  of  the  tenement  house 
No.  541  West  48th  Street,' for  breaking  two  ribe  and  sustaining  other 
injuries  by  falling  down  stairs.  She  claimed  that  she  tripped  upon  a  torn 
robber  pad ;  that  the  hall  was  entirely  dark  and  that  it  was  after  sunset 

VOL.  II  —  %9 
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Her  husband  also  shortly  afterward  got  a  verdict  for  9600  for  loss  of  her 
services.  The  Appellate  Division  unanimously  affirmed  both  judgments, 
and  refused  leave  to  William  Blakie,  counsel  for  the  defendant^  to  appeal 
from  either.  Associate  Judge  Gray  of  the  Court  of  Appeals  has  just 
granted  leave  to  appeal  to  that  court  in  both  cases,  chiefly  upon  the  ques- 
tion whether  the  skvlight  in  the  roof  is  a  window  opening  outside  from  a 
hallway  two  floors  below,  which  enables  the  sun's  rays  to  enter  through 
the  opening  between  the  banisters.  This  case  is  of  interest  to  the  many 
owners  of  tenements  and  apartments  in  this  city  because  Chapter  667  of 
the  laws  of  1895  requires  them  to  bum  lights  from  8  a.m.  to  10  p.m.  everv 
day,  in  all  such  halls  as  have  no  windows  opening  to  the  outside,  or  which 
are  not  otherwise  sufficiently  lighted,  and  because  the  present  question  has 
never  been  passed  upon  by  the  Court  of  Appeals. 

The  Chairman.  —  Do  you  object  to  saying  whether  in  your  opinion  it  is 
lawful,  under  the  Charter,  to  cover  an  entire  comer  lot  with  the  first  story 
of  a  tenement  house  ? 

Mr.  OUerbaurg. — I  think  counsel  to  the  Commission  can  answer  that 
question  as  well  as  I  can. 

The  Chairman.  —  We  ask  you  that  because  there  has  apparently  been 
a  real  controversy  on  that  point,  and  these  questions  are  new  to  us  and 
they  are  very  familiar  ones  to  you. 

Mr.  OUerbourg, — The  matter  has  been  somewhat  involved  because 
there  have  been  a  few  words  omitted  in  the  Charter  provision  in  relation  to 
that  particular  question  as  compared  to  the  law  in  force  prior  to  the  Char- 
ter, and  it  ma^  be  that  the  Department  has  been  misled  in  that  way.  In 
fact  the  laws  m  relation  to  the  Building  Department  are  in  many*  ways  so 
confusing  that  the  head  of  the  Department  ought  to  be  a  lawyer  insteeid  of 
a  builder  to  properly  administer  tae  affairs. 

The  Cfiairman. — We  would  be  glad  if,  after  conferring  with  Mr.  Brady, 
you  would  send  us,  if  he  is  willing,  any  opinions  that  have  been  rendered 
on  either  of  these  questions;  and  if  no  opinions  have  been  rendered,  to 
state  the  fact  to  us. 

Mr.  OUerbourg.  —  I  would  state  here  that  whatever  opinions  have  been 
rendered  in  writing  of  course  are  in  the  possession  of  the  Commissoner,  and 
he  is  at  liberty  to  use  them  in  any  wav  that  he  deems  proper,  and  I  should 
be  very  happy  to  have  him  do  so ;  and  I  should  be  glad  to  assist  this  Com- 
mission in  any  way,  but  I  feel  convinced  that  the  Commission  will  appre- 
ciate my  position  under  the  law. 

The  C^uUrman.  —  We  think  your  position  is  a  correct  one. 

Mr.  OUerbourg.  —  I  am  compelled  to  hold  my  tongue  unless  you  get 
your  information  from  the  Commissioner,  or  through  me  with  his  consent; 
so  I  would  suggest  that  you  make  that  request  to  the  Commissioner. 

The  Chairman.  — We  withdraw  that  request  and  will  make  it  to  the 
Commissioner  directly.  We  are  very  much  obliged  to  you  and  hope  you 
will  not  hesitate  to  send  us  any  other  suggestions  which  you  may  have. 


Memobakdum  submittbd  bt  Mb.  Ottebboubo 

Architect,  engineer  or  builder  should  be  examined  as  to  their  compe- 
tency by  proper  authority  and  licensed  and  registered,  and  license  subject 
to  revocation. 


Arp£Noix  vm  486 

Name  of  owners  and  notice  of  trmnsfert  in  relation  to  tenement  houaea 
to  be  filed  and  given  to  the  Department  of  Buildings  same  as  the  Board 
of  Health. 

Cffiminal  PromaUion 

Violations  not  to  be  certified  to  the  Corporation  Counsel  unless  it  is 
intended  to  collect  penalty,  etc.  (and  plans  not  to  be  subject  to  amend- 
ment thereafter). 

Penalty  not  to  be  remitted  excepting  with  the  concurrence  of  the  Cor- 
poration Counsel. 

Clerks  and  stenographers  in  attorney's  oflKce  to  be  transferred  to  the 
Law  Deoartment  pay-roll. 

Buildings  not  to  be  occupied  until  certified  to  as  conforming  to  the 
law,  and  consent  to  turn  on  water  not  to  be  ffiTcn  before  that 

Tenement  house  laws  codified  and  building  laws  amended  so  as  not 
to  require  application  for  removal  of  yiolations  to  be  made  upon  the  affi- 
davit of  the  Commissioner  of  Buildings. 

The  violation  filed  by  the  inspector,  if  intended  to  proeecute,  should  be 
verified,  and  constitute  the  issue  to  be  presented  to  the  Court 

Li9  pendens  to  be  filed  in  the  discretion  of  the  Corporation  Counsel, 
and  a  law  enacted  doing  away  with  the  necessity  of  paying  County  Clerk 
for  recording  same. 

Law  enacted  to  make  expenditures  incurred  by  the  city  of  New  York, 
in  connection  with  the  removal  of  violations  and  protection  of  unsafe 
buildings,  a  lien  thereon  similar  to  the  tax  lien,  with  a  provision  that  after 
touch  lien  the  mortgagees  shall  have  the  right  to  institute  foreclosure  pro- 
ceedings. 
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TENEMENT  HOUSE  RENTALS 
BT  LAWBENCE  VEILLEB 


TENEMENT  HOUSE  RENTALS 


Rents  in  tenement  houses  Tarj  so  much  in  different  parts  of  the 
city,  and  in  fact  in  different  parts  of  the  same  house,  that  no  general 
statement  can  be  made  in  renrd  to  this  subject 

Investigation  shows  not  only  that 
rents  vary  in  different  wards,  but 
also  that  in  the  same  house  the  rents 

the  front  apartments  are  nearly      CANAL 


L 
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always  higher  than  rents  in  the  rear 
apartments,  and  that  in  some  cases 
the  rents  on  one  side  of  the  house  are 
greater  than  the  rents  on  the  other 
side  of  the  house,  depending  on  the 
situation  of  the  adjoining  property; 
also,  that  the  higher  up  one  gCMM  the 
less  the  rents  become. 

The  following  statement  of  the 
rents  in  one  tenement  house  block 
located  on  the  lower  East  Side  at 
Chrystie,  Forsyth,  Canal,  and  Bayard 
Streets  indicates  what  the  prevailing 
rents  were  on  January  1,  1900,  in 
this  portion  of  the  city,  in  the  various 
kinds  of  tenement  nouses  in  this 
block,  and  in  the  different  parts  of 
each  house.  A  ground  plan  of  the 
block,  showins  the  types  of  houses, 
is  shown  in  the  accompanying  illus- 
tration. Further  information  in  re- 
gard to  this  particular  block  will  be 
found  on  page  112  of  VoL  L 
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I  Forejth  Street  and  J  Bayard 

(Comer  halldiiif ) 

Uqaor  ssloon $140.00  per  i 

FuwT  Floob: 

Hires  rooms  faehig  Focsjih IftJOO  p( 

Five  roooM  fscingFMtjth  and  Bsjaid  •  tt.00psri 

SacovD  Ftooa : 

Two  roooM  fscing  Forsjlh OuDO  per  i 

Two  rooois  fscing  Foraylh  and  Bsjard  lOuOO  pi 

Four  rooas  fscing  Bejaid liJOOpsri 
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Tbixd  Floor  : 

Two  rooma  facing  Forsyth $8.00  per  month 

Two  rooms  facing  Bayard 8.00  per  month 

Two  rooms  facing  Bayard  and  Forsyth  0.00  per  month 

Two  rooms  facing  back  yard 7.00  per  month 

Fourth  Floor: 

Two  rooms  facing  Bayard 7.00  per  month 

Two  rooms  facing  Forsyth 7.00  per  month 

Two  rooms  facing  Bayard  and  Forsyth  .               .  8.00  per  month 

Two  rooms  facing  back  yard 6.00  per  month 

FivTH  Floor: 

Two  rooms  facing  Bayard 7.00  per  month 

Two  rooms  facing  Forsyth 7.00  per  month 

Two  rooms  facing  Bayard  and  Forsyth  7.00  per  month 

Two  rooms  facing  back  yard 6.00  per  month 

3  Tonyth  Street 

Delicatessen  store— two  rooms  and  cellar     .  $4S.OO  per  month 

Crockery  store  and  cellar 42.00  per  month 

First  Floor  : 

Two  rooms,  front,  right 0.60  per  month 

Two  rooms,  front,  left OJM)  per  month 

Two  rooms,  back,  left 0.00  per  month 

Two  rooms,  back,  right  .       •      •  •       .       •  0.00  per  month 

Sbooitd  Floor  : 

Two  rooms,  front,  right 0.00  per  month 

Two  rooms,  front,  left 0.00  per  month 

Two  rooms,  back,  left 8.00  per  month 

Two  rooms,  back,  tigbi 8.00  per  month 

TURD  Floor: 

Two  rooms,  front,  ridit 8.60  per  month 

Two  rooms,  front,  left 8.60  per  month 

Two  rooms,  back,  left 8.00  per  month 

Two  rooms,  back,  vigtit 8.00  per  month 

Fourth  Floor  : 

Two  rooms,  front,  right 8.00  per  month 

Two  rooms,  front,  left 8.00  per  month 

Two  rooms,  back,  left 7.60  per  month 

Two  rooms,  back,  right 7.60  per  month 

5  Tcmyth  Stntt 

Two  stores  and  cellars,  approximately  •       •       •  $70.00  per  month 

First  Floor: 

Three  rooms,  front,  right 18.00  per  month 

Three  rooms,  front,  left 13.00  per  month 

Three  rooms,  back,  left 12.00  per  month 

Three  rooms,  back,  right 18.00  per  month 

Broovd  Floor  : 

Three  rooms,  front,  riffht 12.00  per  month 

Three  rooms,  front,  left 12.00  per  month 

Three  rooms,  back,  left 11.00  per  month 

Three  rooms,  back,  right 12.00  per  month 
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TniKD  Flook: 

ThfM  rooms,  front,  risht $11.00  per  month 

ThrM  rooms,  front,  l«lt 11.00  per  month 

Three  rooms,  beck,  left 10.00  per  month 

Three  rooms,  heck,  right lljQO  per  month 

FooBTH  Flook  : 

Thre^  rooms,  front,  richt 10.00  per  month 

Three  rooms,  front,  left 10.00  per  month 

Three  rooms,  beck,  left 0.60  per  month 

Three  rooms,  heck,  right 10.00  per  month 


7  FOftjTth  Street 

Barbershop #26.00  per  month 

Cellar 10.00  per  month 

Grocery — two  rooms  and  celUr     •       .       .       .  86.00  per  month 

FiRMT  Floob: 

Foar  rooms,  front,  rl^t 14.00  per  month 

Foar  rooms,  front,  left 18.00  per  month 

Three  rooms,  beck,  left 11.60  per  month 

Four  rooms,  beck,  right 18.00  per  month 

SscowD  Floor  ! 

Four  rooms,  front,  richt 18.00  per  month 

Four  rooms,  front,  idrt 1S.00  per  month 

Three  rooms,  back,  left 11.00  per  month 

Four  rooms,  back,  right 18.00  per  i 


Thikd  Flook: 

Foar  rooms,  front,  ri^t 1S.60  per  month 

Foar  rooms,  front,  left ItM  per  month 

Three  rooms,  back,  left 10.00  per  month 

Foar  rooms,  back,  right lt.00  per  month 

FouBTH  Floob  : 

Four  rooms,  front,  richt ItiX)  per  month 

Foar  rooms,  front,  left    .......  11.00  per  month 

Three  rooms,  back,  left 9M  per  month 

Four  rooms,  back,  right 11.00  per  month 


9  Fortjth  StTMt 

Rl^u  hairdresser— three  roooM   ....  t86i)0  per  Bosth 

Left,  laundry 86.00  per  month 

Left,  stand 6iK>  per  month 

Right,  oeUar 11.00 permoath 

FiatT  Floob  : 

Four  rooms,  front,  riirht 14j00  per  month 

Foar  rooms,  front,  left 14.00  per  month 

Three  rooms,  back,  left lt.00  per  i 

Four  rooms,  back,  right HM  pi 

Sbooitd  Floob  : 

Foar  rooms,  front,  f\A% 14.00  per  month 

Foar  rooms,  front,  \m 14.00  per  month 

Three  rooms,  back,  left IIjOO  per  month 

Four  rooms,  back,  right ^JOO  pi 
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T^iBD  Fixmr: 

Four  rooma,  front,  right .        •       •       •               •  $18.00  per  month 

Foot  rooms,  front,  left 13.00  per  month 

Three  rooms,  back,  left 10.60  per  month 

Four  rooms,  back,  rig^t 18.60  per  month 

FouBTH  Floor  : 

Four  rooms,  front,  right 12.00  per  month 

Four  rooms,  front,  left 12.00  per  month 

Three  rooms,  back,  left 9.00  per  month 

Four  rooms,  back,  right 11.60  per  month 


II  Fonyth  Street 

Right,  batcher  store — two  rooms.       •       .       .  $46.00  per  month 

BiSht,  cellar 8.00  per  month 

Left,  grocery  and  three  rooms        ....  46.00  per  month 

Left,  coal  cellar 0.00  per  month 

FnsT  Floor  : 

Foor  rooms,  front,  risht .        .       .       .  18.00  per  month 

Foot  rooms,  front,  left 14.00  per  month 

Four  rooms,  back,  left 18.00  per  month 

Three  rooms,  back,  right 11.00  per  month 

Sbcond  Floor  : 

Four  rooms,  front,  right 18.60  per  month 

Four  rooms,  front,  left 14.00  per  month 

Four  rooms,  back,  left 18.00  per  month 

Three  rooms,  back,  right 11.00  per  month 

Third  Floor: 

Four  rooms,  front,  right 12.00  per  month 

Four  rooms,  front,  left           13.00  per  month 

Four  rooms,  back,  left 12.00  per  month 

Three  rooms,  back,  right 10.60  per  month 

Fourth  Floor: 

Four  rooms,  front,  right 11.00  per  month 

Four  rooms,  front,  left    ..;...  12.00  per  month 

Four  rooms,  back,  left 11.60  per  month 

Three  rooms,  back,  right 0.60  per  month 


13  Forayth  Street 

Right,  doak  shop  and  two  rooms  ....  $28.00  per  month 

Right,  cellar— glass  store 19.00  per  month 

Left,  butcher  shop  and  two  rooms  ....  30.00  per  month 

Left,  cellar — vegetables 16.00  per  month 

First  Floor: 

Two  rooms,  front,  right 7.60  per  month 

Two  rooms,  front,  left 7.60  i>er  nionUi 

Two  rooms,  back,  left 7.60  per  month 

Two  rooms,  back,  right 7.60  per  month 

Bbcond  Floor  : 

Two  rooms,  front,  ri^t 7.60  per  month 

Two  rooms,  front,  left 7.60  per  month 

Two  rooms,  back,  left 7.00  per  month 

Two  rooms,  back,  right 7.00  per  month 
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Third  Floom: 

Two  roomt,  front,  rlcht 17.00  per  month 

Two  roomt,  front,  left 7.00  per  month 

Two  roome,  beck,  left 6.60  per  month 

Two  rooms,  beck,  right 0.60  per  month 

FouBTB  Floob : 

Two  rooms,  front,  richt 6.60  per  month 

Two  rooms,  front,  left    .....       .  6.60  per  month 

Two  rooms,  beck,  left 6.00  per  month 

Two  rooms,  beck,  right 6.00  per  month 

FtFTH  Floob: 

Two  rooms,  front,  richt ......  6.00  per  month 

Two  rooms,  front,  left 6X)0  per  month 

Two  rooms,  beck,  left 6.00  per  month 

Two  rooms,  beck,  right  ......  6.00  per  month 

Retf  Honat  «f  13  Portyth  Street 

FiBST  Floob: 

Two  rooms,  right |6.60  per  month 

Two  rooms,  left 6.60  per  month 

SacoiiD  Floob: 

Two  rooms,  right 6J0  per  month 

Two  rooms,  left 6.60  per  month 

Thibd  Floob  ! 

Two  rooms,  right 6.00  per  month 

Two  rooms,  Idft 6XN)  per  month 

FouBTR  Floob: 

Two  rooms,  right 6J0  per  month 

Two  rooms,  left 6.60  per  month 


Firm  Floob  ! 
Two  rooms. 
Two  rooms,  leh 6.00  per  month 


Two  rooms,  right 6XM>  per  month 

left 6.00  per  month 


15  Varayth  Street 

Right,  oandj  store  end  two  rooms  fSlOO  per  month 

Left,  milk  store,  three  rooms  end  oeUnr  46XM>  per  month 

FiBST  Floob  : 

Poor  rooms,  front,  richt 18.00  per  month 

Poor  rooms,  front,  idft ISXM)  per  month 

Three  rooms,  beok,  left 14.00  per  month 

Three  rooms,  beck,  right 18L00  per  nmnth 

Snooim  Floob: 

Four  rooms,  front,  right 17jOO  per  month 

Poor  rooms,  front,  left 17.00  per  month 

Three  rooms,  beck,  left IZM  per  month 

Three  rooms,  beek,  right 1$US0  per  nmnth 

TntBD  Floob  ! 

Poor  rooms,  front,  ri^t 16.00  per  month 

Poor  roome,  front,  left 16.00  per  month 

Three  roome,  beek,  left lt.00  per  nmnth 

Three  rooms,  beek,  right lt.00  per  month 
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FouBTH  Floob  : 

Four  rooms,  front,  rUht 916.00  per  month 

Four  rooms,  front,  left    ......  16.00  per  month 

Three  rooms,  hack,  left 12.60  per  month 

Three  rooms,  hack,  right  12.60  per  month 

FiVTH  Floor: 

Four  rooms,  front,  richt 14.00  per  month 

Four  rooms,  front,  left 14.00  per  month 

Three  rooms,  hack,  left IIJM)  per  month 

Three  rooms,  hack,  right 11.60  per  month 

17  Forsyth  Street 
(DiTided  in  fire  parts,  with  flye  different  entianoes) 

FRONT  PART 
(F^M^ng  Forqrth  Street,  all  others  facing  narrow  cour^jard) 

First  Floor  (ground  floor— belongs  to  store  helow) : 

Right,  shoe  store  and  two  rooms    ....      $86.00  per  month 
Left,  coffee  store  and  cellar 86.00  per  month 

Sbcokd  Floor: 

Throe  roomd 10.00  per  month 

TKtmi>  Floor 

Tbree  rooms lOM  per  month 

Foaara  Plo^b  : 

Three  rooms 0.00  per  month 

SECOND  PART 
First  Floor  (groond  ikwr) : 

Thr^e  rooma JM  per  month 

SRCom>  Floor 

Thf^iOMSA 7iM>  per  month 

Thirp  Floor 

*nw«eK»«» 7.60  per  month 

FovRTu  FLoom : 

Threerooms 7iM>permonth 

THIRD  PART 
First  Floor  (ground  floor) : 

ThftM  nxkms 7^  p^  nflfith 

Sscoxp  Floor: 

Tknttotanm 7.00  per  mooth 

Trisi^  Fu^oa 

Thne  rDoms    ••••••••  7jOO  pi 

MVRtm  Floor  : 

Three  rooms 7.60 peri 


FOURTH  PART 
First  Floor  (groond  floor) : 

'n«^K»M 7.60permoit^ 
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Bboohd  Floob! 

Tbn»roomi #7^  per  month 

Tniuk  Fu>oii 

Three  roonw 7^  per  month 

FouBTB  Floob  : 

Three  roome 7M  per  month 

FIFTH  PART 

FiBiT  Floob  (ground  floor)  t 

Thj^rtKime 7jOO  per  month 

filcowi^  FtXkOB: 

Thre^roomi 7^  per  month 

^»o  FuKm 

Three  rooms 7^  per  month 

Wovmm  Fijckjb: 

Three  roome 7Mpi 


19  Foreyth  Street 

Rlcht,  reetearent  end  three  roome  fitjOO  per  month 

Left,  grooery — celfaur  end  three  roome  .  40.00  per  month 

FiBST  Floob  : 

Three  rooms,  front,  rUht 1%M  per  month 

Three  rooms,  front,  left 18.00  per  month 

Three  roome,  beck,  left ]t.00  per  month 

Three  rooms,  beck,  right IS.60  per  month 

Bbcoho  Floob: 

Three  rooms,  front,  richt IZM  per  month 

Three  rooms,  front,  left l%M  per  month 

Three  rooms,  beck,  left 12.00  per  month 

Three  rooms,  beck,  right 12.60  per  month 

TniBD  Floob  : 

Three  rooms,  front,  richt lt.00  per  month 

Three  rooms,  front,  Idft ItjDO  per  month 

Three  rooms,  beck,  left 11.60  per  month 

Three  rooms,  beck,  right 11.60  per  month 

Foubth  Floob  I 

Three  rooms,  front,  richt 11.00  per  month 

Three  rooms,  front,  left lliX)  per  month 

Three  rooms,  beck,  left 10.60  per  month 

Three  rooms,  beck,  right 10.60  per  month 


21  Fortjtli  Street 

Riffht,  grooerj  — two  roome  Bad  celUr  .  9S7UM)  per  month 

Lttt,  cendjitore  — tworoooMnndcelUr  MUX)  per  month 


Fner  Floob: 

Fonr  roome,  front  end  beek,  left    ...       •  17XM>  per  month 

Two  rooms,  front,  right 9.00  per  month 

Two  roome,  beck,  right MO  per  monik 
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SaooiTD  Floor: 

Two  rooms,  front,  right $8.60  per  month 

Two  rooms,  front,  left 8.60  per  month 

Two  rooms,  hack,  left 8.00  per  month 

Two  rooms,  back,  right &00  per  month 

Third  Floor: 

Two  rooms,  front,  right  .•••••  8.00  per  month 

Two  rooms,  front,  left 8.00  per  month 

Two  rooms,  back,  left 7.00  per  month 

Two  rooms,  back,  right 7.00  per  month 

Fourth  Floor  : 

Two  rooms,  front,  right 7.60  per  month 

Two  rooms,  front,  left 7.60  per  month 

Two  rooms,  back,  left 7X)0  per  month 

Two  rooms,  back,  right 7.00  per  month 


Rear  Hooae  of  ai  Fortyth  Street 

First  Floor  (ground  floor)  : 

Two  rooms,  front,  right #6.00  per  month 

Two  rooms,  front,  left 0.00  per  month 

Two  rooms,  back,  left             6.00  per  month 

Two  rooms,  back,  rig^t 6.00  per  month 

Sboomd  Floor: 

Two  rooms,  front,  right 7.00  per  month 

Two  rooms,  front,  left 7.00  per  month 

Two  rooms,  back,  left 7.00  per  month 

Two  rooms,  back,  right 7.00  per  month 

Third  Floor  : 

Two  rooms,  front,  riffht 7.00  per  month 

Two  rooms,  front,  left 7.00  per  month 

Two  rooms,  back,  left 6.60  per  month 

Two  rooms,  back,  right 6.60  per  month 

Fourth  Floor  : 

Two  rooms,  front,  right 6.60  per  month 

Two  rooms,  front,  left 6.60  per  month 

Two  rooms,  back,  left 6.00  per  month 

Two  rooms,  back,  right 6.00  per  month 


33  For83rth  Street 

Ground  floor,  temporary  cart  storage— including 

cellar $70.00  per  month 

First  Floor: 

Three  rooms,  front  and  back,  right  18.60  per  month 

Two  rooms,  front  and  back,  left     ....  0.60  per  month 

Two  rooms,  front  and  back,  left     ...       .  0.60  per  month 

Sboord  Floor: 

Two  rooms,  front,  right 0.60  per  month 

Two  rooms,  front,  left 0.60  per  month 

Two  rooms,  back,  left 8.60  per  month 

Two  rooms,  back,  right 8iM>  per  month 
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TniKD  Floob! 

Two  roooiB,  front,  lichi $8.00  per  mooih 

Two  rooms,  IroDi,  left BJOO  per  month 

Two  rooms,  tMick,  left 7.60  per  month 

Two  rooms,  beek,  right 1JS0  per  month 

For STB  Floob : 

Two  rooms,  front,  ricbt 1JS0  per  month 

Two  rooms,  front,  left 7.60  per  month 

Two  rooms,  beek,  left TJOO  per  month 

Two  rooms,  beek,  right 7.00  per  month 


Retr  Honat  «f  23  Forsyth  Sliaet 

FtBST  Floob  (groand  floor): 

Two  rooms,  front,  richt #6.60  per  month 

Two  rooms,  front,  left OJiO  per  month 

Two  rooms,  beck,  left 0.00  per  month 

Two  rooms,  bnok,  right 0.00  per  month 

Sbcowd  Floor: 

Two  rooms,  front,  right 8.00  per  month 

Two  rooms,  front,  left 8.00  per  month 

Two  rooms,  beck,  left 7.60  per  month 

Two  rooms,  back,  right 7.60  per  month 

Tmird  Floor: 

Two  rooms,  front,  richt 8X)0  per  month 

Two  rooms,  front,  left BJOO  per  month 

Two  rooms,  beck,  left             1M  per  month 

Two  rooms,  back,  right 7.60  per  month 

Fourth  Floor: 

Two  rooms,  front,  rlcht TM  per  month 

Two  rooms,  front,  left 7.60  per  month 

Two  rooms,  back,  left 7.00  per  month 

Two  rooms,  back,  right TJOO  per  month 

Firm  Floor  : 

Two  rooms,  front,  right 0.60  per  month 

Two  rooms,  front,  left OJO  per  month 

Two  rooms,  bark,  left     ......  0.60  per  month 

Two  rooms,  back,  right 6M  par  month 


Comer  Boildlng,  25-27  Forajth  Straat  tad  106  Caaal 

S5-S7  Fonijrth  Street,  andertakar*s  store  and  cellar  916.00  per  month 

Corner  store,  wholesale  faoey  goods  176.00  per  aaonth 

First  Floor: 

Three  rooms  facing  Forsyth  and  Canal  .  10.00  per  month 

Three  rooms  facing  Canal 14.00  per  month 

Three  rooms  facing  FMsyth 16XM>  per  month 

Three  rooms  fadag  rear IIXM)  per  month 

Bacoitn  Floor: 

Three  rooms  facing  Canal  and  Fonyth  .  16.00  par  ■sonth 

Three  rooms  fadng  Canal 18.00  per  iKMith 

Three  rooms  facing  Forsyth 14.00  per  month 

Three  itKMM  fadng  rear 12.00  peri 
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Third  Floob: 

Three  rooms  facing  Forsyth  and  Canal 

Three  rooms  facing  Canal 

Six  rooms  facing  Canal  and  rear     . 

FouBTH  Floor  : 

Three  rooms  facing  Canal  and  Forsyth 
Three  rooms  facing  Forsyth    . 
Three  rooms  facing  Canal 
Three  rooms  facing  rear  . 


914.00  per  month 
18.00  per  month 
28.00  per  month 


18.00  per  month 
12.00  per  month 
12.00  per  month 
10.00  per  month 


io8  Canal  Street 


Right,  dry  goods  store  and  basement 
Left,  milk  store       .... 


First  Floor  : 

Four  rooms,  front  and 
Four  rooms,  front  and 

Sroord  Floor: 

Four  rooms,  front  and 
Four  rooms,  front  and 

Third  Floor: 

Four  rooms,  front  and 
Four  rooms,  front  and 

Fourth  Floor  :    • 
Four  rooms,  front  and 
Four  rooms,  front  and 


hack,  right . 
back,  left    . 


back,  right 
back,  left    . 


back,  right . 
back,  left    . 


back,  right . 
back,  left    • 


•60.00  per  month 
00.00  per  month 

10.00  per  month 
19.00  per  mionth 


10.00  per  month 
10.00  per  month 

18.00  per  month 
18.00  per  month 

16.00  per  month 
16.00  per  month 


no  Canal  Street 


Right,  dry  goods  store  and  cellar 
Left,  jeweller's  store  and  cellar 

First  Floor: 

Five  rooms,  front  and  back,  right 
Five  rooms,  front  and  back,  left 

SxooKD  Floor  : 

Five  rooms,  front  and  back,  right 
Fiye  rooms,  front  and  back,  left 

Third  Floor: 

Five  rooms,  front  and  back,  right 
Five  rooms,  front  and  back,  left 

Fourth  Floor: 

Five  rooms,  front  and  back,  right 
Five  rooms,  front  and  back,  left 


160.00  per  month 
60.00  per  month 

22.00  per  month 
22.00  per  month 

21.00  per  month 
21.00  per  month 

20.00  per  month 
20.00  per  month 

10.00  per  month 
19.00  per  month 


iia  Canal  Street 

Right,  cutlery  store  and  cellar  and  one  room         .      106.00  per  month 
Left,  clothing  store  and  cellar         ....        60.00  per  month 


First  Floor  : 

Four  rooms,  front,  right . 
Four  rooms,  front,  left  . 
Four  rooms  back,  right  and  left 


14.00  per  month 
14.00  per  month 
11.00  per  month 
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SaooivD  Floom  : 

Foot  rooiM,  front,  right . 
Fcrar  rooms,  front,  left  . 
Four  roomt,  baek,  right  and  left 

Tbiad  Floob: 

Four  rooms,  front,  right . 
Four  rooms,  front,  lelt  . 
Four  rooms,  beck,  right  and  left 

FouKTii  Fux>ii : 

Four  rooms,  front,  right . 
Fonr  rooms,  fronts  left  . 
Four  rooms,  bsck,  right  and  left 


•14.00  per  month 
14.00  per  month 
18.00  per  month 


18.00  per  month 
lt.60  per  month 
11.00  per  month 

19.00  per  month 
19.00  per  month 
lOOO  per  month 


114-116  Caaal  Strett 


114-116,  wholesale  Jewelry 

114,  dry  goods,  first  floor  and  cellar 

FimsT  Floob: 

Store  rooms— rent  not  asoertalned 

Sbooivo  Floor: 

FiTe  rooms,  front  and  baek,  right  . 
Fiye  rooms,  front  and  back,  left 

Tbibo  Floor: 

Five  rooms,  front  and  back«  richt  . 
FiTe  rooms,  front  and  back«  left    . 

Fourth  Floor: 

FiTe  rooms,  front  and  back,  right  . 
FiTe  rooms,  front  and  back,  left 

Firrn  Floor: 

FiTe  rooms,  front  and  back,  right  . 
FiTe  rooms,  front  and  back,  left 


•1600  per  year 
loao  per  year 


97.00  per  month 
96.00  per  month 


97.00  per  month 
96.00  per  month 


98.00  per  month 
98.00  per  month 

90.00  per  month 
90.00  per  month 


118  Caaml  Street 
Store  only — rent  not  ascertained. 

lao  Caaml  Street 

Hotel  —  (comer  boUding)  —  rent  not  ascertained. 


40  Chrjetto  Street 
First  Floor  : 

Three  rooms,  front  and  back,  ri|!it 
Three  rooms,  front  and  back,  left  . 

Sbcord  Floor: 

Three  rooms,  front  and  back,  right 
Three  rooms,  front  and  back,  kit  . 

TntRD  Floor: 

Three  rooms,  front  and  back,  right 
Three  rooms,  front  and  back,  kft  . 

TOL.  It — 9« 


•10.00  per  month 
lOiX)  per  month 


10.00  per  month 
10.00  per  OMBth 


•XM>per 
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Rear  Hoasa  of  40  Chryttie  Street 
FniT  Floob  : 

One  room  adjoining  store  in  front — rent  not  ascertained. 
SaooiTD  Floor  : 

Two  rooms |6.00  per  month 

Third  Floor  : 

Two  rooms 6X)0  per  month 


38  Ouyatie  Street 
Dairy,  approximately 
First  Floor  : 

Four  rooms,  front  and  back,  riffht . 
Four  rooms,  front  and  back,  left    • 

Sboond  Floor  : 

Four  rooms,  front  and  back,  right . 
Four  rooms,  front  and  back,  left    • 

Third  Floor  : 

Four  rooms,  front  and  back,  right . 
Four  rooms,  front  and  back,  left    • 

Fourth  Floor  : 

Four  rooms,  front  and  back,  right . 
Four  rooms,  front  and  back,  left   . 


#60.00  per  month 


18.00  per  month 
18.00  per  month 


18.00  per  month 
18.00  per  month 

16.00  per  month 
16.00  per  month 

14.00  per  month 
14.00  per  month 


36  Chryttie  Street 

Saloon  entire  ground  floor #60.00  per  month 

First  Floor  : 

Three  rooms,  front,  right 12.00  per  month 

Three  rooms,  front,  left 12.00  per  month 

Two  rooms,  back,  left 9.00  per  month 

Two  rooms,  back,  right 9.00  per  month 

Sbcomd  Floor: 

Three  rooms,  front,  right 11.60  per  month 

Three  rooms,  front,  left 11.60  per  month 

Two  rooms,  back,  left 8.60  per  mouth 

Two  rooms,  back,  right 8.60  per  month 

Third  Floor  : 

Three  rooms,  front,  riffht 11.00  per  month 

Three  rooms,  front,  left 11.00  per  month 

Two  rooms,  back,  left 8.00  per  month 

Two  rooms,  back,  right 8.00  per  month 

Fourth  Floor: 

Three  rooms,  front,  ri^t 10.60  per  month 

Three  rooms,  front,  left 10.60  per  month 

Two  rooms,  back,  left 7.60  per  month 

Two  rooms,  back,  right 7.60  per  month 


34  Chryttto  Street 

Ri^t,  butcher  shop  and  two  rooma  #8100  per  month 

Ri^t,  cellar,  ironware 8.00  per  month 

Lm»  grooeiy  —  two  rooma  and  cellar    .  87.60  per  month 
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First  Floor: 

Three  roomt,  front,  riffat •ILOOptrmoDth 

Three  roomi,  front,  left 11.00  per  month 

Two  roome,  beck,  left 8.00  per  month 

Two  rooms,  beck,  right 8.00  per  month 

SscoRD  Floor: 

Three  roonie,  front,  rifhi 10.60  per  month 

Three  rooms,  front,  left lOJBO  per  month 

Two  rooms,  beck,  left 8X)0  per  month 

I'wo  rooms,  beck,  right 8.00  per  month 

Tbird  Floor  : 

Three  rooms,  front,  richi lOJiO  per  month 

Three  rooms,  fronL  left \0M  per  month 

Two  rooms,  beck,  left 7M  per  month 

Two  rooms,  back,  right 1M  per  month 

Fourth  Floor  : 

Three  rooms,  front,  richi 9^  per  month 

Three  rooms,  front,  left 9JB0  per  month 

Two  rooms,  beck,  left 7.00  per  month 

Two  rooms,  beck,  right IM  per  month 

32  ChrytUe  Strvat 

Riffht,  trimming  store  —  three  rooms  end  ceilsr    .  $83.00  per  month 

Lclt,  trimming  store— three  rooms  end  celler  StXX)  per  month 


First  Floor  : 

Five  rooms,  front,  right  end  left    ....  90.00  per  month 

Five  rooms,  beek,  right  end  left     ....  90.00  per  month 

Srcord  Floor: 

Three  rooms,  front,  richi IIJOO  per  month 

Three  rooms,  front,  kit 10.80  per  month 

Two  rooms,  beck,  left 7.80  per  month 

Two  rooms,  beck,  .right 8iN)  per  month 

Third  Floor: 

Three  rooms,  front,  richt UM  per  month 

Three  rooms,  front,  left 10 JO  per  month 

Two  rooms,  iMick,  left 7  JO  per  month 

Two  rooms,  beck,  right 8.00  per  month 

Fourth  Floor: 

Three  rooms,  front,  richt 10.00  per  month 

Three  rooms,  front,  left 9J60  per  month 

Two  rooms,  beck,  left IJOO  per  month 

Two  rooms,  beck,  right 7  JO  per  nmnth 

50  ChfTvIlt  Street 

BuikUng  in  proosM  of  constnietkm. 

iS  Chryvtlt  Str98t 

Qrooery  — three  rooms  end  oeUnr  .       .       •       •  $88.00  per  month 
First  Floor  : 

Two  rooms,  front,  richt 8j0O  per  month 

Two  roome,  front,  left 8J0  per  month 

Two  rooms,  beck,  left 7  JO  per  month 

Two  rooms,  beck,  right 84»  pi 
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8B0oin>  Floor 


Two  roomB,  front,  right #7.60  per  month 

Two  rooms,  front,  left •  7.60  per  month 

Two  rooms,  hack,  left 7.00  per  month 

Two  rooms,  hack,  right 7.00  per  month 

Thibd  Floor: 

Six  rooms,  front,  right  and  left,  and  hack,  right  •  20.00  per  month 

Two  rooms,  hack,  left 6.00  per  month 

Fourth  Floor: 

Two  rooms,  front,  right 6.60  per  month 

Two  rooms,  front,  left    .       .        .        .               •  6.60  per  month 

Two  rooms,  hack,  left 6.00  per  month 

Two  rooms,  hack,  riglit 6.00  per  month 

FiiTH  Floor: 

Two  rooms,  front,  right 6.00  per  month 

Two  rooms,  front^  left 6.00  per  month 

Two  rooms,  hack,  left 6.60  per  month 

Two  rooms,  hack,  riglit 6.60  per  month 

Rear  Hoasa  of  a8  Chrystie  Street 

First  Floor  (ground  floor)  : 

Two  rooms,  risht #6.00  per  month 

Two  rooms,  left 6.00  per  month 

Sbooiid  Floor: 

Two  rooms,  right 6.00  per  month 

Two  rooms,  left 6.00  per  month 

Third  Floor  :  « 

Two  rooms,  risht 6.00  per  month 

Two  rooms,  left 6.00  per  month 

Fourth  Floor: 

Two  rooms,  right 6.00  per  month 

Two  rooms,  leit 6.00  per  month 

Fivth  Floor  : 

Two  rooms,  right 6.00  per  month 

Two  rooms,  left 6.60  per  month 

Sixth  Floor  : 

Two  rooms,  right 6.00  per  month 

Two  rooms,  left 6.00  per  month 

a6  Chrystie  Street 

Right,  store — three  rooms  and  celUr    •       •       .  #86.00  per  month 

Left,  vacant,  no  cellar 26.00  per  month 

First  Floor: 

Two  rooms,  front,  right 8.60  per  month 

Two  rooms,  front,  left 8.60  per  month 

Two  rooms,  hack,  left 8.00  per  month 

Two  room^,  hack,  right 8.00  per  month 

Sbcord  Floor:  f 

Two  rooms,  front,  right .       .       .       .       .       .  8.00  per  month 

Two  rooms,  front,  left 8.00  per  month 

Two  rooms,  hack,  left 7.60  per  month 

Two  rooms,  hack,  right 7.60  per  month 
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Tmird  Floor: 

Two  Toomt,  front,  riffht |7.60  per  mooth 

Two  rooms,  front,  left 7  JO  per  month 

Two  rooms,  beck,  left ijoo  per  month 

Two  rooms,  beck,  right 7^  per  mooth 

Fourth  Floor: 

Two  rooms,  front,  richt 7.00  per  month 

Two  rooms,  front,  left 7.00  per  month 

Two  rooms,  beck,  left 6.£0  per  month 

Two  rooms,  bnek,  right 6UM>  per  mooth 

Fifth  Floor: 

Two  rooms,  front,  ri^t 6.00  per  month 

Two  rooms,  front,  left 0.00  per  month 

Two  rooms,  beck,  left 6iN)  per  month 

Two  rooms,  bnek,  right 6iN)  per  omoth 

Rmt  Building  «f  j6  Chryttto  Street 
First  Floor  (ground  floor)  t 

Two  rooms,  risht |6XM>  per  month 

Two  rooms,  left 6.00  per  mooth 

SscoRD  Floor: 

Two  rooms,  richt 7jOO  per  month 

Two  rooms,  left 7^  per  mooth 

Tbird  Floor: 

Two  rooms,  risht 6.M  per  mooth 

Two  rooms,  left 0.60  per  month 

Fourth  Floor  : 

Two  rooms,  richt 6UM)  per  month 

Two  rooms,  left OJO  per  month 

FiiTH  Floor  : 

Two  rooms,  richt 6.60  per  month 

Two  rooms,  left 6.60  per  mooth 

Sixth  Floor: 

Two  rooms,  richt bM  per  Bionth 

Two  rooms,  left 6.60  per  month 

34  ChrytUe  Street 

Plotarefr»me  store— fall  floor      •       •       •       •  t60iX)  per  mooth 
Ftnt  end  second  floon,  qroagogne. 


21  Chryttle  Street 

Qrooerj  — one  room t96iW  per  month 

Basement,  richt 10.00  per  month 

Basement,  left ItM  per  OMOth 

First  Floor: 

Fonr  rooms,  front  aod  beek,  right  •       .       .       .  16.00  per  month 

Four  rooms,  front  aod  beek,  left    ....  l&XIO  per  1 

Sboord  Floor: 

Fonr  rooms,  froot  and  back,  ririit  16.00  per  1 

Four  roome,  front  and  baek,  left    •       .       .       •  16jOO  per  month 
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Third  Floob: 

Four  rooms,  front  and  back,  right  . 
Four  rooms,  front  and  back,  left    • 

•  $14.00  per  month 
18.00  per  month 

FouBTH  Floob: 

Four  rooms,  front  and  back,  right  . 
Four  rooms,  front  and  back,  left    . 

14.00  per  month 
18.00  per  month 

Fifth  Floor: 

Four  rooms,  front  and  back,  right . 
Four  rooms,  front  and  back,  left    . 

12.00  per  month 
11.00  per  month 

Rear  Building  of  aa  Chrystie  Street 

First  Floor  (ground  floor)  : 

Two  rooms,  right #6.00  per  month 

Two  rooms,  left 6.00  per  month 

SaooiTD  Floor: 

Two  rooms,  right 7.60  per  month 

Two  rooms,  left 7.60  per  month 

Third  Floor  : 

Two  rooms,  right 7.60  per  month 

Two  rooms,  left 7.60  per  month 

Fourth  Floor: 

Two  rooms,  risht 7.00  per  month 

Two  rooms,  left 7.00  per  month 

FnrTH  Floor: 

Two  rooms,  right 7.00  per  month 

Two  rooms,  left 7.00  per  month 


ao  Chryetie  Street 


Riffht,  grocery  and  four  rooms 
Cellar  under  store    . 
Left,  butcher's  store — four  rooms 
Cellar  under  store   . 

First  Floor: 

Three  rooms,  front,  right 
Three  rooms,  front,  left . 
Three  rooms,  back,  left  . 
Three  rooms,  back,  right 

Sbcond  Floor  x 

Three  rooms,  front,  right 
Three  rooms,  front,  left  . 
Three  rooms,  back,  left  . 
Three  rooms,  back,  right 

Third  Floor  : 

Three  rooms,  front,  right 
Three  rooms,  front,  left  . 
Three  rooms,  back,  left  . 
Three  rooms,  back,  right 

Fourth  Floor: 

Three  rooms,  front,  right 
Three  rooms,  front,  left  . 
Three  rooms,  back,  left  . 
Three  rooms,  back,  right 


$84.00  per  month 

8.00  per  month 

86.00  per  month 

8.00  per  month 

18.00  per  month 
18.00  per  month 
18.00  per  month 
12.00  per  month 

12.00  per  month 
12.00  per  month 
18.00  per  month 
18.00  per  month 

12.00  per  month 
12.00  per  month 
12.00  per  month 
12.00  per  month 

11.00  per  month 
11.00  per  month 
lljOO  per  month 
11.00  per  month 
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Firm  Floor  t 

Three  roome,  front,  rUhi flOXM)  per  month 

Three  roome,  front,  left 10.00  per  month 

Three  rooms,  hMh,  left 10.00  per  month 

Three  rooms,  hnek,  right 10.00  per  mooth 

i8  Chryttie  8tr«it 

Right,  trimroinge  store  —  four  rooms  $87.00  per  month 

Left,  Innoh  room 91J00  per  month 

CelUr SjOO  per  month 

FinsT  Floor  t 

Four  rooms,  front,  richt 17.00  per  month 

Foar  rooms,  front,  left lOUM)  per  month 

Three  rooms,  hsch,  left 18.00  per  month 

Three  rooms,  heek,  right 14J0O  per  month 

Sbcohd  Floob  : 

Foar  rooms,  front,  right 16iM>  per  mooth 

Fonr  rooms,  front,  left 10.00  per  month 

Three  rooms,  heck,  loft 11.60  per  month 

Three  rooms,  heek,  right 18.A0  per  omoth 

TRtsD  Floob: 

Foar  rooms,  front,  right 10.00  per  month 

Foar  rooms,  front,  left 18.60  per  month 

Three  rooms,  heck,  left 18.00  per  month 

Three  rooms,  hnok«  right 18il0  per  month 

FouBTM  Floob: 

F6nr  rooms,  front,  right 16.60  per  month 

Four  rooms,  front,  left 16.00  per  month 

Four  rooms,  hnok«  left MM  per  month 

Four  rooms,  hnck,  right 18J0  per  SKNith 

i6  Chrjftto  Stmt 

Chair-seftts  store— one  room #86.00  per  month 

Clothing  store— two  roooM '  86.00  per  BMNith 

FiBST  Floob  (a  few  steps  op  from  street) : 

Two  rooms,  front,  .right 8.60  per  BMNith 

Two  rooms,  front,  left 8.60  per  SMOth 

Two  rooms,  heek,  left 8.00  per  month 

Two  rooms,  heek,  right 8Mpermonth 

Sncoim  Floob: 

Two  rooms,  front,  Mki 8.60  per  month 

Two  rooms,  front,  left 9.60  per  flMnth 

Two  rooms,  hsek,  left 8.00  per  month 

Two  rooms,  hnok«  right 9J00  per  BMmth 

TniBD  Floob: 

Two  rooms,  front,  right 8J0  per  month 

Two  rooms,  front,  kit 8X10  per  month 

Two  rooms,  hnok«  Mt 8X10  per  month 

Two  rooms,  hnek,  right 7  JO  per  month 

FooBTH  Floob: 

Two  rooms,  front,  right 8X10  per  flMnth 

Two  rooms,  front,  m 8X»  per  SMmth 

Two  rooms,  hedi,  left 7.60  per  month 

Two  rooms,  hedi,  right 7XX)  per  month 
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Z4  Chrystie  Street  and  i6  Bayard 

(Comer  building) 

Drag  store  (comer) $60.00  per  month 

14  CiiBTSTia  Strbbt: 

Right,  kundry 20.00  per  month 

Lefif  Uundi7 20.00  per  month 

16  Batarb  STB£&t: 

"Right,  dry  gooda  stora 40.00  per  month 

1^1 1,  jeweller^ a  store 26.00  per  month 

FiBST  Floor: 

Five  rooms,  right,  facing  Chrystie  and  Bayard     •  22.00  per  month 

Five  rooms,  left,  facing  Chrystie    ....  18.00  per  month 

SaooiTD  Floor  : 

Three  rooms  facing  Chrystie  and  Bayard  12.00  per  month 

Three  rooms  facing  Bayard 9.00  per  month 

Three  rooms  facing  Chrystie  .                               .  11.00  per  month 

Three  rooms  facing  rear 7.00  per  month 

Third  Floor: 

Three  rooms  facing  Chrystie  and  Bayard      •  12.00  per  month 

Three  rooms  facing  Chrystie 10.60  per  month 

Three  rooms  facing  Bayard 9.00  per  month 

Three  rooms  facing  rear 8.00  per  month 

FouRTU  Floor: 

Three  rooms  facing  Chrystie  and  Bayard  11.00  per  month 

Three  rooms  facing  Chrystie 10.00  per  month 

Three  rooms  facing  Bayard 9.00  per  month 

Three  rooms  facing  rear 8.00  per  month 

Fivrn  Floor: 

Three  rooms  facing  Chrystie  and  Bayard  10.00  per  month 

Three  rooms  facing  Chrystie 0.00  per  month 

Three  rooms  facing  Bayard 9.00  per  month 

Three  rooms  facing  rear 8.00  per  month 

Z4  Bayatd  Street 

Store #60.00  per  month 

First  Floor! 

Three  rooms,  front 12.00  per  month 

Three  rooms,  back 11.00  per  month 

Sboord  Floor  : 

Three  rooms,  front 11.00  per  month 

Three  rooms,  hack 10.00  per  month 

Third  Floor  : 

Three  rooms,  front 10.00  per  month 

Three  rooms,  back 9JM)  per  month 

la  Bayaid  Street 
Two-itory  priyate  house,  belonging  to  people  in  store  below    * 

zo  Bayard  Street  \  '" 

Pictore  frame  store— both  sides,  including  cellar  9106.00  psr  month 
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FjRfT  Floob  ! 

Four  rooms,  front  and  back,  richi 
Four  rooms,  front  and  back,  Wfl   • 

Sbcoiid  Floob: 

Four  rooms,  front  and  back,  richt . 
Four  rooms,  front  and  back,  Im    . 

Third  Floob*. 

Foor  rooms,  front  and  back,  richi  . 
Four  rooms,  front  and  back,  toft    • 


•16.00  per  month 
lOM  per  month 

16.60  per  month 
IbJSO  per  month 

16.00  per  month 
16.00  per  month 


8  Bayard  StrMt 

Riffbt,  book  store  with  two  rooms  in  back  $46.00  per  month 

Left,  grocery 46.00  per  month 

FnsT  Floob: 

Two  rooms,  front,  rlidit 10.00  per  month 

Two  rooms,  front,  left 10.00  per  month 

Two  rooms,  back,  left 0  JO  per  month 

Two  rooms,  back,  right 9M  per  month 

Bbcond  Floob: 

Two  rooms,  front,  richt 9M  per  month 

Two  rooms,  front,  left 0.60  per  month 

Two  rooms,  back,  left 0.00  per  month 

Two  rooms,  back,  right 9M  per  month 

Tbibd  Floob: 

Two  rooms,  front,  right 9.00  per  month 

Two  rooms,  front,  left 0.00  per  month 

Two  rooms,  back,  Mi 8.M  per  month 

Two  rooms,  back,  right 8.60  per  month 

Fourth  Floob  : 

Two  rooms,  front,  ricfat 8.00  per  month 

Two  rooms,  front,  leit 8.00  per  month 

Two  rooms,  back,  left IM  per  month 

Two  rooms,  back,  right 7.60  per  month 

6  Bajard  Street 

Batcher*8  store  and  cellar,  right  (Indnding  cellar)  $46J0O  per  month 

Dnr  goods  store  and  one  room,  back,  left  SSjOO  per  month 

Cellar 84»  per  month 

FtBST  Floob  : 

Two  rooms,  front,  richt %I0  per  month 

Two  rooms,  front,  \m 8.60  per  month 

Two  rooms,  back,  left 7  JO  per  month 

Two  rooms,  back,  right TM  per  month 

8B0oin>  Floor  : 

Two  rooms,  front,  richt 8.00  per  month 

Two  rooms,  front,  left 8.00  per  month 

Two  rooms,  back,  left 8.00  per  month 

Two  rooms,  back,  right 7.00  per  iKMith 

TnRD  Floor: 

Two  rooms,  front,  richt 7  JO  per  month 

Two  rooms,  front,  left 7  JO  per  OMMith 

Two  rooms,  back,  left 6.00  per  month 

Two  rooms,  back,  ri^t 6jOO  per  month 
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4  Bayard  Street 

Grocery  store,  both  eidee — cellar  and  three  rooma      #90.00  per  month 

FiB«T  Floor: 

Three  rooms,  front 12.00  per  month 

Three  rooms,  back 12.00  per  month 

Sbcond  Floor: 

Three  rooms,  front 11.00  per  month 

Three  rooms,  back 11.00  per  month 

Third  Floor: 

Three  rooms,  front 11.00  per  month 

Three  rooms,  back 11.00  per  month 

Fourth  Floor: 

Three  rooms,  front 10.00  per  month 

Three  rooms,  back 10.00  per  month 

FiTTH  Floor: 

Three  rooms,  front OXK)  per  month 

Three  rooms,  back 0.00  per  month 

Total  monthly  rent  paid  for  the  block  for  livhig  purposes  (exclud- 
ing stores  and  shops) 90,467 

Total  monthly  rent  of  stores  and  shops 8,040 

Total  monthly  rental  of  both  stores  and  apartments  .  .       90,407 

Total  annual  rental 9118,064 
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SCHEDULES,  FORMS,  AND    BLANKS  USED  IN  THR 
INVESTIGATIONS  OF  THE  COMMISSION 


SCHEDULES,  FORMS,  AND   BLANKS  USED  IN  THE 
INVESTIGATIONS   OF  THE   COMMISSION 


aRCULAR  LETTER  SENT  OUT  TO  THE  PUBUC,  A8KIH0  ADYICl 
OH  THE  PARTICULAR  P0IHT8  MEHTIOHED 

106  Eait  S2d  Strut, 
Niw  York,  Jooe  18,  1000. 
Thr  membera  of  the  Tenement  Hooee  CommiHion,  mppolnted  onder  Chapier  S70 
of  the  laws  of  1900,  wish  to  obtain  yoar  eoggetUons  and  adTioe.  and  that  of  otheni  who 
are  eepeciallr  ^miliar  with  tenement  hooee  problema,  to  aid  tnem  in  the  performaooe 
of  their  duties.  After  eonsaltation  with  some  of  thoee  whose  adTice  we  seek,  we  have 
determined  that  it  would  presomably  be  more  satisfactory  to  yon  and  otheni  to  present 
your  Tiews  In  writing,  than  to  give  oral  testimony  before  the  Commission  ;  at  least  at 
this  stage  of  the  Commission's  work«  The  dotjr  of  the  Commission  Is  '*  to  make  a  care- 
ful examination  into  the  tenement  hooses  in  cities  of  the  first  class,  their  condition  as 
to  construction,  healthfulness,  safety,  rentals  and  the  effect  of  tenement  hooss  life  on 
tlie  health,  education,  savinss  and  morals  of  those  who  Utc  in  tenement  houses,  and  all 
other  phases  of  the  so-called  tenement  house  question  In  these  dtles,  that  can  silect  tha 
public  welfare.**  The  practical  questions  to  which  yonr  attention  Is  chiefly  dlrsdsd, 
and  on  which  we  desire  a  full  expression  of  opinion,  are  ss  follows : 

I.  Tenem^nU  hertaJUr  to  b€  bnUL  What  changes  in  hiw  are  desirable  from  all 
points  of  Tiew  to  secure  the  best  type  of  tenement  housee  in  the  future,  and  to  lasnra 
their  proper  regulation  f 

II.  Bxluimg  UnemenU.    What  changes  are  desirable  in  their  regulation  f 

III.  Tke  eitforcemetU  of  exiHimg  tememetU  koum  law9, 

A  list  of  questions  Is  enclosed  herewith,  intended  to  point  out  some  of  the  more 
important  subiects  of  actual  or  possible  regulation  in  the  expectation  that  these  qnea- 
Uons  will  be  helpful  to  you  in  giTlng  your  riews.  We  do  not  necessarily  ask  you  to 
answer  all  theee  questions,  but  only  those  on  which  yon  have  an  opinion.  Least  of  all 
do  we  wish  to  limit  your  suggestions  to  the  points  coTered  by  the  questions,  for  they 
by  no  means  include  all  the  subjects  which  we  hare  under  consideration.  Should  yon 
prefer  to  exprees  your  tIcws  orally,  we  would  ask  tou  to  so  notify  us.  In  which  cass  we 
shall  ask  you  to  attend  some  of  the  public  hearings  which  will  be  held  in  the  fntnra. 
Your  answers  should  be  sent  to  tha  secretary,  Mr.  Lawrsnes  VeUler,  at  the  abo?« 
address,  if  possible  before  Joly  16th.  —  Rsq^e^fully  yours, 


(8s^)  RoRRRT  W.  Dr  Forrst,  Ckainmam, 

(Sgd.) 


Lawrbrob  Vriixrr,  Searttarf. 


P0IHT8  ABOUT  WHICH  IHrORMATIOH  IS  DESIRED  Of  RETEREICI 
TO  TEHEMEHT  HOUSES 

These  questions  are  not  fai  any  way  Intsnded  to  siprsss  tha  tIsws  of  tha  msrs- 
bers  of  the  Commission,  nor  does  the  Commission  wish  to  be  nnderslood  aa  bainf 
committed  to  any^  definite  decision  in  any  of  ths  matters  hers  msotiooed. 
1.   What  should  be  the  minimum  percentage  of  a  lot  (whatSTer  Ita  sin)  which  abovid 
be  left  unbuilt  npon  for  pprposes  of  light  and  air  f 
a.  On  an  interior  lot  f    (The  present  Uw  permlta  66  per  osnt  of  tha  lot  to  be 
buHt  upon,  but  gives  the  Building  Commissioner  disorstioii  to  permit  76 
per  cent  to  be  boilt  npon.) 
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6.  On  a  comer  lot?    (The  present  Uw  permits  02  per  cent  of  the  lot  to  bo 
built  upon.) 

S.  What  should  be  the  minimum  size  of  all  **  air  shafts  "  f 

a.  Should  there  be  a  minimum  width  as  well  as  a  minimum  area?     (Tha 
present  regulations  permit  shafts  only  es  inehe$  Vfide.) 

5.  When  "air  shafts"  are  increased  in  length,  shall  they  be  increased  pro- 

portionately in  width  ?    (The  present  law  does  not  require  it.) 
c  What  relation  should  exist  between  the  size  of  air  shaft  and  hei^t  of 

buUding? 
d.  What  relation  should  the  size  of  an  ** air  shaft'*  or  court  bear  to  the  num- 
ber and  size  of  rooms  opening  upon  it? 

5.  Should  all  "air  shafts*'  or  courts  be  open  to  the  outer  air  at  one  side?    (The 

present  law  does  not  require  it) 
a.  Under  what  condiUons  should  closed  courts  or  shafts  be  permitted  ? 

4.  What  should  be  the  maTlmum  height  of  new  tenement  houses  ?    (The  law  allowa 
86  feet— 7  stories  and  basement — when  the  fint  two  floors  are  flzepiooCy 
and  160  feet— 12  stories— when  fireproof  throughout) 
a.  When  fireproof  ? 

6.  When  not  fireproof  ? 

c   If  proTided  witheleyators? 

d.  Inrelation  to  the  size  of  courts  or  **  air  shafts"? 

6.  How  should  overcrowding  be  prevented  ? 

a.  By  limiting  the  number  of  persons  who  are  permitted  to  occupy  a  given 

cubical  space  in  a  house  ? 
6.  By  limiting  the  number  of  peraons  who  are  permitted  to  occupy  a  given 

area?    Or, 
c.   By  limiting  the  height  of  tenement  houses,  and  permitting  only  a  certain 

area  of  land  to  be  covered,  thus  limiting  the  accommodations  to  a  certain 

number  of  people? 

6.  Are  the  present  laws  in  regard  to  fire  construction  adequate  ? 

a.  Should  all  new  tenement  houses  be  fireproof  throu^out  ? 

b.  If  not,  what  form  of  construction  is  adequate  ? 

c.  Should  stairs  be  permitted  to  open  upon  the  air  shafts  ? 

d.  Should  not  all  shafts  in  such  buildings,  including  dumb-waiter  shaftt,  be 

fireproof? 

7.  Are  the  present  laws  in  reference  to  fire  escapes  for  tenements  adequate  ?    (At 

present  the  Commissioner  of  Buildings  has  full  power  to  decide  what  Und 

of  fire-escape  shall  be  erected.) 
a.  On  tenement  houses  should  vertical  ladders  be  permitted,  or  should  stain  with 

hand-rails  be  required  ? 
6.  What  method  can  be  adopted  to  prevent  obstruction  of  fire  escapes  ? 

8.  Should  ownen  of  tenement  houses  be  compelled  by  law  to  provide  bathing 

facilities  for  the  tenanto? 
a.  If  so,  to  what  extent  and  in  what  manner  ? 
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tt.  Shall  It  be  oomptilflory  to  have  a  prinOe  water-doeei  for  each  eet  of  rooma  or 

family  f    (The  prenot  law  allows  ona  water-eloaei  to  erery  two  fanOlaa.) 

a.  Shall  water-cloaeta  be  allowed  to  TeoUlaie  opon  the  aame  shaft  aa  bedrooma  f 

6.  Shall  tbej  be  looated  fai  the  oommoQ  hallway,  aa  permitted  bj  the  pnaent 

lawf 

10.  Shall  all  the  existing  backyard  prlry  Tanlta,  sinks,  etc,  be  rsoiored  hj  a  certain 

date  f    (This  was  required  l»y  ^1^  l*w  of  1887,  but  was  rspealed  hj  the 
Charter.) 

11.  Common  hallways  In  new  tenement  booses. 

o.  What  shookl  be  the  mlnlmnm  width  ? 

6.  Are  the  present  hallways  light  enough?  If  not,  what  method  shoold  be 
adopted  io  light  them  f 

c  How  shoold  hallways  be  TentUaled? 

d.  Should  hallways  have  windows  opening  directly  on  the  ooter  air?  (At 
present  most  public  hallways  receive  their  only  light  and  air  frooi  win- 
dows opening  on  the  stain.) 

15.  Common  hallways  fai  old  boUdlngi. 

o.  How  should  such  hallways  be  lighted? 
6.  How  should  they  be  TentUaled  ? 

18.  Is  the  space  left  Tacant  at  the  rear  of  new  tenement  hoosss  sofldant  ?  (JJnUr 
the  present  law  on  faiterlor  lota  a  space  of  10  feet  Is  rsqnlrsd  to  be  left, 
and  on  comer  lota  a  space  of  6  feet) 

14.  What  aotkm  should  be  taken  fai  reference  to  the  existing  unmnltary  tsnsmsot 
houses  fai  this  eHy  ? 

o.  Are  the  present  poweit  of  the  Board  of  Health  fai  this  rsipeot  sofldant  ? 

6.  Should  the  work  of  condemning  unsanitary  property  and  bollding  amdel 
tenements  undertaken  on  soeh  a  large  soale  bj  Buropean  dtlss  be  fol- 
lowed fai  New  Tork? 

16.  Shoukl  the  definition  of  a  teneoMot  hooss  as  a  hooss  occopled  l»y  tkrsa  i 

or  more  be  changed? 
a.  Should  the  tenemsnt  hooss  law  apply  to  flats  and 

weU  as  to  IsneoMoto?    (It  does  at  present) 
6.  If  not,  mention  prorWons  of  the  preeent  teneoMot  boose  law  frooi  whioh 

apartments  and  flat  houses  shookl  be  exempt 

16.  In  general,  what  practical  soggsstkms  havo  yoo  to  make  to  the 
with  regard  to  Us  work? 

Theee  qoestloos  are  faitended  to  draw  attention  to  partloolar  pcinto  d 
it  boose  regolatkm,  and  to  ellolt  opinkxiB  on  aa  many  d 

BIgnatora 

Addioss 

Data. 
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SCHEDULES  USED  IN  BUEFALO  INVESTIQATION 
GENERAL  STATISTICAL  CARD 

Ihbpbotor . ................ 


Data 

Street No Ward Diatrict  - 

Owner — — Address 

AgeDt — Addreua 

General  lessee Address 

Condition  of  street  

Paved  and  how  — Sewer 

Lodging  house    - 

Sice  of  lot    

Width  of  buUding    

Depth  of  boilding   

Percentage  of  lot  covered    

No.  of  stories    -— - 

Total  number  of  apartments    

Total  number  of  rooms    

Total  number  of  families    - 

Total  number  of  inhabitants    

Total  number  of  adults  (over  14) 

Total  number  of  children  (6-14) 

Total  number  of  children  under  6  .„ 

Number  of  vacant  apartments    

Number  of  vacant  rooms   

Janitor    

Capable  : 

What  does  he  do? 

Night  watchman    
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Tarda  er  ooortt.  — Siia   

How  paved    

Drminad   

la  drain  trapped? 

Cleanlineaa    — — 

Ovtbooaaa.  —  No 

What  uaad  for    

Whltewaabed     

Cleanlineaa 

Pire-eacapea.  —  No.    

Iron  or  wood    

Where  located 

Are  there  connecting  ladderaf 

Are  balconlea  inoombered  or  kept  dear? 

Aaimala  on  Premiaea.  —  No.    

Kind     » 

Where  kept     

Photo  deairable —   Photo  No. 


TOL.  ft  —  in 
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INTBBIOB  CABD 

Stnet - Ho. 

Cellar  or  Baaement— BCaterial  of  floor    . 

Floor  water-tight 

Hei^t Heigbt  of  oeiling  above  aidewalk 

How  Tentilated    

Used  for  what  pnrpoae    — - 

Inhabited  for  dwelling    .. ... ---..-.-««--. - .......... 

PnbUc  HaUway^— Width  of    

Light  or  daric,  how  lighted    

la  there  a  red  light  on  every  flight  of  ataira  at  ni^t  f 

Are  aoitable  flre  gongs  famished? 

Are  there  two  independent  meana  of  egress  each  accessible  from  each  apartment  f 


Locked  front  door  or  not 

How  ventilated    

No,  of  ftunilies  nshig  hall  of  each  floor 

Cleanliness   

Odors   — 

Stairs.  —  Constmotlon  of 

Cleanliness   -—.«—«-——-—-—-—-—--—— ———————. 

Roof.  — Staircase  to  roof    

Sice  of  Seattle    Isroof  osedf 

What  for   - 

Seattle  left  unlocked   — 

Chtmaeys.  —  No. Do  they  ran  throogh  every  floor? 

Is  there  fireplace  or  place  for  stove  for  each  family  set  of  apartmenta  f . 
Water  Svpply.  —  Location  of  (hall,  cellar,  kitchen,  yard) 


Is  there  city  water  for  every  one  or  more  families  or  set  of  apartmenta  ?. 
How  protected  from  freezing    
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BaUt.  —No. LooaUon _ 

Kind    

Wator-doMU.  —  No. No.  prirles 

Where  located 

How  oonatnioled    

It  at  leaii  one  waler-oloeei  fornialied  lor  erery  IkvM  famUiea  or  flfletn 


OondlUon  of  plumbing    

How  TeDUlaled   ^ 

Ce«pool Where  kwated 

Are  waUa  and  oeilinfi  whUewaehed  Iwloe  a  yearf 

YadUtiea  for  waahing  and  drTing  eloChea 

What  ie  done  with  garbage  and  aabea? 

la  epaoe  for  depoait  of  garbage  ptorlded  on  land  of  ownerf . 
What  bnaineoi  oondooled  on 
Bent  of  whole  honae    
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APABTBiENT  CABD 

Stroet Ho 

Location  of  Apartment   — 

No.  of  rooms    

Size  of  each    — 

Height  of  rooma 

No.  of  windows  in  each   

Windows  open  on  what    

Booms  light  or  dark   ^.- 

Kitchen   

Parlor    

Bedrooms     , 

Source  of  light  (street,  yard,  air  shaft,  own  lot  or  adjoining  premises) 


Ventilation    

Kitchen    

Parlor    

Bedrooms  

No.  of  families  occupying  i^[>artment    

No.  of  people  occupying  apartment    

No.  and  sex  of  adults  (over  14  years)   

No.  and  sex  of  children  (6-14  years) ^ 

No.  and  sex  of  children  under  6    

No.  of  lodgers    

Are  lodgers  separated  from  family  at  night,  and  how  ?  . 

No.  of  rooms  actually  used  for  sleeping   

No.  of  children  at  school 

No.,  age  and  sex  of  children  working    

Any  manufacturing  carried  on  in  rooms 

If  so,  whatf     

Nationality    


APPENDIX  X  469 


Stokneai  ftl  pmeot  Uom   

Cleanllnea  of  rooma 

OooopftUon,  head  of  family    

Averagv  weeklj  wafes  of  famflj 
Bont  of  apartment    
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SCHEDULES  USED  DST  NEW  YOKK 
FIRS-BSCAPB  BLAHK 


Street 

No 

StorieL 

Materia) 

No.  families  on  each  floor 

No.  tMdconiea  front  and  rear  .. 

Do  they  take  in  one  window  \ 
of  each  apartment  ?        j  ' 

How  connected  (Tertioal  1 
ladders  or  stairs)?      / 

Floor  slats — wood  or  iron... 

Balconies  encumbered 

Remarks: 


Signature 

Address 

Date 

(Make  same  leooxd  for  rear  boildings.) 
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BACK-TO-BACK  TIVIM1HT8 


SireeC. 
No 

Stories. 


Street 

No 

Stories. 

SfMMe  between  bklgs. 


No.  windows  openfaig  \ 
on  scioh  speoe       /  ' 

Bemarks: 


D«t«. 

Slgnatore.. 
AddxMB... 
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N£W  TBNBMEKTS 

BUILDINOS  IN  COURSS  OF  COHSTRUCTIOH 

Stwrt  

Ho. 

Date  and  Hoar  of  Inapectioii 

Condition  of  work  at  time  of  inapection 

a.  Height  of  buildingB.     Stories 

b.  Diagram  of  lot  showing  outline  of  second  or  typical  floor  with  dimensions  of 

back  yard,  courts,  air  shafta  and  halls.    Indicate  thickness  of  walls  and 
height  of  ceiling, 
c  Percentage  of  lot  occupied.     (Comer  buildings  to  be  measured  at  second  tier 
of  beams — interior  buildings  at  first  tier.) 

a.  Shafts  or  Courts. 

a.  Width  of  shaft  above  fifth  story  at  each  floor  

3.  Cellar  and  Basement 

a.  If  basement  is  to  be  occupied  as  dwelling,  give : 

1.  Number  of  rooms  

2.  Height  of  rooms 

8.  Do  all  windows  of  exterior  rooms  open  on  to  an  area  the  full  width  of 

building,  2  feet  0  inches  wide,  and  extending  0  inches  below  the  base- 
ment floor? 

4.  Is  such  area  properly  drained? 

6.  Height  of  ceiling  of  living  rooms  above  curb 

b.  Is  there  an  entrance  to  basement  from  the  street? 

e.  Is  the  cellar  floor  concreted  ? 

4.  Public  HaUs. 

a.  Are  floors  made  of  iron  and  fireproof  material  ? 

If  not,  how  are  they  constructed  ? 

5.  SUirs. 

a.  Of  what  material  constructed   

6.  How  enclosed 

c  Are  stairs  from  basement  to  first  story  inside  building  ? 

If  so,  are  they  enclosed  with  brick  walls  and  provided  with  self-closing  fire- 
proof doors  top  and  bottom  ?_.. 

d.  If  located  under  first  story  stain,  is  soffit  of  latter  protected  by  flrepitwf 
material? What? 
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6.  Domb-waitOT  ud  Storator  Skafto. 

a.  How  anoloaed 

6.  Sztaod  Uuoagh  how  many  alorlea 

c  latharaan  eleTatorordnffib-waltar  InoeUarf If  io,  toll 

•noloaad  wlUi  flinwtmf  walto  and  ■•l^ek)dllc  ili«i^ 


d.  An  thara  aalf-dorinf  Itnpnoi  doom  at  aaoh  atorj  f . 


7- 

a.  AratharaanyroomahaTiiigaeabagaleHthaDOOOfeetf 

If  ao,  atata  how  many  and  gfj%  dimenaloDa 

%.  rintTiarofBaaaa. 

a.  Iron  or  wood Depth  of  baama Dtotaooa  oo  oantna  . 

6.  AraboUoma,  flangwaiid  aU  azpoaed  portiooa  prolaetad  f 

Howf 

9.  Sacottd  TIar  of  Baaau. 

a.  If  itora  oo  fliai  floor,  gba  aaoM  data  aa  fai  •*%**  

10.  Watar-doaata,  ate. 

a.  Number  of  famniaa  par  watar-ckiaet   

6.  W.  C.  oorapartmeota.     How  ▼entilatad   

(Window  to  oiilar  air  or  Tentaatlng  floe) 

c  Are  flooia  waterproof  f...... ...•....•-.-....•-...-.---.. ......... 

d  Charadar  and  poaiUon  of  freah  air  Inlet 

11.  Floaa. 

How  lined   

la.  Katariala  &  Workmanahlp. 

a.  Materiala,  eharaoter  of « 

fr.  Worirmanahip,  oharacter  of 


13.  Saourka. 


Slgnatora.. 
Bignatore.. 
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OLD  BunDnros 

Street ...,, 

Number -.-., , 

Date  of  inspection 

Whenboilt 

Material  of  which  building  ]b  built  

Height 

No.  of  familiea 

Diagram  of  lot,  showing  plan  of  typical  floor  with  dimensions  of  back  yard,  oourts 
and  air  shafts. 

l.  Basement  and  Cellar  Rooms.    If  used  ftur  dwelling  giro 

0.  Permit  for  occupancy  from  Board  of  Health 

b.  Height  of 

c  Height  of  ceiling  aboye  curb 

d.  Is  there  an  open  area  the  full  width  of  building,  2  feet  0  inches  wide,  in  front 
of  room,  and  6  inches  below  level  of  cellar  floor  ?. 


e.  Is  such  area  properly  drained? 

/.  What  water-closet  accommodations,  and  where  located  ?. 


g.  Haye  all  rooms  windows  at  least  9  sq.  ft,  opening  to  outer  air  t.. 


h.  Is  cellar  floor  water-tight  r How?. 

i.  Is  ceiling  plastered  f. 

j.   Walls  and  ceilings,  how  recently  whitewashed  f... 


$.  Halls. 

a.  How  lighted  r. 

6.  Are  they  light  or  dark  r 

c  If  there  are  no  windows  opening  to  outer  air,  is  there  a  light  burning  oo  each 
floor  f. 

d.  How  are  halls  ventilated  f 

e.  Is  there  a  ventilator  in  roof  f. Construction  and  dimensions 

of  I 


3.  Sleeping  Rooms. 

a.  Have  they  windows  opening  to  outer  air  f. 

b.  If  not,  have  they  transoms  to  outer  room  and  to  hall  f . 
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4.  Wator-dottU. 

a.  Where  locfttad  f 

6.  Kind  end  no.... 

(PrlTlee,  eohool  dnki  or  ^ 

e.  li  there  e  eewer  eonneetloii  f 

d.  lethereaeewerlnUieelieeif. 

«.  Number  of  femlllee  per  water-doeel 

5.  Water. 

a.  Where  eappUed . . 


6.  Bakerlee. 

a.  Where  located 

6.  Any  opening  from  bakery  to  other  parta  of  the  honee,  and  what 


e.  CeUingi  and  aide  waUa,  how  oonetmeted 
d.  Cleanlineea  of  


7.  CleinHmaa  of  BoUdiag.    Yard.    Bella.    Sooma. 


8.  Semaifca. 


Bignatora. 
Addzeaa. 
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Sahitabt  ImPBonoH, 

Tbvbmbht  Houu  Commimioh, 

1900. 


Ffe.1. 
BUILT • 


BeooidNa. 


APAHTMEVTS 
Street No ^ear. S^ 

Na  of  stories Date  of  inspection ...1000 

Hour {  p*M.'    ^'^■P®^^''- 

No.  of  boildinei  in  row  of  which  this  is  typical 


First  FkM>r. 

Used  for  what  business  and . 

Any  special  fixtures   . ..•• 

Apartments. 

No.  of  apartments  on  each  floor Total  no. . 

No.  of  people  on  each  floor 

Bach  apartment  has  how  many  rooms •^— .^ 

Binks  in  Apartments. 

Location  

Material 

Condition  of  sink 

••        ••  floor  and  woodwork  

Bndosed  in  woodwork 

Sink  waste,  free  or  choked 

••    drain  boards,  condition  

Cold  and  hot  water  faucets 

Does  water  run  freely  on  top  floor  ? . .. 

BinkTrap. 

Sixe Material Condition 


Bink  Trap  Vent. 

Sixe Material Condition. 


Wash  Tnbs  in  Apartments. 

Namber Location.. 

Material Condition . 
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Cofwt— optn  or  olowd  

Tabs  filled  or  emplj 

Hoi  Mid  oold  wilof  fuiotti 
Oooditioii  of  floor  and  woodwork 


Waak  T«bo  Trap. 

8lae liatorlal OondiUoo. 


Waah  Toba  Trap  V  tBl« 

8lie Malarial Coodttioii. 

BatkTttb. 

Daacribo ; 


Light  and  TenUlallon  of  bath  oompartaMnt 

Start  Haatad  Boilar. 

Sediment  enda  whara 


Watar-claaata  la  ApaitBtat  —.•••••—••—•—•— .—™-—™- (aaa  iptftfal  oaid) 

Abj  Other  Fixtaraa 

Deaerfba: - 


lea  Box. 

Looatlon  andoondltkm 
Drip,  how  diipoaed  of  ., 
la  aaf^  waate  trapped  f... 
Oondltkm  of  floor 


Aft  Clothea  dried  la  ApartflMst ;  what 


Soil,  Waate  or  Vest  PIpea  la  i 

Viaible  in  apartaient  or  eoiieealad 

NaofaoO Material... 

No.  of  waate •• 

No.  of  Teat ...       •• 


JolaU  la  Son,  Waate  aad  Yeat  PIpea. 

Material 

Bemarha : .., 


Ofldal  laapeetioB  of  BaUdiaf. 
When  and  bj  whom 
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Sahitabt  Inspbotioh, 

Tbmkmbnt  Houn  Commimxoh, 

1900. 


pg.a. 


BUILT..-.. 
Beoord  No.. 


CELLAR,  YARDS,  HALLS,  ROOF,  CESSPOOLS,  SOIL 

Street No Near. 

No.  of  stories 

Hour I  «'if*    Inspector. 


fSL 

lAm 

Date  of  iDspecUoD 1000 


CELLAR. 

Used  for  what  purpose 

Closed  or  open  stairs  or  shafts  from  cellar  to  upper  floors 


Light  by  day  . 

••     ••  night 

Ventilation    .. 


Condition  of  Cellar. 

Clean  or  dirty  

Rubbish  or  foBoal  matter 
Whitewashed   


Kind  of  Cellar  Floor  and  Condition. 

Earth.     Cement.     Stone 

Waterproofed.      How   

Damp,  wet  or  dry    . 

Ceiling  of  Cellar. 

MateriaL     Fireproof 

Sound  or  broken   

Openings  into  pipe  chases  or  flues 

Cellar  Floor  Drain. 

How  connected  . 

Byidence  of  under-drains.      How  connected 
Blind  drains.     Condition 


Kain  Drain. 

Aboye  or  below  floor 
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IfAtorUl  Mid  qoAlliy 

Km 

How  mpportod 

Paleliad  or  toond 

Kind  ud  oondlUoo  of  JoInU 

Number  of  frae  openlngi  In  dndoi 

Any  odor  from  drmiiM  

8tMm  or  other  drtpt,  oonnoeUiif  with  dreins  where 

Cleenouteoodndne— kind  and  na 

Trep. 

Location Acoeerible  . 

Kind  of  oleenoat  ooven 


Freeh  Ahr  Inlet. 

Stse  

Bnde,  where  and  how 
Free  or  choked    


Vnaiber  and  Siiee  of  OonnecUng  Dtalne  In  Cellar. 

No.  of  ioU  pipee 8lae Ifaterial . 

••      waete  pipee   ••    •• 


▼entplpee 


Ho.  of  Vlaihle  Trape  In  Cellar  far 
Leaden    

Yard,  court  or  area  dralna 


Sink  or  Other  Fiztnre  in  Cellar. 

No.  and  kind 

Material  and  oondition    

Trapped  and  Tented 

How  Bupplied  with  water  

Dripe  or  aaf^  waatee  o?er  aink.     Flap  Talfee . 


Water  Serriee  in  Cellar. 

Siae  of  hooae  malna  and  material 

Meier,  what  kind 

Bnpply  to  hooae  tank,  direct  or  pomp    Siae  . 

Controlled  bj  whom 

Pnmp— Kind.     Site.     Oonditkm   

Direct  anpply,  U>  what  Soon 

Tankanpply,    ••     ••       ••      - 


Location.     MateriaL     Oooditloo 
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SiiiiTABT  IirsncTioir, 

Tbkxmbht  Housa  CommimioH| 

1900. 

Pg.8. 

BUILT 

Reooid  No. 

CELLAR,  YARDS,  HALLS,  ROOF,  CESSPOOLS,  SOIL 

Stieet. No. -Newr /^^ 

No.  of  stories Date  of  inspection ...lOOa 

Hour. {^'it        Inn»otor. _ 


FRONT  AND  BACK  YARDS,  COURTS,  AREAS,  LIGHT  SHAFTS. 

Condition 

Paved.    Material  

Will  sorfaoe  drain? 

ProYision  for  Drainage,  Back  Yards  and  Courts. 

Iron  cesspools  

Mason's  traps 

Blind  drains 

Trapped 

Leaders. 

No.  and  location.     Inside  or  outside  . ^... 

Material    

Trapped 

Condition   J. 

Used  for  soil  or  vent  pipes — . 

Are  soil,  waste  or  vent  pipes  used  for  leaders  t 

Hydrant  in  Yard. 

Location  

Used  by  how  many  families 

••       ••  ••     people  

Is  hydrant  water  used  for  drinking  f ^. 

Pump  or  Well  in  Yard. 

Location    

How  near  privies  
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OoDdiUoo  

Used  l^  how  many  famiUet  

••       "  ••     people  

If  waler  need  f or  drlnkinf  f . 

Garbage  Caat. 

Location  and  oondlUoo  . ............ ... .... 

CB88P00L. 

No.  and  looatlon . 

Dimeniiona z deep 

How  far  from  boUding  — 

••     ••     ••     pomp  or  well 

Natnre  of  •ornrandlng  aoU  . 

Material  of  walla 

Tight  or  leaching . 

Orerflow  dellTen  whara - 

Ventilated   ! 

ProTlelon  for  emptying  . 

Emptied  how  often  and  how 

Disinfected  how  often  and  how 

BeoelTes  what  drainage  . 

BALLS. 

Do  water-oloaeU  open  on  haDaf (see  special  card) 

PahUc  Sinks  In  EaUs. 

Number.    Location  Total  na 

Used  by  how  many  famlllea • — . 

••       "  ••     people 

Haterlal  of  sink  

Used  for  foBoal  matter  or  nrlne ... 

Cased  or  free   

Trap  material.      Site.     Ooodltloa 

Vent       ••  ••  •• 

Any  odor  at  sink  

Is  sink  well  lighted  f 

Oondltioii  of  floon  and  walla . 


TOL.  u — Si 
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SaVITABT  briFBOTIOH, 

TKinuiBNT  Housa  Commimioh, 
1900. 


Ffe.4. 


BUILT. 

Record  No- 


Stnet. 


CELLAR,  YARDS,  HALLS,  ROOF,  CESSPOOLS,  SOIL 
No. Near. 


/St. 

No.  of  itories. Date  of  iDspection.. 1000 

Hoar. -f  d'w        Inspector 


BALLS  — (Contiimed). 

Water  Supply  ftur  Hall  Fiztnrea. 

Street  supply.      What  fleors  ... 
Deficient  supply,  on  what  floors 
Pump  at  fixtures,  what  floors  ._ 
Tank  supply.     What  floors  — 

Other  Fixtures  in  Balls. 

Describe: 


ROOF. 

Condition  of  root     Any  foBcal  matter 

Roof  drains  where 

Condition  of  gutters   — 

Are  leader  connections  free  .. 

Soil  Waste  and  Vent  Pipes  abore  Roof. 

Soil      Na Siae Material. 

Waste  ••     •*    " 

Vent     "     ••      •• 

Wire  globe  cages  or  caps 

Open  how  high  abo?e  roof    

Open  less  than  20  ft  from  windows  or  yentUators    

Roof  Tank. 

Location  - 

Material 
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CaiwoitjinU.&galloas 

Ughi  or  toAldiig 

CoTW.      UMMsial   

Tknk,  how  fnU  

"       ••    tnppUed baUcoek pump. 

«•     Iroitproofed 

••     mppUM  what  floon  

••     water  QMd  for  drinklog 

••     orerflow  ooda  whore 

«•  "      trapped  

"     elean  or  dirty  

••     draw-off  eoda  where  

Do  drain  Tents  open  near  tank  f 

Pioriaion  for  Drjiiif  Qothee. 

Backyard Backyard  polee 

Roof  linea. In  air  i 


SOIL. 

Character  of  ground  ehown  by  Vlele*t  mi^ 

Orer  water  ooom   

"    nutfah 


LAWS. 

Do  plomblng  and  drainage  oooform  with  lawa  In  fdroe  at  tiae  hwikiing 

ImUtr.. 

WhatTkilatioDef 
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Aahitabt  laanomm, 


BUILT . 


Booovd  NOm 


WATSR-CL08ET  ACXXMOIODATIOHS.    FIFS8 

Siraei Ha Nett /*• 

\Am 


HaoliUxlaii Dirte  of  JMpection IMt 

Hoar /  ^  Jf-    IiMpeelor 


\F.M. 


■o.  ABd  Klai  ol  FlsteM. 

PtHj  Tftlllt .......................     ............ 

SdiooliinkorlalriDe  

Walor-eloMCs 

Sowwr  or  oenpool  diipoMl 

Back  FIxtart  «Mi  tj  how  lUaj : 

FamOlM .     Total  iia  of  famiUet. 

Peoplo Total  Da  ol  people 

B«ildiBg»  la  Beck  Yard. 

Nou«  meteiial  of  atmctiixe ;  lixe,  eonditkm 

How  far  from  other  bnfkliiigi 

Deed  eepeiately  or  in  oommon  

Na  ol  eompertmeota  end  oondttioa  

Locked  or  opeo 

Sepeiste  holMtngi  or  oompeitoieoto  tx  i 
Bnflding,  how  lighted  1^  dej  

•♦  «•  **         ••   flight 


Kind  of  floor  mad  eooditioo 

Na  ^»¥*  kind  of  aeete  and  f<**fr4\^^hn 
Caeed  with  wood  hdow  I 
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* 

PriTj  Vavlt  ABd  LoeatloD • 

Biie  ftad  mMariil  of  TAvlt x jc detp.. 

Wator-Ught  or  iMohlng 

Is  OTorflow  ooDoooted  U>  ww«r  or  oenpool  f 

••       tapped  r 

VMUt,  liow  fan   

ProTliloQ  f6r  flualilng    . ... 

••         ••  empljliif  . 

XmpUed,  how  often   « 

Apparatu  need  for  empiyhif 

ProTkion  fOr  dielnfecUng 

IHiinfeoledY  how  often • 

Condition  « 

Odor  

Remarks: .... ..... 


School  Sink  or  LatrlDs  and  LoeaUoa 

Na Katerlal Ahofo  or  hdow  floor. 

8lse  and  how  fall ^ 

Oatlei  plugged  or  open 

Who  operates  plug,  and  how  ofteo  f. 

Sewer  or  oesspool  oonneeted 

Is  flztare  trapped  f 

Proriilon  for  flashing  

Water,  how  oonneeted  

Condition  of  flztare 

Remarks: 
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Sahitabt  IWSPBOnOH, 
TbHBMJIHT  HouSB  COMMUlIOHi 

1900. 


p*.«. 

BUILT 


Beoord  Na. 


WATSR-CLOSST  ACOOMMODATIOITS.     PIPBS 

Street -No J^ear /^ 

No.  of  ftoriee Date  of  iiwpection. 1000 

Hour •(  ^'if*    Inspector -.. 


Water-doiete — Locatioii  and  Ho. 

In  yard 

••  cellar 

u  luoia 

**  apartments 


W.  C.  Compartment. 

Has  compartment  window  to  oater  air,  court,  U^t  shaft,  U^t  well,  hall,  ceUai^ 

or  apartment ;   specify  f - 

Well  lighted  

How  lighted  at  nig)it 

Has  compartment  yentilation  fine  f 8ise.. 

United  or  indiyidoal  vent  flues 

Material  of  floor  and  condition 

••       ••  walls   ••         ••         

Floor  slab  or  safe.     IfateriaL      Wet  or  dry.. 

Is  there  a  safe  waste  f 

Type  of  Closet  and  How  Trapped. 

Pan —  Syphon 

Wash  oat — ..,  Long  hopper 

Wash  down    Short  hopper 

Other  type  


Katerlal  of  Bowl  aad  Condition. 
Earthenware 
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Knameled  Iron   

Iron 

Connaotod  Mrthmiware  Tent  bom,  enek«d  or  broken 

WMbered  conpUng  on  Tent  

Vented  from  below  floor 

Floor  plate 

Drip  pen.     Ckmdltkm    _ 

Materiel  end  oondltlon  of  eeet 

le  flxtore  oaeed  in  wood  or  etooe  f    Oooditlon 


Cloeet,  How  rtosbed. 

IndiTidoal  tank  

Automaiio    •• 

Direet  from  water  pipe 

Water  from  booee  tank  or  atreei  preHnre 

!•  there  mflldent  floab  on  all  floors  f. 

Deficient  floah,  on  wbai  floon 

Ttoka  oat  of  order 

Odor 

What  disinfeotanta  need 

Remark! : 


8«ll,  Waste  and  Yeat  Pipes. 

Soil,  No.. Biae. Haterial. 

Waste,  No.. •• •• 

Vent,  Na «• '• 

Bxpoeed  or  cased 

Patcbed,  and  bow 

Are  openingi  about  pipes  sealed  at  floonf 


JsIbU. 

Kind  and  condition  of  Joints 

Bemarks! 
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Sahitabt  Imspbotiov, 

TuramMT  HouM  Commimioii, 

1900. 


Pg.7. 


BUILT 

BeoordNo.. 


Stieet. 


.No.. 


BuHder  

Owner 

Flamber 

Are  plans  now  on  file  in  Bldg.  Dept  f . 

FUnB  approyed  by  

Ylolationa  filed 

••        removed  . 

Beoorded  date  of  water-test  by  Dept    . 

"  •*     **  final  test  •*       " 

Deaths in 

Ck>ntagioQs  diseases  reported.    No.  in.. 
Whatdiseases 


..Near.. 


\ATe. 


.yean. 


Death  rate  of  building 
"  "     block  ... 

Siok  rate  of  bonding  .. 
"        "     block 


Applied.    Date   

By 

Machine  attached  to 

Smoke  letomed  through. 


8M0KB  TSST 
1900. 


Hour. 


Vent  pipes  choked 
Drains  untrapped 
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Leaks dltdoted andlooatloo   


T6Ul  namber  of  leaki 
BMiiarki! 


FRBB  OPBimrOS  FOR  X8CAP1  OP  DRAIN  AIR  TO  BUILDING 
Ditoloted  by  intpeoUon  (•namerau) 


Toul  namber  of  opening! 


Any  evidence  of  tnp  qrphonage.    Where 


TRAP  8TPH0NAGB 

f 


INDEX 


INDEX 


(FioumM  ] 


TO  Paom) 


AooMt  to  eonrti  and  ihaftt,  H.  ISS,  191. 
Ael- 

antliorUlnf  appotntmeat  of  Ti 
Honae  Gominlaalon  of  IflOO,  11. 
for  the  creation  of  a  loparato  Ti 

Hooae  DapartotieBt,  11. 140. 

for  the  more  effectnal  proTentloa  af  fliaa 

In  the  dty  of  New  York,  1840,  U.  S08. 

of  180B  In  telatloo  to  pobUo  balka,  tt.  41, 

M,06. 
of  1806  In  relation  to  pnbllo  batha  ami 

oomfori  aUtlona,  U.  40, 47, 48. 
laall  parks,  11.  8,  5. 

Teaeoient  Hooae  In  New  York,  aa  aaModad 
la  1001, 1002, 1008, 11. 187. 
Aela,  Tenement  Honaoi  In  New  York  — 
of  1887,1.4,91;  1L77,90I. 
of  1870, 1.  4,  00;  U.  78,  901. 
of  1887. 1.  4,  104. 
of  1806, 1.4,107;  U.  900. 
Aelon,  M.  L.,  11. 100. 

Idler,  Fellz,  1. 100, 110;  11. 17,  18.  00,  884. 
AdmlnlatraUon  of  balldlii«  aad  taaamaat 

bonee  laws.  IL  904. 
Age  of  booaea  Inspected,  1.  808. 
Agent's  name,  reglstratkNi  of,  11. 148, 108. 
Agenta.  booaea  controUad  bj.  IL  71. 

laBnifalo,  1L806. 
Air  abafU,  I.  8, 13. 106. 110, 118, 183, 188, 143, 
148.  154.  948.  910.  351,  3B8.  955,  988, 
888,  387, 408, 404.  418,  497;  U.  08, 181, 
183.  186.  354.  970. 

pace  required  In  rooma,  1. 108,  188,  183, 
158.  155, 180, 183,  947, 858. 
Albany.  11. 85. 
Aleorea,  U.  196. 188, 980. 
AUagbeny  Ooonty,  CItIc  Clob  of,  IL  88. 
AUoj  problem  — 
bi  BalUmoie.  1. 140. 
In  Washington,  1. 148. 
AtanlraU.  Raymond  F.,  11. 04, 08. 
Abny,  Frederick,  IL  08. 
AltoratloM,  11. 104. 114, 188. 178. 
AltsMUi.  v.,  H.  08. 

Aflsended  Tenement  Honse  Aet.  H.  187. 
»t  to  Fabllo  Health  Law.  ] 
U.104. 


Air 


408 


ito  to  Oreatar  New  York  Cbartar, 
U.  188. 

ABMricaa   dtlea.   booalng   eoodltloaa  aad 
teneoMat  laws  la   leadl^,   L   181; 
U.Oi. 
Amerieaa  laatltato  of  Arebltaeta,  L  87,  IIL 
Andrewa,  Goaataat  A.,  L  110. 
AaloBala,  kaeptag  of,  L  180;  U.  180, 108,  808, 

887. 
Aaaaal  report— 

of  Aaaodatloa  for  haprarteg  tha  Cta> 

dltloB  of  the  Poor.  L  07, 104;  U.  00. 
of  Board  of  Health,  L  108. 
of  Baffalo  Charity  Organlntlas  Soalely, 

L128. 
of  Baffalo  DepartaMot  of  Pablla  Worka, 

L197. 
of  City  Inspeetor  of  tha  Board  of  Health, 

L71,84;  H.0O. 
of  Intermeato  la  tha  City  aad  Cooaty  of 

New  York  for  the  Year  1849,  U.  00. 
of  London  Coaaty  CooadL  1800, 1. 178. 
of  TeneaMBt  Hooae  DspartsMot,  U.  148, 
151. 
ApartoMBt  card  aaed  la  1 

tloa,  11.  840,  488. 
ApartaMot  hoaaea,  L  87. 944.  808;  tt.  87. 
Apartaseato.  deanllaeaa,  L  487. 
Appeal,  board  of,  IL  no. 
Appeala,  Coart  of,  U.  480. 438.  434. 
Approprlatkm  for  TeneoMot  l 

sloB  of  1000,  U.  04. 
Ardiltacta.  American  InaUtoto  of,  L  87,  Ul. 
Arehltfcta,  lleeaataig  of,  L  188,  108;  tt.  07, 

430,434. 
Arehltootnral  Leagaa,  L  87,  111. 
Area  of  coorU  and  shafia,  IL  981. 

laeraaaed,  U.  989. 
Area— 

of  foarth  ward,  IL  7. 
of  seToath  ward,  U.  8. 
of  tenth  ward.  U.  0. 
of  thirteenth  ward,  tt.  0. 
of  foarteeath  ward,  tt.  0. 
of  sIztaeBth  ward,  tt.  10. 
of  sevsnteeath  wsird,  tt.  10. 
of  aightoaath  ward.  U.  10. 
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Area  (continued)  — 

of  nineteenth  ward,  II.  11. 
of  twentieth  ward,  U.  11. 
of  twenty-flnt  ward,  it.  11. 
of  iwenty-eecond  waxd,  ii.  11. 
Areas,  L  1S9,  246,  249,  3M;  it.  134, 188,  806. 
Artificial  flower-making  in  tenements,  L  53. 
Artisans  and  Laborers'  Dwellings  Improve- 
ment Acts,  i.  177. 
Ash  chutes  in  tenement  houses,  11. 97. 
Ashes,  receptacles  for,  1.  96, 169;  ii.  139, 191, 

307. 
Assembly,  New  York,  Inyestigating  Com- 
mittee of,  1866,  ii.  76, 77,  833. 
Assessments— 
in  Bronx,  1.  334. 
in  Brooklyn,  1.  335. 
in  Qneens,  i.  335. 
in  Richmond,  i.  337. 
Assistant  Corporation.  Counsel,  recommen- 
dations of,  1.  29,  33,  33;  U.  429,  430, 
431,432,434,435. 
tesUmouy  of,  ii.  100, 424. 
Assistant   engineers   of   Fire  Department, 

powers  transferred  to,  11.  204. 
Association  — 

Citizens',!.  93;  ii.  90. 
for  ImproTing  the  Condition  of  the  Poor, 
1.  76,  97, 100, 102,  104,  107,  HI,  393;  ii. 
36,  49.  71,  72.  73.  74.  90.  98.  99. 
for  the  Advancement  of  the  Interests  of 

Labor.  11.  99. 
Master  Plumbers',  ii.  97. 
Bute  ChariUes  Aid.  1.  96;  U.  96. 
Astor.  W.  W..  1. 99. 
Astral  apartments,  1.  364. 
Attic  rooms,  ii.  126, 183,  290. 
Auchmuty.  R.  T..  1.  90. 
Austrian  immigrants.  11.  80.  81.  83,  84. 

Babcock.  Samuel  D.,  1.  99. 

Back  to  back  tenements,  1.  293,  423;  ii.  96, 

471. 
Bakeries.  U.  116, 177,  266. 
Baltimore  — 

alley  problem  in,  1. 140. 

building  regulations  in,  1.  140,  157,  150; 
U.103. 

housing  conditions  in.  1. 140. 

public  baths  in.  11.  36. 
'*Bancker  St.  Fever."  11.  69. 
BanUters.  11. 115.  177.  332. 
Banking  law  in  New  York,  1.  373. 
Barracks,  ii.  70. 
Bartow.  Mrs.  Bernard.  11.  98. 
Basement — 

defined,  11. 104. 167. 

entrance  to.  i.  246. 

floors.  U.  137. 190. 

rooms.  1.  106.  139. 147,  153,  246,  249.  262. 
256.  428;  U.  97,  132,  135,  187,  189.  296. 
358. 


Bath  rooms,  whidows  In,  U.  126. 


Department  of.  in  Boston,  11.  88, 65. 

in  tenement  houses,  1.  47,  110,  251,  816, 
386.  403.  406.  434,  467;  U.  97,  98. 

summer  floating,  ii.  65. 
Baths,  public,  i.  112;  ii.  13,  85. 

Act  of  1805,  U.  42,  54, 55. 

Act  of  1806,  U.  46,  47,  48. 

and  Comfort  Stations,  Report  on,  U.  4ft. 

in  Baltimore,  ii.  85. 

in  Boston.  11.  85.  87. 

in  Brookline.  Mass.,  U.  85,  39. 

hi  Buffalo.  U.  85,  42, 54. 

in  Chicago,  ii.  35. 

in  Newark.  11.  35. 

in  New  York.  1. 106, 107;  U.  85, 4ft. 

in  Philadelphia,  U.  35,  36. 

in  PitUburg,  U.  35,  88. 

in  Rochester,  U.  35, 40« 

in  St.  Paul,  11.  35. 

in  San  Fraucisoo,  11.  85. 

in  Syracuse.  11.  35, 41. 

in  Yonkers.  11.  35. 

Jurisdiction  over.  ii.  56. 
"Battle  Row."  11. 79. 
"  Battle  with  the  Slum,"  i.  106. 
Beams  — 

first  tier  of,  i.  247,  280,  253,  255;  U.  Ill, 
174.  255. 

second  tier  of,  1.  247;  U.  266. 
Beaux  Arts.  Society  of,  1. 67. 
Bedford  Reformatory,  11. 21. 
Belgium  — 

building  regulations  In,  i.  179. 

housing  conditions  in,  i.  179. 

National  Savings-bank,  bnlldlnf  kwiit 
of,  1. 181. 
Berlin  — 

building  regulations  In,  i.  188;  11.122. 

housing  conditions  in.  i.  188. 
Bibliography  of  tenement  boose  problem  la 

New  York.  1. 117. 
"Big  put,"  11. 88. 
Biggs.  Dr.  Hermann  M.,  1.  86,  5Q,  445;  11.  06, 

100. 
Billings.  Dr.  John  S..  1.  54. 
Black,  Dr.  Robert  A.,  11. 100. 
Blackmail,  11.  21.  31. 
Blaokwell.  Dr.  EUzabeth,  U.  22. 
Block- 
most  densely  populated  in  New  York,  IL IL 

typical  tenement  house.  1. 112. 
Blocks,  through  venUlaUon  of,  i.  186, 187. 
Board  — 

of  Appeal.  11. 219. 

of  Education,  U.  51. 

of  Estimate  and  Apportkmmant,  IL  IS, 
48.49. 

of  Enunlners.  IL  219. 

of  Street  Opening  and  Improvement  of 
New  York  City,  U.  8. 
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Doftrd  of  Health — 

loeal.  11.  908. 

MelropollUn,  I.  M;  U.  9M,  90B»  »8. 

of  Baffmlo,  II.  OH. 

of  Chkmgo,  IL  88, 65. 

State,  t.  87. 
Boaitl  of  Health  of  New  York  ^ 

aoBaal  report  of,  i.  103. 

eemiu  of  tabereuloele,  1.  488. 

CItj  liMpeetor  of,  L  71;  84;  IL80^  90,  908, 
908. 

eondemiiatloa  of  boiitea  bj,  t  108,  908, 
800,  464. 

condemaatloii  of  priTlea  bj,  H.  188. 

dleeretloaary  powers  of,  i.  17, 18,  08|  100, 
108;  ti.  140. 

dotlee  of,  I.  98,  88;  It.  84, 908. 

eDforoement  of  law  bj,  IL  904, 906. 

laadeqaate  force  of,  1.  98,  408,  418,  491, 
423,4if7. 

intpeetors  of,  II.  900,  908. 

lodglBf  houeee  lieeneed  hj,  1.  41. 

meamim  afalnat  taberoaloeis,  1. 448, 484. 

mNfr-enforoemeDt  of  lawe  by,  IL 137. 

organisation  of,  li.  906,  906. 

powers  of,  i.  88;  IL  908,  989. 

powers  tiaasferred  to  Tenement  Honee 
Department,  II.  188, 187. 

reeommended  action  In  regard  to  taberen- 
loels,  1.  00,  487. 

Bflgletrar  of  SUtistios  In,  I.  86, 108. 

Sanitary  Inspectors  of,  1. 107,  919. 

SaalUry  Police  of,  II.  184, 910. 

Sanitary  Superintendent  of,  11.06, 100, 90flL 

•emiannnal   tenement  inspeetloos  of,  I. 
104.  919. 

testimony  of  representatiTes,  IL  08, 100. 

tnberenlosis  statistics,  1.  464. 
"Board  of  Home  Commissioners,"  1.  90,  00. 
Bohemian  immigrants,  11.  89. 
Boiling  of  fat,  IL  116, 177, 908. 
Bonner,  Ilnffh.  I.  900;  U.  91,  06. 
Booth,  Orrin  B.,  IL  90. 


bnllding  and  health  Uws  In,  1.  137,  158, 
180,160,161,  168;  IL  103. 

Department  of  Baths,  11.  88,  86. 

honsing  conditions  in,  1. 138;  H.  77. 

public  baths,  II.  89,  87. 
Bottoms  of  courts  and  shafts,  II.  184. 188. 
BosTare,  M.,  I.  180. 
Brady,  Thomas  J.,  IL  08, 99. 

letters  sent  to  by  CommlssloB,  U.  409, 404. 

tesUmony  of,  IL  884. 
Bread  and  blood  rioU,  il.  10. 
BreToort,  Samnel,  I.  87. 
Brogan,  James  C,  I.  981. 
Bromwell,  History  of  Immigration,  H.  90. 
Bronx  — 

assessments  fai,  L  884. 

Park,IL6. 

tenements,  L  49, 948. 


Brookllae,  Mass.,  pnbUo  baths  hi,  U.  86, 80. 
Brooklyn  — 

leaU  la,  1. 888. 

teMBMBts,  L  981,  989. 498, 490, 484. 
Brown.  Ghariss  S.,  U.  94. 
Brown  Law,  Aet  of  1806,  U.  49, 84, 65. 
Brawn,  M.  M.,  IL  90. 

Bmssels,  honshig  eondltlons  hi,  L  180, 18L 
Bryant,  Jossph  D.,  U.  4. 
Bryant  Park,  U.  11. 
Bryant,  Viola,  U.  98. 
Buffalo  — 

bttlMhig  Uws  hi,  I.  14,  16,  65,  198,  194, 
149, 143, 187, 188, 189, 160, 167, 170;  U. 
106, 191, 191. 
Charity  Organliatkio  Sodely  ef,  L  198; 

II.  49, 98. 
Committee  on  Sanitary  CondltloM  In  the 

Homes  of  the  Poor.  1. 198. 
Common  Conncll,  II.  49. 
Department  of  Pablic  Works,  1. 197. 
Health  Department,  U.  49, 64, 8^  98. 
hearing  hi,  II.  98. 

housfaig  eoBdlUoM  hi,  1. 66, 191, 149. 
Italian  distriet  of,  1. 199, 193, 194;  U.  48, 

819,  396,  867,  858,  380.  880. 
Polish  dUtrict  of.  L  199. 193, 194, 198;  tt. 

44,  340,  888,  887.  888.  880,  880. 
public  baths  hi,  IL  88.  49, 64. 
resulU  of  faiyesUgatkms  hi,  1900,  U.  8i0. 
sarlnga^mnks  In,  I.  198. 
schedules  used  hi  faiTestlgatlon,  IL  810, 484. 
suboommitlee  on  honsing  ooiidltlont  hi, 

11.08. 
tenement  sUtistlcs  hi,  IL  810. 
Builder's  mortgage,  1.  830. 
Builders,  licensing  of,  1. 198, 168;  II,  07, 490, 

434. 
BoiMing  and  Loan  Associations,  L  810. 
Building  Code  Commission,  Municipal,  1. 110. 
Building  Code  of  New  York,  1.  99,  93, 94. 

▼iolatiooe  of,  IL  141, 194, 480, 436. 
Buiidbig  Companies.  I.  337. 
Building  Department— 

applkations  for  samll  honsss  Slsd  with, 

L333. 
discretionary  powers  of,  L  97,  80;  U,  MOt 

117.  190. 
duties  of.  1. 98,  988. 
enforcement  of  law  by.  II.  904, 906. 
failure  to  check  TlohUlons  of  tha  Uw, 

L97.80.81.9«3,87e. 
former^  bureau   of  Firs  Depailsssnt, 

L90;  IL904. 
powers  of  Commissioner  of,  1. 916. 
powers  to  make  regulations,  IL  908^  989. 
powers  transferred  Is,  1.  80. 
requirements  of.  1.  987, 819,  81ft,  8a,  8M; 

il.  107, 198, 197. 198w 
testimony  of  oOdals,  II.  00, 100.  881. 
transfer  of  powers  to  TeneaMat  T 
U.ia3. 
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Building  Uwi— 

admlulatration  of,  iL  201. 
of  New  York  Bute,  LUt  of,  U.  837. 
yiolftUoni  of,  i.  32;  ii.  141, 19ft,  430, 485. 
Baildinf  loan  operators,  i,  30,  870,  871, 872, 

373,  374, 876,  Sn,  878. 
Boilding,  permit  to  oommenoe,  ii.  140, 1S3, 

430. 
Building  regnlationt  — 

in  Baltimore,  i.  140, 1G7, 109;  iL  108. 

in  Belgium,  i.  180. 

in  Berlin,  i.  188;  ii.  122. 

in  Boston,  i.  187, 100, 106;  U:  103. 

in  Baffalo,  i.  14, 15,  65, 128, 124,  142, 167, 

168,  169,  100, 167, 170;  ii.  108,  121, 122. 
in  Chicago,  1.  132, 167, 168, 169, 100, 168; 

ii.  103, 107, 106. 
in  GindnnaU,  i.  146, 169. 
in  Cleyeland,  i.  141. 
in  Colombna,  i.  163. 
in  Denver,  1. 168. 
in  Detroit,  i.  147. 

in  Edinburgh,  i.  178, 186;  ii.  118, 119, 120. 
in  France,  i.  180,  181. 
in  Glasgow,  i.  179, 182, 187 ;  ii.  118, 120. 
in  Great  Britain,  i.  174, 181. 
in  Hartford,  i.  166, 160. 
in  Jersey  City,  i.  157;  ii.  107. 
in  Kansas  City,  i.  161, 159. 
in  leading  American  cities,  i.  131,  167; 

U.M. 
in  leading  European  cities,  i.  173;  ii.  94. 
in  Uverpool,  i.  IH,  186;  ii.  118, 119. 
in  London,  i.  175, 184. 
in  LouUTille,  i.  149. 
in  Manchester,  i.  IH,  186;  ii.  118, 119. 
in  Bfiiwaukee,  i.  147, 167, 167;  ii.  103. 
in  BfinneapolU,  i.  150;  U.  103, 107. 
in  NashTille,  i.  154, 169. 
in  New  Orleans,  i.  146. 
in  Paris.  L  189;  ii.  118. 
in  PhiladelphU,  i.  14, 16,  28,  82, 184, 167, 

169, 162,  169;  ii.  103, 107, 108,  121, 122. 
in  PitUburg,  i.  146. 
in  Providence,  i.  160, 169;  ii.  103. 
in  Rochester,  i.  152, 160;  ii.  107. 
in  St.  LouU,  i.  159, 160 ;  ii.  103. 
in  St.  Paul,  i.  151, 157. 
in  Salford,  i.  178. 

in  San  Francisco,  i.  144, 160;  ii.  103, 107. 
in  Syracuse,  i.  164. 
in  Toledo,  i.  163. 
in  Vienna,  i.  180. 
in  Washington,  i.  148,  158,  159,  1G7,  109; 

ii.  103, 118. 
Building  regulations  continued  in  force  under 

new  code,  U.  146, 199. 
3uildiugs  — 

deanUness  of,  ii.  1.18, 191,  804. 
Commissioners  of,  ii.  96,  99, 100. 
converted  or  altered,  U.  104,  114,  168, 

176. 


Buildings  ((oontintud^— 

Department  for  Survey  and  InspeetioB  of, 
U.204. 

in  process  of  erection,  ii.  104, 168. 

on  same  lot  with  tenement  hoosa,  ti.  116, 
125, 177, 182. 

Surveyors  of,  ii.  203.  » 

unfit  for  habitation  to  be  oondemned,  ii. 
96, 314. 

unfit  for  human  habitation  to  be  vacatedt 
U.313. 
Buildings,  height  of,  limited,  i.  81. 

in  Beriin,  i.  188. 

in  Boston,  i.  137, 166. 

in  Buffalo,  i.  143, 167. 

in  Edinburgh,  i.  186;  U.  118. 

in  Glasgow,  i.  187;  U.  118. 

in  Uverpool,  1. 185;  U.  118. 

in  London,  i.  184. 

inMauchester,  i.  185;  ii.  118. 

in  Milwaukee,  i.  167. 

inParis,  i.  189;  iL  118. 

in  Washington,  i.  149. 167;  iL  118. 
BullEheads,  U.  108, 114, 172, 176. 
"  Bull-Dog  Alley,"  ii.  79, 
Bureaus  of  Tenement  House  Department- 
Inspection  Bureau,  ii.  150, 161. 

New  Building  Bureau,  iL  160, 16L 

Records,  Bureau  of,  ii.  160, 161. 
Bums,  Edward  G.,  ii.  98. 
Businesses,  dangerous,  in  tenemaoti,  ii.  116, 

177,260. 
Byrnes.  Joseph  P.,  i.  28L 

CampbeU.  Daniel,  U.  06, 100. 

tesUmony  of,  ii.  422. 
Capital,  organized,  in  small  bonae  problsB, 

L349. 
CargiU,  H.  L.,  L  329;  U.  100. 
Carter  H.  Harrison  Bath,  Chicago,  ii.  86. 
Causes  of  tenement  house  fires,  i.  265, 287. 
CeUings,  hei^t  of,  i.  95,  216,  249,  282,  2B6; 

U.  126, 188, 289. 
Cellar— 

ceiUngs,  ii.  137, 190,  260,  301,  806. 

concreting  of  floors,  i.  96,  103,  111,  216^ 
249. 

deflniUon  of,  i.  169;  U.  104, 167,  882. 

entrance,  L  158;  ii.  112, 176,  269. 

floors,  ii.  137, 190,  30a 

population,  ii.  69, 70. 71. 

rooms,  i.  23,  72,  83,  94,  139,  141,  146, 168^ 
184 ;  U.  132. 136, 187, 189,  296. 

stairs,  i.  246,  219.  260,  253,  286;  ii.  Ill, 
112,  174,  257. 

walls  and  ceilings,  ii.  187, 190,  806. 

wood-bins,  ii.  112,  260. 
CelUrs— 

condition  of,  L  828,  429. 

regulations  for,  U.  299. 
Census  reports.  U.  S.,  U.  90. 
Central  Park,  ii.  6, 10, 11. 


INDEX 


497 


GarUilcat«  of  compUanoe  with  law,  !i.  141« 

IM,  198. 
OMqMMU.I.M;  II.  8M. 
GiMMlwIek,  Edwtn.  i.  75. 
Ohandtor,  GbarlM  F.,  1. 101. 
GhaagM  In  ooeapancy,  il.  168, 176. 
CharitiM  Aid  Anoeiation,  8UU,  I.  96;  IL96. 
GhariUM.  Uoitad  Hebrew,  i.  113;  U.  66. 
Charity  Organliation  Society  — 

ofBalTalo.i.  128;  11.43,06. 

of  New  York,  i.  100;  11.00. 
Oharter.  QrMitor  New  York,  U.  n,  100, 160, 
600. 

proposed  amendmenta  to,  ii.  168. 
Chicago— 

hnilding  and  health  regnlatione  of,  1. 131, 
132, 167, 108,  160, 160,  168;  U.  106, 107, 
106. 

City  Homos  Association  of,  1. 131. 

Department  of  Health,  II.  36,  06. 

honsing  conditions  in,  1. 131. 

licenses  for  bnilden  and  architeeta  In, 
I.  133,  166. 

ordinances  of  the  Health  Department  In, 
1.132. 

pablio  baths  in,  II.  30. 

women  sanitary  police  In,  1. 138. 
GhifTonniers,  11.  74,  76,  84.  86. 
Children  in  BoITaIo  tenement  districts,  II.  380. 
•'Children  of  the  Poor,"  I.  100. 
Children's  Aid  Society,  I.  HI. 
Chimneys,  i.  00, 100;  il.  133, 187,303,300,308. 
Chnrch  Assoolatioa  for  the  Advsnos—sot  of 

the  Interests  of  Labor,  ii.  00. 
Cigar  Maken'  Union,  Ii.  00. 
Cigar  making  in  tenements,  1.  OS. 
Cincinnati  — 

bnildlng  Uws  In,  I.  145, 100. 

hoosing  conditions  in,  1. 144. 
Cbenlar  letters  sent  oni  by  Commisidoii  of 

1900,  il.  06,  461. 
Citisens'  AssociaUon.  1. 03:  ii.  00. 
City  and  Suburban  Homes  Co.,  1.  107,  845, 

364,366;  U.  06,  00. 
City  Charter,  Ii.  81, 100, 120,  300. 

proposed  amendment  to,  ii.  168. 
City  Hall  Park,  ii.  8. 

City  Homes  Association  of  Chicago,  L  131. 
aty  Inspector  of  the  Board  of  Health,  I.  H, 

84;  11.60.00,206.306. 
CItIo  Centra  of  Washington,  1. 148. 
drie  Glob  of  Allegheny  County,  il.  86. 
CUighom,  Kate  Holladay,  ii.  60, 100. 
Cleanliness  of  apartments,  i.  437;  IL  366. 
Qeaaliness  of  buildings,  U.  136, 101,  304. 
CleTeland  — 

building  hiws  In,  1.141. 

housing  conditions  In.  1. 141. 
Cloak  Makera'  Union,  U.  00. 
doeat  under  flntnitory  stain,  IL  113,  175, 

280. 
Qothes  dried  hi  air  shaf U.  IL  07. 

TOU  II  — 8  k 


Code,  new,  building  rsgnlatloaa  eootianed 

In  force  under,  Ii.  146, 100. 
Code  of  Tenement  Hoose  Laws,  ptopoaad, 

U.  103. 
Golden,  Mayor,  U.  68. 
College  SetUement,  i.  Ill,  806;  IL  00. 
Golooisatloa  la  coantry  ph^ea,  H.  60. 
Golnmbua— 

building  and  health  ordlnaaeea  fai,  1. 168. 

honsing  condltloBs  In,  1. 153. 
CooibasUble  arUeles,  storage  of,  L  166;  IL 

116,  m,  364. 
Comfort  Stations,  Public  Baths  and  — 

Act  of  1606  In  relaUoa  to,  IL  46, 47, 46. 

report  on,  II.  46. 
Commission  of  1000 — 

act  authorixing  appolatmeat  of ,  IL  OOL 

appropriation  for,  11.  9i, 

clreulars  sent  out  by,  11. 06,  461. 

conference  with  heads  of 
11.06. 

duUes  of.  11.  03,  01. 

EzecutlTC  Committee,  11.  06. 

expenses  of,  11. 03. 

inTestlgatioos  by,  II.  05, 06. 

hearings  of,  IL  06, 00. 

members  of,  11.  IM. 

powera  of,  11.  03. 

proceedings  of,  II.  03. 

statistics  on  tenement  houses  la 
hattan  gathered  by,  II.  06. 

subcommittees  of,  II.  IM,  05. 

suggestions  made  le,  11.  06,  07,  430,  430^ 
431.  433.  434.  435. 
Commission,  Permanent  Teoemeoi  Doaae, 

11.336. 
Commissions,  State  Tenement  Hoaae- 

in  1806,  L  4,  87;  11.  75.  H.  833. 

in  1884. 1.  4,  103 ;  IL  3.  78.  00.  333.  834. 

hi  1804, 1.  4.  105.  206;  IL  4,  78,  67,  00, 118, 
334.335. 

in  1000,  L  116:  IL  334.  335. 
Commissioner  of  Labor,  Ohio,  Statistical 

Report  of,  I.  145. 
Commissioner  of  Labor,  U.  S.,  Spedal  Ra- 

port  of,  1.  106. 140,  176. 180. 
Gommisslooer  of  Public  Buildings,  UfhUac 

and  Supplies.  11.  48.  61. 
Oomralsslonen  of  Buildings — 

Brooklyn.  11.06,00. 

Bronx,  II.  06,  00. 

Manhattan,  U.  05,  00. 

Queens,  II.  00, 100. 

Richmond,  U.  05, 100. 
Commissioners — 

of  Public  Works,  U.  40. 

of  Tenement  Hoaae  Departaseat,  IL  149 
100. 

sanitary,  11.  306. 
Committee,  Mayor's,  1.  00;  IL  46, 54. 
Committee  of  1653, 1.  76. 
Committee  of  Ntoa,  LOO. 
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Committee  of  1885, 1. 18. 
GommHtee  on  Pablic  MonUlty.  ii.  00. 
Gommittee  on  Sanitary  Conditions  in  tlie 

Homes  of  the  Poor,  Buffalo,  1. 123. 
Committee  on  the  Elevation  of  the  Poor  in 

their  Homes,  i.  U8. 
Committee,  Small  Parks,  ii.  4, 7, 8. 
Committees,  Snb-,  of  Commission  of  1000,  U. 

91,06. 
Common  Conncil  of  Buffalo,  ii.  42. 
Common  Conncil  of  New  York,  powers  trans- 
ferred to,  ii.  205. 
Competitions,  model  tenement,  i.  100,  107, 

115,  206. 
Complaint  book  of  Tenement  Hoose  Depart- 
ment, ii.  140, 152. 
Comptroller  of  City  of  New  York,  ii.  48. 
Concreting  of  cellars,  1.  06,  103,  111,  246, 

240. 
Condemnation — 

of  houses,  i.  106,  180,  155, 161, 174, 175, 

2U6,  aOO,  464;  ii.  06,  206,  314. 
of  privies  by  Board  of  Health,  ii.  136. 
Constantine,  Dr.  D.  J.,  ii.  06. 
Cousumers'  League,  National,  11. 00. 
ConsumpUon,  i.  10,  12,  35,  50,  70, 113,  447, 

461. 
Consumptives,  education  of,  i.  466, 461. 
Contagious  diseases,  reports  on,  1.  150;  ii. 

312,360. 
Continental  housing  conditions,  i.  180. 
Converted  and  altered  houses,  ii.  104,  114, 

168, 176. 
Cooper,  Mayor,  1.  00. 

Cooperation  of  other  departments  with  Ten- 
ement House  Department,  i.  158. 
Corlean  Hook  Park,  U.  5,  0. 
Comer  house,  shafts  in,  ii.  282. 
Comer  iota,  U.  104, 117, 110, 178. 
Corporation  Counsel,  Assistant,  i.  20,  32, 
83;  ii.  100,424. 
recommendations  of,  ii.  420,  430, 431, 432, 

434,436. 
testimony  of,  IL  100,  424. 
Cost  of  tuberculosis  to  the  community,  i. 

468,460. 
Conncil  of  Hygiene,  1.  4,  78,  02, 103,  212;  ii. 

72,  76,  00,  205. 
Country,  colonization  In,  ii.  80. 
Court— 

of  Appeals,  ii.  430,  433^  434. 
Supreme,  ii.  3,  430,  431. 
CourU,  i.  14, 143,  170,  324;  ii.  120, 170,  867. 
access  to,  ii.  138,101. 
aroasof,  ii.281,  282. 
bottoms  of,  ii.  1.34,  188,  857. 
defined,  it  101,  167. 
in  tenement  houses,  U.  120, 170,  867. 
inner,  i.  143,  170;  U.  123,  124,  180,  181, 

182. 
outer,  ii.  121, 122, 124. 179, 180, 182. 
supplementary,  1. 143, 170. 


Courts  (eondnfied)  — 
walU  of,  U.  138, 101. 
yard,  i.  143, 170. 

Cravath,  Paul  D.,  U.  04. 

Crawford,  WiUiam  J.,  ii.  100. 

Crime  in  relation  to  tenement  house  prob- 
lem, 1. 113. 

Crime,  Juvenile,  11. 6. 

Criminal  prosecution  in  case  of  vlolatloiis  of 
building  Uws,  U.  430, 435. 

Cioker,  Fire  Chief  Edward  T.,  U.  06. 

Croton  water,  introduction  of,  ii.  75. 

Curtis,  EU,  i.  87. 

Cutting,  R.  Fulton,  ii.  06. 

Cutting,  W.  Bayard,  1.  00, 864. 

Dahlgren,  John  Vinton,  i.  110. 

Daley,  Agnes,  ii.  00. 

Daly,  C.  P.,  1.  90. 

Dangerous  businesses,  i.  106;  11.  116,  177, 

266. 
Dark  halls,  i.  8, 18, 106,  385, 426. 
Dark  rooms,  1.  88, 102, 112,  404, 436,  447;  II. 

369. 
Death-rates.  L  54,  71,  204,  450,  461, 452, 453, 

463;  ii.  6,  8,  60,  76. 
Deaths,  proportion  due  to  tubercular  dis- 
eases, i.  418,  450,  461,  462, 453, 463. 
de  CosU,  Moses,  ii.  90. 
Definition  — 

of  basement,  ii.  101, 167. 

of  cellar,  ii.  104, 1G7,  332. 

of  court,  ii.  101, 167. 

of  fireproof  tenement  house,  IL  104, 167. 

of  lodging  house,  ii.  331. 

of  public  hall,  U.  104, 167. 

of  shaft,  ii.  104, 167. 

of  stair  hall,  ii.  104, 167. 

of  tenement  house,  1.  87, 94, 108, 142, 161 ; 

U.  103, 167,  830. 
of  yard,  U.  103, 167. 
Definitions  of  terms  used  in  act  creating 
Tenement     House    Department,    U. 
150. 
de  Forest,  Robert  W.,  L  zi.,  1, 110;  Ii.  9«. 
De  Milt  Dispensary,  ii.  53. 
Density  of  population  and  tnberouloais^ 
in  New  York,  1.  447. 
in  France,  1. 463. 
Denver  — 

building  and  health  ordinanoea  In,  t.  KB. 
housing  conditions  in,  i.  152. 
tenement  house  definition  in,  it.  108. 
Department  for  tlie  Survey  and  Inspeetloo 

of  Buildings,  ii.  204. 
Department  of  Baths  in  Boston,  11.  88,  55. 
Department  of  Buildings— 

applications  for  small  honses  filed  with, 

1.333. 
discretionary  powers  of,  1.  27,  88;  IL  100, 

117, 120. 
duties  of,  1.28,  80,  288. 
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DipArtmflBt  of  Bonding!  (eaniinu§d)  — 
•BloroeoMBt  of  Imw  by,  U.  9M,  206. 
fiOloro  to  eliMk  TioUUoM  of  tho  law,  t 

97,  ao,  81,  M3,  976. 
fonnorly  barMM  of  Fire  DoportmMit,  1. 

»;  U.  9M. 
powers  of  GomoiltdoDer  of,  I.  946. 
powers  to  make  regnlatloiis,  11.  906, 989. 
powers  trsoeferred  to,  1.  80. 
leqnlrements  of,  1.  997,  819,  819,  821, 8M; 

U.  107,  196,  197, 128. 
Isetlaioay  of  offldmle,  11.  00, 100,  861. 
traasfer  of  powers  to  TeoeaMst  Hoase 
Department,  11. 168. 
Dspartment  of  Dwellings  of  Assoelatkia  for 
haproTlaf  the  Ooodltloa  of  the  Poor, 
tl07. 
Dspartmeat  of  Parks,  II.  4, 61. 
DeparlBMBt  of  Public  Works,  Baffalo,  1. 197. 
Department,  Tenement  House — 

act  for  the  creation  of  a  separate,  It 

140. 
offloers  and  employees,  11. 140, 160. 
organisation  of,  11. 149.    . 
powers  and  dutlee  of,  11. 182. 
powers  transferred  to,  11. 168, 166, 107. 
fseords  and  reports,  mlsoellaneous  pro* 
Tlslons,  II.  167. 
Dspartments  — 

eodperatlye  with  Tenement  House  De- 
partment, 11. 168. 
heads  of,  oonferenoe  with  Commission  of 

1000,  U.  06. 
transfer  of  powers  to  Tenement  House 

Department,  11. 163, 166,  167. 
traasfer  of  property,  etc,  to  Tsnemwt 
Bouse  Department,  II.  168. 
Depaty  Gommlssloner  of  Tenement  House 

Department.  11. 140, 160. 
Details  of  men  to  assist  Tenement  Hoase 

Department,  II.  168. 
Detroit — 

building  legulaUons  In,  I.  147. 
housing  conditions  hi,  1. 147. 
Dsreloproent  companies,  I.  887. 
DstU*s  Kitchen,  II.  70. 
DsTtoe,  Edward  T.,  1. 110;  11.  00. 
Derlns,  John  B.,  II.  4. 
De  Witt  Memorial  Church,  II.  00. 
DIhMildatlon,  1.  424. 
Dillingham,  Dr.  Frederick  H.,  U.  100. 
Diphtheria,  1. 118,  116. 
Dlieretlonary  powers  to  city  departments, 
L  17, 18,  97,  88.  96. 100, 100, 184,  914. 
» maps.  1.  118.  448. 

s,  contagious,  reports  oa,  L  160;  11. 
819,  80a 
DWafeetlou  of  coasumptlTSs'  apartaMOti, 

1.467. 
Dispensary  — 
De  Milt.  II.  68. 
Good  Samaritan,  IL  00.         C 


DiTided  reeponslbUlty  for  tenesMnt  coadi- 

tlons,  I.  98, 988. 980;  11.  906. 
Division  of  Tenement  House  DepartsMat  for 

Brooklyn,  Queens,  aad  RkhoMad,  H. 

160. 
Docherty,  Augustus,  H.  08. 
Dooner,  John  A.,  II.  90. 
testimony  of,  U.  400. 
Doubl»4eckers,  I.  7, 101,  186,  906,  494,  496, 

437,498,480;  11.87. 
Do««las,  WUllam  A.,  L  119;  IL  49,  94,  06, 

847. 
Dorer  Street  Bath,  11.  87, 88. 
Drafaiage  of  shafts,  eourts,  areas,  aad  yards, 

tt.  134, 188. 
Drain  pipe,  main,  I.  818. 
Drew,  George  8>,  L  88. 
Drazel,  Joseph  W.,  I.  108;  II.  884. 
Drug  stores  In  tenements.  U.  117. 178, 968. 
Drytog  clothes  In  air  shafts,  U.  97. 
Dnganne,  A.  J.  H..  1.  87. 
Dumb^Mll  tenements,  I.  7. 100, 166;  U.  87. 
Dumb-waiter,  II.  07. 
Dumb-waiter  shafu.  1.  940,  900,  968,  966; 

11.  116.  in.  968. 
Dwellings  Impfovement  Acts,  Artlsaas  aad 

Laborers*,  1.  Ml. 
Dwlght,  Wlnthrop  B.,  1. 171;  11.  94. 


River  Park,  II.  6. 
Bast  Side,  life  on  the,  I.  806. 
Best  Side  SettlesBent,  II.  18. 
Beonomlcs,  tsnsaMut  hoase,  H.  81. 
Bdfaiburgh- 

bulklhig  and  health  ngulatloae  tai,  1 188; 
II.  118. 119. 190. 

faaproTement  of  hoaslag  eoadltloas  la, 
I.  178. 
Bdeon.  Cyme,  1. 106. 
Bducatlon  — 

as  a  reflsedy  for  teassisat  erfls,  1. 441. 

Board  of.  II.  61. 

hi  regard  to  tabeteulosb.  I.  488, 481,  467. 
^frsss  or  escape  la  case  of  Are,  II.  114, 176^ 

937.880. 
EMlltx.  Otto  M..  II.  94. 
E^^teenth  ward  — 

area  of,  II.  10. 

population  of,  II.  10. 

small  park  needed  fai.  U.  10. 

tenement  statisttos  of,  1. 907. 
BIghthward  — 

natloaalltlee  ta,  U.  87. 

tenement  sUHstles  of,  I.  900L 
Elerators,  II.  07. 

Blerator  shafts.  I.  966;  H.  116.  IH,  989. 
Blerenth  ward  — 

staughter-housee  In,  U.  78. 

tenement  statletlce  of.  L  909. 
BtUeott,  Joseph,  I.  191. 
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Elslog,  Bey.  W.  T.,  U.  9d. 

BDOumbrance  of  flie  etoapet,  1. 282, 284, 288, 

88B,  887;  U.  110, 141, 176, 194, 2iD. 
Enforoemeat  of  bnilding  and  health  regnla- 

tlODI  — 

in  Edinbuigh,  1. 186. 
In  Glasgow,  1. 182, 188. 
In  Liverpool,  i.  186. 
in  London,  i.  184. 
In  Maneheater,  i.  185. 
In  New  York,  i.  26,  248 ;  U.  204. 
in  Parie,  1. 190. 
Enforcement — 

of  law  in  ragaid  to  eonatmotlon  of  new 

buildings,  hearing  on,  U.  90. 
of  new  Tenement  House  Law,  11. 141, 198. 
of  tenement  house  laws  by  the  Building 
and  Health  Departments,  hearing  on, 
U.  100. 
English  Immigrants,  ii.  68,  80,  81,  83,  80. 
Entranoe  halU,  11. 110, 173. 
Entrance  to  cellar  or  basement,  1. 168,  216; 

U.  112, 175, 200. 
JSoirj,  right  of,  of  officers  of  Tenement 

House  Department,  iif  156. 
Entry  to  tenement  or  lodging  houses,  rights 

of  public  officials,  11.  212. 
Erection,  buildings  in  process  of,  11.  104, 

168. 
Esterbrook,  Wm.  P.,  L  103;  11. 834. 
Estimate  and   Apportionment,   Board   of, 

11. 12.  48, 4& 
Ethical  Culture,  Society  for,  1. 102. 
European  cities,  housing  conditions  and  ten- 
ement laws  in  leading,  L  178;  11. 94» 
tuberculosis  in,  L  452,  463. 
Eriction,  11.  97. 
Evil,  social,  wrong  and  right  methods  of 

dealing  with,  U.  22. 
«  9Til,  Tenement  House,  and  Its  Cure,"  IL  90. 
Evils  — 

of  the  tenement  house  system,  hearings 

on,  11.  09. 
Tenement,  as  seen  by  an  inspector,  1.  410. 
Tenement,  as  seen  by  the  tenants,  1.  65, 
886. 
Examination  of  Plumbers,  11.  828. 
Examiners,  Board  of,  11. 210. 
Exhibition,  Tenement  House,  1.  111. 
Existing  tenement  houses— 

hispectlon  by  Commission  of  1900, 11. 05. 
provisions  applicable  only  to,  11. 113, 128, 
135, 175, 184, 180. 
Experiences  in  tenement  house  life  related 

by  tenants,  1.  880,  304,  307,  308,  402. 
Explanatory  notes  on  proposed  Code  of 
Tenement  House  Laws,  11. 101. 

Fkotorles,  scheme  for  driving  from  New 
York,  U.  97. 

Fikctory  inspectors,  increase  In  force  recom- 
mended, 1.  54. 


False  returns  and  misleading  reports  to  Ten- 
ement House  Department,  punishment 
for,  11. 156. 
Falsely  personating  an  officer  of  Tenenent 

House  Department,  11. 156. 
Fat  boiling  in  tenements,  L  106;  U.  116»  ITT, 

260. 
FederaUoQ  of  Labor,  State,  Ii.  98, 00. 
Feeny,  Dr.  J.  L.,  U.  100. 
Fee  system  in  pnblle  baths,  U.88, 88,40,41, 

45. 
Fees  for  permits  for  alteration  or  constino- 
tion  of  buildings,  PhiUdelphia,  i.  162. 
Fifteenth  ward,  tenement  statistics  of,  i.  200^ 
Fifth  Avenue  Baptist  Church,  11. 63. 
Fifth  ward,  tenement  sUtlstlcs  of,  1 197. 
Financial  side  of  tenement  house  problem, 

i.  6, 38,  58,  367,  362. 
Fining  of  prosUtutes,  U.  20, 23. 
Fhinish  immigranU,  11. 81. 
Fire,  egress  in  case  of,  11. 114, 176,  287, 868. 
Fires— 

Act  for  the  more  effectual  prevention  of, 

in  New  York,  1849,  ii.  208. 
in  tenement  houses,  i.  14,  20,  106. 
Tenement  house,  in  New  York,  speeiai 
report  on,  1.  261;  U.  96,  110. 
Fire  alarms,  11.  267,  358. 
Sire  Department— 

Assistant  Engineers  of,  ii.  204. 

Chiefs  of  Battalions,  extraets  from  fs- 

porU  of,  i.  271,  281,  286. 
duties  of,  1.28;  U.  205. 
recommendations  of,  i.  14, 20,  21 ;  IL  112. 
records  of,  1.  263. 
responsibility    for    lire-eaeapo    enoun- 

brance,  i.  288. 
transfer  of  powers  to  Tenement  Boast 
Department,  11. 153. 
Fire  limit,  ii.  116. 

Fire  protection,  1.  20. 97. 04, 96, 106, 182, 186, 
136, 137, 141, 143, 147, 148, 149, 160, 168, 
157. 103,  246, 217, 249, 250, 263, 256, 268^ 
274,  385,  387. 
Fire  provisions.  11. 104, 160,  208, 237, 267. 
Fire  stops,  ii.  112. 175. 
Fire  Underwriters,  Board  of,  ii.  111. 
Fire  Wardens,  ii.  204. 
Fire-escapes  — 

construction  of,  1.  281.  284,  408;  U.  106, 

113, 114, 115, 160, 175,  176. 
encumbrance  of,  1.  282,  284, 288, 885, 887 ; 

U.  115, 141, 176,194,210. 
in  air  shaf  U,  1.  288. 
in  Buffalo,  11.  98, 867. 
in  New  York  and  Brookljrn,  I.  277, 281. 
inspection  of,  by  Commission  of  190QL  IL  96w 
position  of,  1.  277,  278. 270,  286,  287. 
repair  of,  11. 115, 176,  240. 
Fire-escape  law,  enforcement  of,  1.  280. 
Fire-escape  schedule  used  in  Investlgatloa  In 
New  York,  ii.  470. 
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nnplMMS,  II.  !»,  m,  800. 
FIraproof  ooMtnietioa,  I.  81,  816.  817,  819, 
am,  863,  800;  11.  104. 106,  100, 110,  lU, 
118, 116, 167, 178, 178, 174, 176,  IH. 
flrtproof  thatUn,  U.  886. 
flrtproof  taoMient  hoiuM,  11.  67. 
d«6B«i,  11. 104, 167. 
nqulrwl,  11. 104, 160,  888. 

Flm— 

boUdlBf  law  In  Bfooklyn,  1668,  H.  804. 
building  Uw  In  Mew  York,  1640,  U.  806. 
hMlth  Uw,  11.  806. 
Importont  moyemeot  In  bowing  reform, 

1.71. 
leglsUUlTe  oommlaeloo,  1. 67. 
model  tenement,  1.  86. 
report  of  a  oommlttee  on  the  eanltmrj  eon- 
dltlon  of  the  Uboring  dmaeee,  11. 78, 00. 
ioelologlcal  itady  of  tenement  eoodltlone, 

1.84. 
tenement  boOM  Uw,  I.  04;  tt.  804. 
tenement  honae  report,  I.  77. 
tier  of  beame,  1.847,  300,  863, 866;  ILUl, 

174, 866. 
ward,  tenement  itatlatica  of,  1. 196. 
FiTe  Pblnts,  II.  6,  84. 
FIto  Points  riot,  11. 60. 
Flags.  Emeit,  1.  66, 106, 110;  II.  90. 
Flick,  Dr.,  1. 466. 
Floating  bathe,  aummer,  II.  66. 
Flobra  of  oellan,  I.  06,  106,  HI,  846,  849; 

II.  187,  190,  800. 
Flower  making,  artUlelal,  la  tenementa,  I. 

63^  IL  97. 
Fb1aom*i  Barraeka,  U.  73. 
Forbea,  Qerritt,  I.  71 ;  U.  60,  90. 
Foreign-bom,  death  rates  of,  it  60, 7^ 
Foreign    Immigration    and    the    teneaseat 

bonee  In  New  York  CItj,  II.  67. 
Foreign  Immigration  and  tenement  condi- 
tions, sonioea  of  Information  relating 
to,  II.  00. 
Foster,  Roger,  1. 106. 
Fdontalns,  1. 107. 
Fonrteenth  ward — 
area  of,  U.  9. 
Italians  In,  U.  64, 87. 
popnUtion  of,  II.  9. 
slaogbter^^ionaee  In,  1864,  IL  76. 
somll  parks  needed,  II.  9. 
tenement  statisttos  of,  1. 904. 
Fonrth  ward» 
area  of,  II.  8. 
natlonalltlea  In,  U.  87. 
popnUtlon  of,  IL  7, 6. 
mauJl  parks  needed,  U.  6. 
tsBement  sUtlettos  of,  1. 197. 
Fowler,  George  B.,  U.  94, 96. 
Frame  teneaseata,  U.  118, 176, 176, 861. 
France — 

bonaing  oondlUona  la,  1. 180, 16L 
«iTlngs4MalES  la,  1. 16L 


Frankel,  lioe  K.,  II.  06. 

Fresh  air  Inlet.  1. 880. 

Friendly  Aid  Settlement,  U.  90. 

Fochs,  Emil,  IL  99. 

Fund.  Teneasent  Honae,  L  100;  U.  886. 

Fonke,  Hago,  L  888. 

Gambling  In  tenement  districts,  I.  68. 
Garbage  diepoeal,  I.  96,  109,  867,  «T,  480; 

11.  180, 101,  80f.  809. 
Garment  workers,  IL  96, 90. 
Gerbardt,  William  P.,  L  806w 
Geramn  Immigrants,  II.  69, 73,  78, 74, 78, 60, 

81,88,84,80,86,87,881 
Gibson,  R.  W.,  I.  66. 
GlddUgs,  Franklin  B.,  I.  64. 
Glider,  Richard  Watson,  1. 106, 110. 
GUsgow— 

balldlng  regaUtlons  In,  II.  116, 180. 
Chief  of  Police  qnoted,  U.  83. 
General  Sanitary  Inspector  of,  1. 186. 
boodng  acta  In,  1. 179. 189, 187. 
Improreasent  of  boasing  eoadltlons  la, 

L179L 
Pcllce  Amendment  Act  of  1860, 1. 188. 
sanitary  Inspection  In.  L  87. 188. 
statUtksa  In  ragaid   to  prostltntloa,  II. 

83,83. 
system  of  dealing  with  prostltntloa,  U.  23. 
ticketed  honae  system  la,  L  188. 
Workmea's  DwelUi^  Compaay,  Seera- 
toryof.L18S. 
Goddard.  F.  Nortoa,  IL  86, 94,  96. 
Gongs  for  fire  alarm,  IL  868. 
Good  Samaritan  Dlspeaaary,  II.  99. 
Gordon,  Robert.  1. 101. 
Gotham  Gonrt,  L  76, 87;  IL  6. 
GonkI,  Dr.  Elgin  R.  L.,  I.  89.  106,  110,  176, 

160.866;  U.  04.  96,  96. 100. 
Great  Britain,  boosing  condltloaa  and  Isaa- 

Bieat  Uws  In,  1. 174, 181. 
Greene,  Stephenson  ft,  arehlteeta,  L  66. 
Greenpofait,  I.  883. 
Griseom,  Dr.  John  H.,  L  n,  84;  U.67,6^6^ 

70. 71,  74,  76,  n,  86, 90. 
Grossman.  H..  II.  99. 
Gnards  for  windows,  II.  97.  888. 
Gnerard.  Dr.  A.  R..  1.  60.  400;  U.  96,  Htt. 
Goerin,  William,  L  961. 883. 
Gnllfoyle,  John,  II.  06.  90. 
my  of,  U.  416. 


Habitable  i 

else  of.  I.  847, 363;  IL  186, 188, 383. 

windows  In,  U.  186, 136,180, 188, 186,384, 
888,  360. 
Han  partltlona,  constractlon  of,  II.  348. 
Hall.  Rot.  Joha.  1. 101. 
Halla,  I.  8, 18, 106, 846.  840i  868,  866, 886, 486w 

additional.  11. 189.  186. 

entrance,  IL  110, 178. 
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Hallt  ioontinued)  — 

pabllo,  oonitruotion  of,  IL  106,  114,  173, 

176,  244,  246. 
public,  defined,  U.  Id,  167. 
pnbUc,  lighting  of,  ii.  187,  126,  130,  131, 

132, 183,  164, 165, 166,  291, 366. 
pablio,  ventiUUon  of,  U.  127, 126, 132, 163, 

164. 166,  291,  356. 
flair,  oonstnietion  of,  ii.  106, 109, 110, 114, 

172, 173.  176. 
•tair.  defined,  U.  104, 107. 
Hkllwayi  and  itairwaye.  xegulations  for  oon- 

•truction  of.  Ii.  246* 
HaUwayi,  width  of,  U.  356. 
HamUton  Pish  Park,  iL  3,  6,  61. 
Harde  &  Short,  aichitecta,  i.  66. 
Harder,  IsraeU  &,  architects,  i.  66. 
Hartford  — 

building   and   health  laws  la,  L   156^ 

100. 
housing  conditions  in,  i.  155. 
Hartley,  Robert  M..  i.  77. 
Hatfield,  R.  8..  i.  101. 
Health.  Board  of  — 

Boffalo,  ii.  42. 54, 55,  96. 
Chicago,  U.  36, 55. 
local,  U.  206. 
Health,  Board  of,  New  York— 
annual  report  of,  i.  103. 
census  of  tuberculosis,  i.  455. 
City  Inspector  of,  i.  71, 64;  iL  09, 90, 205, 

206. 
oondemnalion  of  houses  by,  i.  296,  300, 

404;  U.206. 
condemnation  of  priyies  by,  iL  136. 
discretionary  powers  of,  L  17, 16,  95, 100, 

100;  U.140. 
duUes  of.  i.  26,  36;  ii.  54, 206. 
enforcement  of  law  by,  ii.  204,  200. 
inadequate  force  of,  i.  25,  406,  410,  421, 

422,  457. 
lodging  houses  licensed  by,  1. 41. 
measures  against   tuberculosis,   i.  446, 

464. 
non-enforcement  of  law  by,  U.  127. 
organization  of.  U.  206,  206. 
powers  of,  L  36;  U.  206,  282. 
powers  transferred  to  Tenement  House 

Department,  ii.  160, 157. 
recommended   action  of,  in   regard  to 

tuberculosis,  i.  50,  457. 
Registrar  of  SUtlstics  in,  1.  35. 103. 
Sanitary  Inspectors  of,  1. 107.  212;  U.  200, 

200. 
Sanitary  Police  of,  U.  104, 210. 
Sanitary  Superintendent  of,  U.  95,  100, 

200. 
semiannual   tenement   inspection  of,  L 

104,  212. 
testimony  of  representatives  of,  ii.  96, 

100. 
tuberculosis  statistics,  L  464. 


Health  Department  oidinanoes  in  Ghfoago, 

I.  133. 
Health  Uw,  first,  ii.  205. 
Health  Law,  Public,  amendment  to,  pto* 

posed,  U.  164. 
Health  laws,  administration  of,  IL  200. 
Health,  MetropoUtan  Board  of,  i.  94;   ii. 

204,  205,  206. 
Health  officer  of  the  Port  of  New  York,  IL 

205. 
Health  proTisions,  ii.  203, 296. 
Health,  SUte  Board  of,  L  57. 
Health  Wardens,  ii.  205. 
Hearings  of  Commission,  Ii.  96, 90. 
Hebrew  Charities,  United,  i.  113;  IL  96. 
Hebrew  immigrants,  ii.  61,  62,  84,  87.  66, 

66. 
Height  of  buildings,  UmitaUon  of,  L  8L 

In  BerUn.  i.  166. 

in  Boston,  i.  137. 100. 

in  Buffalo,  i.  143, 167. 

in  Edinburgh,  i.  166. 

in  Glasgow,  1. 187. 

In  Uyerpool,  i.  165. 

in  London.  1. 164. 

in  Manchester.  1. 165. 

In  Milwaukee,  i.  167. 

In  ParU.  i.  169. 

in  Washington,  1. 149, 107. 
Height  of  rooms,  i.  240, 249, 268, 255;  IL  128^ 

188,280. 
Height  of  tenement  houses— 

defined.  U.  108, 178. 

limited,  ii.  117. 118. 176, 165, 394. 
"Hell's  Kitchen."  U.1L 
Herold.  Helen,  IL  100. 
Hewitt,  Abram  S.,  U.  3,  4. 
Higginson,  James  J.,  II.  4. 
HUl,  A.  A.,  U.  99. 
History  of  Immigration,  II.  90. 
History  of  Tenement  House  Leglslatloa  In 

New  York.  1862-1900,  U.  94.  201. 
History  of  Tenement  House  Refdrm  la  New 

York.  L  471;  IL  94. 
HUtory  of  YisiUtlon  of  Yellow  Fbw  at 

New  York.  U.  67, 90. 
Hodgman.  Abbott,  L  103;  U.  334. 
Hoe.  Robert,  1. 101. 
HolU,  Frederick  W.,  i.  110. 
Hoimes.  Emily  S.,  ii.  96. 
Holy  Family.  House  of  the.  ii.  8L 
Home  Buildings,  i.  97. 
Homes   Company,  City  and   Subarfaaa,  L 

107.  345.  364.  366;  U.  96,  00. 
Homewood  plan.  I.  345. 
Hospital  aocommodaticms  for  consamptlnea, 

I.  454.  457,  461.  406. 
Hot  water  In  tenement  houses,  Ii.  97. 
House — 

of  the  Qood  Shepherd,  II.  21. 

of  the  Holy  Family,  ii.  21. 

trap,  main,  and  fresh  air  inlet,  I.  320. 
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BooMkeepen,  1.  34,  103,  124,  100,  437,  443, 
443;  U.  10,  07,  180,  103,  310,  857. 


apaitniMit,  I.  37,  244,  808;  II.  87. 
eoDdemnaUon  of,  1. 106, 180,  IAS,  161, 174« 

175,306,464;  IL206. 
la  oooru,  Urerpool  laws  rolating  to,  i. 

186. 
matorlabi  of.  In  Buifalo,  U.  887. 
■Dall,  for  working-men,  I.  43, 100,  831. 
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OwDer  {etmHnuBd)  — 

rwiNMMlbUlty  of,  U.  17,  18,  73,  144,  107, 
206,210. 
OwBtn  of  tenoiiiMii  Koums,  Dames  of,  L 108, 
101, 106;  U.  143, 196,314,  43^  486. 

PlUkloek,  Rot.  Robert  L.,  II.  90. 

PalBi  ihope  la  teMmeoto,  U.  117, 178, 366. 

ParadlM  Park,  U.  6. 

Paris,  boUdlng  reffolatloos  In,  i.  180,  190; 

U.118. 
Park- 
areas  Iq  the  dtj,  present,  II.  6, 18. 
Plan  for  Tenements  In  Conneetkm  with  a 
Municipal,  ii.  fiO. 
Parke,  Mrs.  James  B.,  ii.  96. 
Parkhnrst,  Dr.  Charles  H.,  U.  31. 
Parks,  I.  47,  106,  107,  460. 
Act,  Small,  IL  8,  5. 
and  Playi^ronnds  for  Tenement  DIstriots, 

U.  8,  00,  60. 
Committee,  Small,  II.  4,  7,  8. 
Department  of.  New  York,  ii.  4, 61. 
kicatkm  of,  U.  13. 
Parks  needed,  in  New  York,  I.  47, 106, 107, 
466;  iL6. 
in  fourth  ward,  U.  7. 
In  serenth  ward,  ii.  8. 
hi  tenth  ward,  ii.  0. 
In  thirteenth  ward,  II.  0. 
hi  fourteenth  ward,  ii.  0. 
hi  sixteenth  ward,  Ii.  10. 
in  serenteenth  ward,  II.  10. 
la  eighteenth  ward,  11. 10. 
hi  nineteenth  ward,  11. 11. 
hi  twentieth  ward,  ii.  11. 
hi  twenty-flrst  ward,  IL  11. 
In  twenty-eecond  ward,  11. 11. 
Parliamentary  eridenoe  as  to  ths  methods 
of  dealing  with  the  socUl  erU,  U. 
33. 
Paititloos,  oonstmotlon  of,  1. 316,  368;  II.  07, 

111,  174, 348,  30L 
Paaperism,  Soeie^  for  the  Prerention  of, 

U.68. 
Paying — 

of  shafts,  courts,  areas,  and  yards,  ii.  184, 

188,  867. 
of  streets.  I.  46, 107, 137. 
Psase,  Plorenee  L.,  II.  08. 
Pelham  Bay  Park.  Ii.  6. 
PeOen,  Henry  E.,  I.  00. 
Paoaltles  for  TiolaUons  of  hundhig  laws,  i. 

88;  II.  141, 146, 10«,  100,  316. 
Pisople's  Baths,  U.  86, 87, 40,  60, 61, 64. 
ParesBtage  of  lot  occupied,  1.  17,  00,  104, 
106, 186, 160, 186,  344,  348,  361, 384;  U. 
07,  117, 138, 178, 184,  376,  806,  887. 
Permanent  Tenement  Hoose  Coosa&lssloB,  i. 

108,104,107;  U.  336. 
Pisrodt  to  eoaunenoe  hnUdhig,  U.  140, 103, 


Personal  liability,  no,  for  offlcers  or  eas- 
ployees  of  Tenement  Honse  Depart- 
ment, U.  180. 
PhihMlelphU— 

building  Uws,  1.  14,  18,  38,  88,  184,  lOT, 
180, 162, 180;  U.  108, 107, 108, 131, 133. 

housing  oonditloM,  1. 184. 

Public  Bath  AssochUlon  of,  U.  86. 

public  baths  in,  it  86,  86. 

renU  hi.  i.  847. 

small  houses  in,  I.  816. 

tenement  conditions,  1. 8. 

tubereukisis,  distribution  of,  1. 466. 
Phthisis,  i.  480,  461, 483, 488,  461, 402, 468. 
Piers,  recreation,  I.  46, 107. 
Pipes,  space  around,  IL  140. 
PitUburg— 

building  and  health  regulatloDS  hi,  1. 146. 

honidng  conditions  in,  I.  146. 

public  baths  hi,  U.  86. 
Plan  for  Tenements  In  Connection  with  a 

Municipal  Park,  U.  60. 
Plastering  -* 

behind  wainecotlng,  II.  116,  m,  387. 

of  ceilings  in  cellar,  U.  187. 100,  380,  OOL 
Playgrounds,  i.  47,107,408;  it  8»  13, 8^ 60, 

07. 
Plumbers  — 

AssoeUtion,  Master,  U.  07. 

examination  of,  ii.  828. 

llceneee  for,  I.  41. 

registration  of,  ii.  826. 
numbing,  1.  24,  818,  821, 822,  836. 

in  a  typical  modem  tenemsat  honss,  L 
825. 

In  Buffalo  tenements,  11.  860. 

pipee,  1.821;  U.  186, 180. 

regulaUons,  i.  818;  II.  825,  820. 

tesUof,l.822;  U.  07. 
PbUoe— 

AuModraent  Act  of    1800,  Qls^gnw,  L 
183. 

magistrate,  II.  21. 

metropolitan,  U.  206. 

powers  and  public  parts  of  tenesMBta, 
ii.  lA 

protection  of  policy  shops,  II.  80. 

records  and  small  parks,  ii.  6. 
Police  Department  — 

and  prostitution,  ii.  30,  31, 33. 

duUea  of,  i.  38. 

powers  transferred  to,  1844 ;  II.  301. 

responsibility    for    fire-escape    eneasi- 
branoes,  i.  388. 

Sanitary  Squad,  I.  36,  100,  108,  107;  H. 
164,  310. 

transfer  of  powers  to  Tanemeat 
DepartOMttt,  IL  188. 
Pbllcy  — 

a  Tenement  House  Srll,  1.  82;  IL  37. 

deecriptlon  of  game,  U.  38. 

protection  of  poUoe,  Ii.  80. 
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district  of  Buffalo,  i.  122,  123,  124,  126; 

U.  44, 96,  849,  306^7,  866,  809,  660. 
immigraDts,  U.  60,  61. 
Poor  — 

A880ciatioii  for  Improving  the  Ck>ndition 
of,  i.  76,  97,  100, 102, 104, 107,  lU,  803; 
ii.  30,  49,  71,  72,  73,  74,  90,  96, 90. 
Committee  on  tlie  Elevation  of  the,  i.  96. 
Popalation  statifltics  — 
in  fourth  ward,  ii.  7. 
In  MTenth  ward,  11.  6. 
In  tenth  ward,  ii.  9. 
In  thirteenth  ward,  II.  9. 
In  fourteenth  ward,  ii.  9. 
In  sixteenth  ward,  ii.  10. 
in  seventeenth  wsird,  ii.  10. 
In  eighteenth  ward,  ii.  10. 
In  nineteenth  ward,  ii.  11. 
in  twentieth  ward,  ii.  11. 
In  twenty-first  ward,  Ii.  11. 
in  twenty-second  ward,  II.  11. 
Population  statistics,  tenement,   for  New 

York,  U.  18. 
Post,  Qeo.  B.,  i.  100. 110. 
Posting  of  owner's  name,  i.  90 ;  II.  214. 
Potter,  Rev.  Henry  C,  i.  101. 
Poverty  maps  of  Tenement  House  Exhibi- 
tion, 1.  118. 
Power  of  attorney  for  the  Tenement  House 

Department,  11.  100. 
Powers— 

and  duties,  general,  of  Tenement  House 

Department,  11. 140, 103, 192. 
of  Department  of  Buildings,  1. 30;  11. 206, 

282. 
of  Department  of  Health,  I.  86;  II.  140, 

206,262. 
of  other  departments,  transfer  of,  to 
Tenement  House  Department,  ii.  103, 
106,107. 
Precautions  against  fire,  11.  267. 
Preface,  1.  v. 

Price  of  lots,  1.  834,  830,  886. 
Pries.  Ruth,  11.  99. 

Privacy,  1. 14,  72.  73;  11.  126,  164.  888. 
Privies,  1.  76.  94, 103, 434;  U.  324, 806. 
Privy  vaults,  11. 136, 190. 
Probation  officers,  11.  21. 
Problem — 

tenement  house,  solution  of.  In  New  York, 

i.U. 
the  Tenement  House  In  New  York,  1666, 
11.90. 
ProOathedral  Church,  11.  90. 
Proceedings  of  the  Commission,  Appendix  I, 

11.93. 
Prooednre— 

in  cases  of  prostitution  under  new  ten»> 

ment  act,  11. 144.  140, 197. 196. 
under  proposed  act,  11. 142. 194. 
Profits  from  tenement  houses,  1. 80,  80. 


Prohibited  uses,  IL  180, 198,  808. 

Proofs  affldaviu  and  oaths,  under  Tsaainent 

House  Department,  ii.  148^  108. 
Property,  eto.,  to  be  transferred  to  TsnenMnl 
House  Department  from  other  depart- 
ments, 11. 106. 
ProporUon  of  lot  to  be  bollt  on,  1. 17, 90, 104^ 

106,  136, 169, 166, 244, 946, 201, 204. 
Proposed  Code  of  Tenement  Honae  Iaws,  IL 

103. 
Proposed  Legislation,  Other,  II.  UB. 
Prosecution,  criminal,  in  case  of  vtolattoi 

of  building  Uw,  U.  480, 48ft. 
Prostitutes,  fining  of,  U.  20, 28. 
ProsUtution,  I.  00, 106, 107. 

as  a  tenement  honse  evU,  ii.  17. 

Glasgow  system,  II.  28, 28. 

In  tenement  houses  under  new  Uw,  IL 

144,  107. 
Ucenslng  of,  U.  28. 
London  system,  IL  22. 
ProtecUon  against  fire,  L  20,  27,  94,  96,  lOQ, 
182,  130,  186,  187,  141,  148,  147,  148, 
149,  100,  102,  107,  168,  216,  247,  219, 
200,  203,  200,  263,  274,  280,  880,867; 
11.104,160,203,227,267. 
Providence — 

building  and  health  ordlnanoea  In,  L 100, 

109;  iL  103. 
housing  conditions  la,  L 100. 
Provisions  — 

applicable  only  to  i 

11. 104, 117, 182, 100, 178, 187. 
applicable  only  to  now  existing  \ 

houses,  U.  118, 128, 180, 175, 184, 180. 
applicable  to  aU  tenement  kooaea,  IL  118, 

181, 187, 176, 186, 190. 
of  tenement  boose  laws,  ganaral,  IL  146^ 
190,830. 
Pryor,  Dr.  John  H.,  U.  96. 
Publiobaths—U.  18,80. 
Act  of  1890,  II.  42,  04,  65. 
Act  of  1896,  II.  46,  47,  48. 
and  comfort  stations,  r^Kirt  on,  tt.  46. 
fee  system  hi,  U.  86,  86, 40, 41, 45. 
In  Baltimore,  11.80. 
In  Boston,  II.  85, 87. 
In  Brookllne,  Mass.,  U.  85, 80. 
Uk  Buffalo,  U.  85, 42, 54. 
In  Chicago,  II.  85. 
In  Newark,  U.  85. 
In  New  York,  U.  85,  40. 
hi  PhiladelphU,  fi.  85, 86. 
In  PitUbnrg,  U.  85, 86. 
hi  Rochester,  U.  85, 4a 
In  St.  Paul,  ii.  85. 
In  San  Frandsoo,  II.  85. 
In  Syracuse,  II.  85, 41. 
In  Yonkers.  U.  85. 
Jurisdiction  over,  11. 85. 
Public  Bulldfaigs,   Lighting,  and 
Commissioner  of,  ii.  48, 61. 
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Pabllo  halls  ^ 

ocMiflraetloii  of»  II.  ]M»  lU,  ITS,  178,  MA, 

M8. 
defined,  il.  lOi,  M. 

Uffhtinc  of,  il.  m*  128, 180,  m,  laa,  in, 

181,185,186,291,858. 
TWitilAtloo  of.  It  127, 128,  188,  184,  901, 
868. 
Pabllo  — 

BmXih  Iaw.  piopoeod  Mniidmtnt,  It 

104. 
parte  of  toDeaeiito,  ii.  19l 
■Inkfl,  U.  180, 190. 
Worka,  Gommliiloiiar  of,  Ii.  40. 
Worka,  Departmant  of,  Baflalo,  1 127. 
Palling,  Dr.  Bsra  R.,  I.  78, 94. 
Ponkhmant  for  Tlolatioii  of  tba  taoamaBl 
» Uw,  U.  141. 140, 194, 199, 216. 


aantt  la,  i.  888. 
taoamaata,  1. 254. 

Baf-plekera'  paradiaa,  It  75. 

Baga,  itoraga  of,  Id  tanamani  hoaiti,  1 106; 

It  116,  in,  808. 
Rapid  irantlt,  t  6, 107, 127, 187. 
Baar  taoamanto.  t  08, 105, 181, 141,  298, 294, 

296;  it  70,  85,  95, 125, 182,  268. 
BeoapUelas  for  aahaa,  garbaga,  aad  lafoaa, 

t  95, 109,  480;  U.  189, 191,  807,  809. 
RaooQTartad  boUdlDgs,  1. 806. 
Bacorda  — 

Boraaa  of,  Tananeni  Hooia  Dapartmani, 

U.  180, 151. 
In  Tanamani  Hoota  Departmant,  It  187. 
Baeraation  — 
gToaiida,t48.^ 
Leagna,  Oatdoor,  Ii.  4, 12.  ' 
plaia,  1 48, 107. 
"  Baeoail  da  B^lamanta,"  1 189. 
Baad,  John  ML,  1 87. 
Baform  — 

Boeiaty,  Sanitary,  1 99. 

Tanamaat  Room,  in  Naw  York  City,  1884- 

1900,  t  4,  71, 118;  lt9«. 
Tanamant  Hooaa  in  Naw  York  riaea  1901, 
l.zi. 
Baformatory,  Badford,  It  2L 
Bafnaa,  ii.  130, 101.  807. 
Bagiatrar  of  Stetiitiet  of  Dapartmaftl  ot 

Haalth,  t  85, 108, 202. 
BagiatraUon  — 

of  baildara,  anginaara,  aad  arohltteli,  II. 

429.484. 
of  plambara,  it  828. 
of  laaanta,  ii.  20. 
.    «ystam  In  Paria,  11.  22. 
Bagiatry  — 

of  agwU'  namaa,  it  148, 108. 
of  owaan*  naBMa,  U.  142, 196. 


BagnlaHoaa^ 

plombing,  t  818;  It  836, 899. 

powaia  of  Board  of  Haalth  to  BMka,  It 

208. 
powata  of  Plaablng  DapartaMBi  to  BMka, 
11.206. 
Balehardt,  Anthony,  1. 108;  It  884. 
Bamedial  aetloo.  1 10,  89. 109. 
Banadlat  nndar  TanaaMat  Hoaat  Aet,  U.  140, 

192. 
Bamingtoo,  Mary  E.,  II.  98. 
Bantab,  tanaoMat  hoaaa,  raport  on,  U.48T. 
Banto,  I.  6,  9,  80, 109. 118, 141, 144, 145, 147, 

151, 189, 154, 817 ;  U.  72,  860,  800. 
Bapair,  U.  115, 188, 176,  IH,  191,940,804,889. 
Baport— 

firtt  tanamant  hooaa,  t  77. 

of  a  Goauaittaa  on  the  BaaHary  Ooadltloa 

of  the  LaboHng  ClaMea.  It  79.  90. 
of  Cooneil  of  Hyglaaa  aad  Pahlle  HMlth 
of  the  Cttliani*  Aatodatkm  of  Naw 
York  apon  tha  Sanitary  Ooadltlon  of 
tha  City,  U.  oa 
of  Tanamant  Hooia  Coouaittaa,  1887,  It 

90. 
of  Teaamant  Hoan  CommlMlon,  1886.  It 

90. 
of  Tanamaat  Hoom  Commlttaa,  1894,  It 

90. 
of  tha  Sanitary  Coamltlaa  of  tha  Q^  of 

Laeda,tl78. 
on  PnbUo  Baths  aad  Comfort  Statloaa,  it 

46. 
on  Tanamant  Honta  Fliaa,  1 990;  II.  90. 
BaporU  — 
oanaoa,  il.  00. 

from  dilfarcat  inatltatkaa  aad  daparW 
menta  to  Tanemtal  Hooia  Depart- 
maot,  ii.  187, 158. 
of  inspeetora,  Tanamaat  Hoaat  Depart- 
ment,  ii.  149, 188. 
Baeeoe  Army,  Ii.  99. 
Baepooaibllity^ 

for  tenoBMat  oonditkaa  dlvldad,  t  98, 

988,989;  ii.  905. 
of  laaaee,  U.  144,  107. 
of  owner,  Ii.  17,  18, 79, 144, 197.  218. 
of  tenant,  ii.  73. 
BeaolU  of  iaTeatigatloaa  In  Baflalo  In  1900. 

It  847. 
BeynokU,  Jamea  B.,  it  18. 94, 98. 

it8,t888. 
hoaeee.t968. 
Bight  of  entry  of  offleare  of  Teaamant  HoMa 

Department,  U.  186. 
Bight  of  entry  to  tanaoMnl  aad   tedgtag 

hooeea.  U.  919. 
BIhi,  Jacob  A.,  1. 108, 110;  11.4,  99. 
Blot  — 

Bread  aad  Blood,  tt.  10. 
Flra  Polata,  11. 69. 
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Birenide— 

AisocUUon,  ii.  53. 

BoildiDgs,  i.  864. 

Park,  U.  6. 
RlTington  Street  Bath,  ii.  46,  48,  49,  fiO,  64. 
Boberts,  Dr.  Charles  F.,  U.  OS,  100. 
Bobertson,  W.  A.,  ii.  100. 
Bochester  — 

building  and  health  ordinances,  i.  162, 
100;  ii.  107. 

Gommon  Council  of,  ii.  40,  41. 

Department  of  PubUo  Works,  U.  40. 

honsiug  oondltious  in,  i.  161. 

public  baths  in,  ii.  40. 
Boofs,  i.  169,  824,  403,  424;  U.  07,  188,  191, 

804,868. 
Booms -^ 

addlUonal,  U.  129, 186. 

alcore,  ii.  120, 183, 289. 

attic,  ii.  126, 183,  290. 

cellar  and  basement,  i.  23,  72,  83,  94, 106, 
189,  141,  146,  147,  163,  184,  216,  249, 
262,  266,  428;  U.  182, 186,  187, 189,  296. 

cleanliness  of,  ii.  800. 

dark,  i.  88, 102, 112,  404,  486, 447. 

habiUble,  size  of,  1.  247,  263. 

height  of,  i.  246,  249,  262,  266;  U.  126, 183, 
280. 

let  for  immoral  purposes,  ii.  21. 

size  of,  i.  247,  263;  ii.  126, 183,  288. 

ventilation  of,  ii.  126,  126,  129,  183, 186, 
284,  288, 290,  850. 

windows  in,  ii.  126, 126, 129, 188, 186, 284, 
288,  860. 
Bubbish,  ii.  189, 191,  807. 
Bussian  immigrants,  ii.  80,  81, 82,  84. 
Byan,  Captain  John  W.,  ii.  98. 

St.  Augustine's  Chapel,  i.  19. 
St.  John's  grayeyard,  ii.  4. 
St.  Louis— 

building  Uws  in,  i.  159, 100;  U.  108. 

public  baths,  iL  86. 
St.  Paul  — 

building  and  health  Uws  in,  i.  161, 167. 

housing  conditions  in,  i.  161. 

public  baths,  ii.  86. 
Salford,  improvement  of  housing  conditions 

in,  i.  178. 
Salvation  Army,  ii.  21. 
San  Francisco  — 

building  laws  in.  i.  144, 100;  U.  108»  107. 

fire-escape  laws  in,  i.  144. 

bousing  conditions  in,  i.  144. 

public  baths  in,  ii.  86. 
Sanitary  — 

arrangements,  ii.  818. 

Commissioners,  ii.  206. 

Condition  of  the  City,  Brief  View  of,  1842, 
1.71. 

Condition  of  the  Laboring  Population  of 
New  York  (in  1846),  ii.  70,  71,  88,  90. 


Sanitaiy  {continued^  — 

conditions  and  tnbevonloils,  i.  468»  464, 

466,407. 
Conditions  in  the  Homes  of  tha  Poor, 

Committee  on,  Buffalo,  i.  123. 
Engineer,  i.  100. 
evils  of  early  New  York,  ii.  07,  68,  60^ 

70,  71,  76. 
examinations  in  New  York,  1. 808, 804;  IL 

96. 
inspection  hi  Glasgow,  i.  27, 182. 
Inspectors,  ii.  208. 
police  in  Chicago,  women,  i.  188. 
Police  in  New  York,  ii.  164, 210. 
provUlons,  U.  132, 187,  286. 
Bef  orm  Society  of  New  York,  i.  90. 
regulations  in  leading  American  dttsa,  L 

181, 167, 161. 
regulations  in  leading  foreign  dttsa,  L 

173. 
regulations  hi  New  York,  1. 24, 54. 
schedules  used  in  Investigation  of  Goib- 

mission,  U.  476,  478, 484,  488. 
Squad  of  Police  Department,  I.  26,  100, 

103,  104,  106. 
Superintendent  of  Board  of  Health,  U. 
95, 100,  206. 
Sanitation,  tenement  house,  1. 803. 
Saving  clause  of  act  creating  Tenement 

House  Department,  11.  150. 
Savings-bank,  National,  of  Belgium,  build- 
ing loans  of,  1. 181. 
Savings-banks — 
in  Buffalo,  1. 126. 

in  France— to  buy  or  coostmet  eheap 
dwellings  or  make  loans  for  the  pur- 
pose, 1. 181. 
Scandinavian  immigrants,  II.  80,  81, 83,  80. 
Schedules  used  in  Buffalo  Investlgatloo,  II. 

849, 464,  408,  468. 
Schedules  used  Ui  New  York  hiveetlgatkm, 
11.  470,  471,  472,  474, 476. 478,  484, 488^ 
48a 
Schoenfeld,  Meyer,  IL  90. 
Schools  in  tenement  houses,  I.  40,  107;  IL 

808. 
School  shiks,  1.294, 807, 808, 886, 431;  iL186, 

190. 
Schuchman,  John  P.,  1. 106. 
Scotch  immigrants,  II.  83. 
Scuttles,  1. 157;  IL  114, 176,  286. 
Second  Legislative  Commission,  1. 102. 
Second  tier  of  beams,  I.  217;  IL  256. 
Second    ward,   tenement    statlstioa  of,   t 

190w 
Secretary  of  the  GhMfow  Workmen's  DwaU> 

higs  Co.,  1. 183. 
Seligman,  DeWitt  J.,  IL  4. 
Semiannual   tenement    inspections  of  the 

Board  of  Health,  L  104. 
Service  of  papers,  notices,  and  orders,  tt. 
143,196. 
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Berrlot  of  ■ammoDt,  IL  143, 197. 


Oolkfe.  Llll.aOS;  U.  m 

EMI  Side,  li.  18. 

FrlMdly  Aid,  U.  00. 

Niirt«',Llll;  ILOOl 

UnlTWBlty,  LUl;  11.68. 

Welcome  Hall,  II.  96. 

Weainlneter  Hoom,  U.  96. 

Weet  Side.  IL  90. 
Seven  teen  th  ward  » 

area  of,  11. 10. 

popalatlon  of,  II.  10. 

•mall  park  needed,  11. 10. 

tenement  stetlatlct  of,  L  300,  978. 
SoTenth  ward— 

area  of,  U.  8. 

popalatlon  of,  II.  8. 

•nail  park  needed,  II.  8. 

tenement  statistics  of,  1. 100. 
Soward  Pftrk,  W.  H. ;  IL  8,  8,  0, 12. 
Sewerafe,  IL  75. 
Shafto- 

icon—  to,  IL  188, 101. 

air  and  light,  1.  8, 18,  106,  110,  118^  189, 
188,  143,  146,  164.  346,  3«0,  351,  9D3, 
366,  366,  386,  387, 403, 404, 418, 437 ;  IL 
96,  181,  186.  364,  S79L 

area  of,  U.  381,  383. 

bottoms  of,  IL  131, 188. 

eonstmctlon  of,  IL  116,  131,  183,  in,  186, 
187,  363,  363,  364. 

defined,  II.  104, 107. 

domb-walter,  I.  3«6,  360,  363,  366 ;  11. 116, 
m,3&3w 

etorator,  1.  366 ;  U.  115.  177,  383. 

la  oomer  bonses,  li.  383. 

to  be  free  from  obstmetlon^,  IL  388. 

rent,  IL  131, 133, 186, 187. 354. 

walle  of,  11. 138, 101. 
Shaler,  Alexander,  1. 103;  U.  834. 
Shea,  William  J.,  I.  87. 
Shepherd,  House  of  the  Good,  IL  2L 
Short.  Harde  &.  I.  68. 
Short.  R.  Thomas.  1. 116. 
Shatters,  fireproof.  II.  368. 
Slegelsteln.  Dr.  Pierre.  IL  90. 
SImkhowltch.  Mrs.  V.  O..  II.  90. 
'« Single  and  Doable  Alley,"  L  78. 


la  apartments  and  pabUe  halls,  L  814. 

pablle,  IL  136, 190. 
Sites  for  park^,  eonakieratloiM  which  abottkl 

determine,  II.  13. 
SIzteeothward  — 

area  of.  IL  la 

population  of.  11. 10. 

•mall  park  needed,  II.  la 

tenement  etalktlos  of,  L  908. 
Sixth  ward  — 

natlonaUtles  In,  II.  97. 

iMMMBi  ttathrtka  of,  L  198. 


of  rooBM,  I.  917,  363;  U.  138, 183,  368. 
of  windows  In  habitable  roome,  IL  138, 

139.  183, 186.  384,  368. 
of  yanis,  IL  118, 110, 130. 138, 178, 179^  185, 
373. 
Skylights,  1.  431;  11. 188, 181, 186. 
Slaoghter-hoases,  11.  76. 
SlaTle  Immigrants,  U.  81,  83, 84. 
Slam,  Battle  with  the,  1. 106. 
Small  booses— 

for  working-men,  1.  43, 100^  881. 
In  Baifalo,  U.  98. 
fai  Philadelphia,  1. 810. 
SmaU  Parks  Act,  IL  8.  5. 
Small  Parks  Committee.  11. 4.  7, 8. 
SmaU  triangle  park  at  Qrand  SCfssi  and 

East  Broadway,  II.  6. 
Smith.  T.  Oailford.  II.  08. 
Smoko-hoases    In     tenements    prohibited, 

U.  310. 
Social  oooslderatloBS  In  small  boose  prob- 
lem. L  861. 
Sodal  BtII.  Wrong  and  Right  Methods  of 
Dealing  with,  as  shown  by  Parilamii 
tary  Erkleooe,  U.  83. 
Society— 

Charity  Organisation,  of  Boffalo,  L  138; 

U.43,98. 
Charity  OrganhmtloB,  of  New  York,  L 

100;  U.  90. 
Children's  Aid.  L  111. 
for  Ethical  Coltore,  1. 108. 
for  the  Prerentkm  of  Plaoperl—i,  IL  68. 
of  Beaoz  Arts.  L  07. 
Sociological  stady  of  tsBemoBl  coodltloos, 

first,  1.  84.  J 

Solution  of  tenement  boose  problem.  L  11.  ^ 
Space  arouud  pipes,  IL  140. 
Space  between  front  and  rear  Isoementi, 

U.  368. 
Special  report  of  the  U.  S.  Commissioner  of 

Labor,  1.  108. 140, 176, 180. 
SpecolatlTe  builders,  L  80,  867.  870,  873, 878, 

374.  375,  977.  878. 
Speculative  building  of  teneoMOt  booses, 

1.  367.  .160.  370. 
Spread  of  tenement  house  fires,  L  363;  U.  98. 
Squatter  popalatlon,  II.  73.  78. 
SUbles.  I.  106;  IL  70.  76.  97.  130, 198,  808. 
Stair  halhi— 

construction  of.  IL  108,  100,  UO,  114, 171, 

173. 170. 
defined,  ii.  104.  167. 
Stairs  — 

eelUr.L3l«,9i0,SB0,S68,3B6;  1LU1,11S, 

174.  367. 
first  story.  ckMt  onder.  U.  Ill,  178, 380. 
Stairways— 

eonstmetloo  of.  L  167. 188;  U.  97, 108, 100, 

173,  344.  348,  868. 
repair  of,  U.  115,177,333. 
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Bute  Board  of  Health,  i.  07. 

State  Charltlea  Aid  AasociatloD,  L  96;  il. 

96. 
Bute  FederaUon  of  Labor,  U.  96, 99. 
BUtisUcal  — 

card  used  in  Buffalo  inyestigation,  iL  Si9, 

464. 
Btndy  of  New  York's  tenement  honaee, 

1.193. 
Beport  of  Tenement  Honaee  by  Ohio  Com- 
miasloner  of  Labor,  i.  145. 
BUtietlce  — 

and  other  data,  pablication  of  by  Tene- 
ment Hooee  Department,  ii.  149,  IfiL 
in  relation  to  public  bathe,  U.  65, 66, 37, 36, 

89,  40, 41,  42,  43,  44,  45,  61,  63, 53. 
of  areas  and  population   in   tenement 

wards,  11.  7,  6,  9,  10,  11. 
of  immigration,  IL  67, 66, 69, 72, 77, 76, 60, 

61,  82. 63. 
of  New  York  Tenement  Houses,  1.  3,  0, 
27,  35, 43, 47, 73,  76, 63, 64, 86. 112, 193, 
262, 265,  267,  277,  294, 296,  297,  299;  11. 
96. 
of  park  areas  in  New  York.  ii.  6,  6,  13. 
of  tenement  houses  in  Buffalo,  ii.  349, 360, 
851,  352,  353, 354, 355, 356, 857, 356, 359, 
86a 
of  tuberculosis,  L  464. 
Stephenson  &  Greene,  1. 56. 
Stevens,  Frederick  W..  i.  99. 
Btokes,  L  N.  Phelps,  f.  110;  U.  57,  9«,  96. 
Storage  — 

of  combustible  articles,  1.  156;  11.  U6, 

177,264. 
of  rags,  1. 106;  U.  116, 177,  306. 
Street— 

•   deanhig,  1.  47, 426;  U.  206. 
lighting,  1.  47, 103, 107. 
Opening  and  Improvement,  Board  of,  11. 8. 
paving,  1. 46, 107, 127. 
Strong,  Mayor  W.  L.,  U.  4,  46. 
Stryker  EsUte,  11. 12. 
Stuyvesant  Square,  11. 10. 
Subcommittees  of  Tenement  House  Gom- 

mission  of  1900,  ii.  94,  95. 
SubletUng,  ii.  71,  72. 
Suburban,  City  and.   Homes  Company,  1. 

107,845,864,306;  ii.  96,  99. 
Suburban  homes,  1.  6,  43,  109,  831. 
Summons,  service  of,  11. 143, 107. 
Supreme  Court,  ii.  3,  430,  431. 
Survey  and  Inspection  of  Buildings,  Depart- 
ment of,  ii.  204. 
Surveyors  of  Buildings,  appointment  of,  hi 

1047, 11.  203. 
Sweat  shops,  i.  53;  11. 16,  88. 
Syracuse— 

building  law  in,  1. 154. 
housing  conditions  in,  1. 164. 
public  baths  in,  ii.  35. 41. 
tenement  house  definition  In,  ii.  109L 


Tappen,  F.  D.,  L  90. 

Tax  rates,  1.  836,  336, 887. 

Taxation  and  tenement  houses,  i.  45, 180;  tt. 

96,07. 
Tenants'  — 

experiences  In  tenement  house  life  xalated, 

1.  389,  394,  397,  896, 402. 
rei^onsibility,  U.  73, 2U6. 
suggestions  as  to  needed  tenement  legla- 

laUon,  1.  403. 
testimony,  L  403, 412. 
view  of  tenement  evils,  1. 66,  88S, 
Tenement— 

districts,  municipal  improvement  of ,  L  46. 
evils  classified,  1. 6,  61. 
Evils  as  seen  by  an  Inqpector,  1.  419. 
Evils  as  seen  by  the  Tenants,  1. 66,  886. 
Tenement  House  Act  as  amended  In  1901, 

1902,  and  1908,  U.  167. 
Tenement  House  Board,  1.  lOT. 
Tenement  House  Building  Company,  L  864. 
Tenement  house,  buildings  on  same  lot  with, 

U.  116. 125, 177, 182. 
Tenement  House  Code,  building  regulatioos 
continued  in  force  under,  11. 146, 199. 
Tenement  House  Commission  — 
of  16S6, 1.  487;  U.  76,  77,  833. 
of  1884, 1.  4, 103;  U.  3,  78,  90, 883, 834. 
of  1804,  i.  4, 106,  296;  U.  4,  78,  87,  9(^  112, 
834,335. 
Tenement  House  Commission  of  1900, 1. 116; 
ii.  03,  834.  835. 
act  authorizing  appointment  of,  U.  96. 
appropriation  for,  11.  94. 
circulars  sent  out  by,  11.  96,  461. 
conference  with  heads  of  departm«its, 

U.95. 
duties  of,  U.  96,  94. 
ExeeuUve  Committee,  ii.  96. 
expenses  of,  11.  93. 
investigations  by,  ii.  96,  96. 
hearings  of,  11.  98,  90. 
members  of,  11.  94. 
powers  of,  11.  03. 
proceedings  of,  IL  08. 
statistics  on  tenement  boosee  la  is^fctf. 

tan,  special  report  on,  Ii.  96. 
subcommittees  of,  11.  91,  96. 
suggestions  made  to,  Ii.  96»  97,  429^  480^ 
431, 482, 484, 486. 
Tenement  House  Commissioii,  permanent, 

1.108.104,107;  U.226. 
Tenement  House  Committee  of  the  Charity 

Organization  Society,  i.  100. 
Tenement  house  oonditions,  first  sociolog- 
ical study  of,  1. 84. 
Tenement  house  competition— 
of  1879, 1. 100. 
of  1806. 1. 107. 
of  1900, 1. 115. 
Tenement  house,  definition  of,  1.  87.  94, 106, 
142,161;  11.103.167,830. 
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TiBMBeni  Room  DepMtmeni— 

•ei  for  tba  creatioo  of  a  M|Mumte«  U.  148. 

Boraaa  of  R«oordj  in,  i.  85. 

etitUleato  of,  for  now  bnildlnfi,  i.  8B. 

foroo  roqairod  for,  I.  S8. 

new  BnlldiDK  Boreaa  In,  i.  8L 

ofBoeri  and  employew,  IL  140, 100. 

org»nliatlo&  of,  U.  140. 

powers  and  dntloa  of,  I.  86;  II.  182. 

powers  transferred  to,  from  other  depart* 
ments.  II.  183, 186, 187. 

fseommended,  I.  90,  00. 

rseofdsand  reports,  mlsosnansoos  prort- 
slons,  11. 187. 

relation  to  Department  of  BoUdlngs,  1. 88. 

Sanitary  Inspeetlon  Borean  In,  L  88, 84. 

ipedal  Inspectors  for,  I.  84. 
Tnement  honse  economics,  li.  61. 
Tsosment  Honse  StU  and  Ito  Core,  The,  tt. 

00. 
THiement  honse  erlls,  bearing  on,  II.  00. 
Tnement  honse  exhibition,  1.  111. 
Tnement  Honse  Fire  sseapes,  1.  S77. 
TneoMnt  Hones  FIrse,  special  report  oo,  1. 

961,906;  II.  Ua 
"Tenement  house,"  first  reference  lo,  la 

stetntes,  U.  904. 
Tenement  honse  fnnd,  1. 100;  U.  296. 
Tenement  honse,  height  of  — 

defined,  li.  168, 178. 

Umlted,  U.  117,  118, 178, 188,  201. 
Tnement  honse  labor,  1. 88, 70;  U.  OT. 

hearing  on,  II.  00. 
Tenement  Honse  Law- 
ns amended  in  1001, 1009,  and  1908,  U.  107. 

first,  i.  04;  11.77,204. 

of  1870, 1.  09;  11.78,204. 

of  1887, 1. 104. 

oflSOB,  1.107;  11.205. 
TsBement  house  laws  — 

■dmInistraUon  of,  II.  201. 

la  Great  Britain,  1. 174, 181. 

Injunctions  to  restrain  peiaons  Ttolatlng, 
U.918. 

In  leading  American  dtles,  1.  181,  187, 
161;  U.04. 

in  leading  European  dtles.  1. 178;  U.  04. 

In  New  York,  list  of,  U.  887. 

non-enforcement  of.  In  new  hnlldlags, 
1.948. 

proposed  code  of,  II.  108. 

tenants'  suggestion  of,  needed,  1. 400. 

Tlolatlons  of,  II.  141. 198, 104,  916, 918. 
Tsnement  house  legislation  In  New  York, 

historj  of  (1882-1000),  U.  04, 901. 
TensBMnt  house  limits,  L  49. 
Tsnement  house  ordlnancee  proposed,  1. 110. 
Tnement  house  problem  In  New  Yoric  — 

hlhUography  of,  1. 117. 

financial  side  of,  1. 0,  88, 00, 807, 802» 

hi  1805, 1. 18. 

in  1888,  U.  90. 
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» problem  in  New  Yotk  (esu- 

sines  1001,  L  si. 
solution  of,  I.  U. 
tnberenlods  and,  1. 447, 4fil. 
Tenement  honee,  public  parts  of,  U.  19. 
Tenement  house  reform  In  New  York,  kla> 
torjof,l.4,71;  U.04. 
It  honse  rentals,  U.  487. 
It  honse  report,  first,  I.  77. 
It  honse  sanitation,  1. 800. 
It  hones  statistics,  I.  8, 8, 98, 97, 85, 
48,  47,  78,  78,  88,  84,  88,  U9, 190^  989, 
955, 907,  977,  904, 906,  907, 980. 
sent  honse  Sunday,  1. 08. 


back  to  back,  L  908, 428;  U.  06, 471. 
built  for  specnlatSon,  1. 807, 880, 870. 
condemnation  of,  1. 106, 180, 180, 161, 174, 

170.  206,  800. 464. 
eonyerted  or  altered,  U.  104, 180. 
estimated  number  in  New  York  hi  1807, 

M-n. 
estimated  aimber  la  New  York  in  lOTT, 

U.78. 
existing,  Inspeetioa  by  Oommlsslon  ot 

1000, 11. 05. 
existing.  proTlslons  appUeable  lo,  tt.  118, 

128,  185.  175, 184, 180. 
fireproof.  U.  07, 104, 167, 100,  289. 
helgh^  11.  117,  118, 108, 178,  188,  204. 
In  Buffalo,  statistics  of,  II.  840^  800, 801, 

882,  858,  864,  888,  806,  857,  880, 880. 
In  process  of  erection,  II.  104, 168. 
In^Mctlon  of,  by  TeneaoMit  Ilsii  De- 
partment, II.  104. 
Ucensfaig  of,  1.  41, 00. 
model,  I.  48,  85,  07, 100,  KIT,  110, 180^  889. 
munklpa].  I.  44. 
new.  Inspection  by  ComnUsslon  oC  1901^ 

U.05. 
new,  provisions  appUeable  only  lo.  It 

104,  117,  189,  100.  178,  187. 
not  to  be  used  for  todging  houses,  prtmlt 

eehools,  or  storage  of  rags,  II.  800. 
proTlslons  applicable  to  all,  IL  Hi,  181, 

187,  170.  188.  100. 
rear.  1.  06.  105.  181.  141.  900, 904,  908;  tt. 

70,  85.  00,  195,  189,  968. 
regular  Inspectkme  of.  U.  918L 
right  of  entry,  II.  186,  212. 
unfit  for  habiUtlon,  wmdemnstlnn  oC,  tt. 

90,814. 
unfit  for  habltatkm,  Taeatkin  oC,  H.  818. 
wooden.  1.  29,  148,  989,  966;  tt.  118,  178, 

170,  961. 
Tenement  laws  In  kadlng  Aflserlcan  dtiss, 

housing  conditions  and.  1. 181. 
TeneoMnt  laws  to  leading  Bnropeaa  dtIss, 

houdng  conditions  and.  1. 178. 
TMiements,  plan  for.  In  eonnsettcn  with  a 

munld^  0^ i^  tt.  60. 
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Tenth  ward^ 
ATM  of,  U.  9. 

popoUtion  of,  li.  9. 
small  park  needed,  ii.  9. 
tenement  statistics  of,  I.  20L 
Tenure,  nnoertainty  of,  i.  li. 
Testimony— 

at  hearings  of  Commission,  ii.  96, 99, 100, 

861. 
of  Assistant  Corporation  Gonnsel  Engene 

Otterbonig,  ii.  424. 
of  Boilding  Department  officials  in  rel»- 

tion  to  non-enforcement  of  tenement 

house  laws  i&  New  York  City,  ii.  00, 

100.  aai. 

of  Daniel  CampbeU,  U.  422. 

of  John  A.  Dooner,  ii.  405. 

of  John  Guilfoyle,  U.  415. 
4     of  tenants  as  to  tenement  erils,  i.  403, 
9  412. 

of  Thomas  J.  Brady,  ii.  864. 
Tests  of  plnmbing,  i.  822. 
Thaw,  Mrs.  William,  Jr.,  U.  88. 
Third  Legislatiye  Commission,  i.  105. 
Third  ward,  tenement  statistics  of,  i.  196. 
Thirteenth  ward  — 

area  of,  ii.  9. 
•  population  of,  ii.  9. 

small  park  needed,  ii.  9. 

tenement  statistics  of,  i.  203. 
Thurber,  F.  a,  i.  101. 
Ticketed  house  system  of  Glasgow,  i.  182. 
Tier  of  beams — 

first,  i.  247, 250,  253,  255;  ii.  Ill,  174,  255. 

second,  i.  247;  U.  2B6. 
Tiemey,  Myles,  U.  M,  95. 
Time  for  oompliance  with  Tenement  House 

Law,  it  146, 199. 
Todd,  John,  U.  100. 
Toledo  — 

building  and  health  ordinances  in,  i.  153. 

housing  conditions  in,  i.  153. 
Tompkins  Square,  ii.  5, 10,  46. 
Tower  Buildings,  1.  364. 
Tracy,  Dr.  Roger  8.,  1.  54,  465. 
Trades,  dangerous,  i.  106. 
T^ansporUUon,  1.  6,  107,  127,  137,  881,  834, 

835.  336,  337,  409,  410. 
Trap,  main  house,  and  fresh  air  inlet,  i.  820. 
Troy,  ii.  85. 
Tuberculosis,  i.  10, 12,  85,  60, 79, 118;  ii.  96, 

860. 
Tuberculosis  and  the  tenement  house  prob- 
lem, 1.  447,  461. 
Tucker,  Frank,  ii.  96.  99, 100. 
Tucker,  WUlUm  C,  i.  805. 
Twelfth  ward,  tenement  stetistics  of,  i.  203. 
TwenUeth  Century  Club  of  Boston,  L  187. 
Twentieth  ward  — 

area  of,  ii.  11. 

population  of,  U.  11. 

small  park  needed,  ii.  U. 


Twentieth  ward  {oonHnued^  ~ 

squatters  in,  ii.  78. 

tenement  statistics  of,  L  906. 
Twenty-first  ward — 

area  of,  U.  11. 

population  of,  ii.  11. 

small  park  needed,  U.  11. 

tenement  statistics  of.  i.  200. 
Twenty-fiye  foot  lot,  1. 40;  IL  59, 07. 
Twenty-second  ward  — 

area  of,  U.  11. 

population  of,  ii.  11. 

small  park  needed,  ii.  11. 

tenement  statistics  of,  I.  210. 
Two^tory,  two-family  houses,  L  888. 
Typhoid  feyer,  i.  115. 
Tjrphus  feyer,  report  on  case  of,  ii.  TOl 
T^ical  New  York  tenement,  L  7. 
Typical  tenement  block,  model  of,  i.  US. 

Uncertainty  of  tenure,  i.  74. 
Underwriters,  Board  of  Fire,  ii.  112. 
Uniforms  and  badges  of  Tenement  Hoom 

Department,  U.  149, 152. 
Union,  Cigar  Makers',  ii.  90. 
Union,  Cloak  Makers',  U.  90. 
Union  Square,  ii.  10. 
United  Hebrew  ChariUes,  i.  118;  U.  96. 
Uniyerslty SetUement,  1.  Ill;  U.  53. 
Unlawful  occupation,  U.  141, 198. 
Unsanitary  tenement  houses,  destmctloo  of^ 

U.  814. 

VacaUon  of  houses,  L  95,188, 189, 158;  II.  818. 

Vagrancy,  U.  144. 197. 

Van  CorUandt  Park,  ii.  6. 

Vanderbllt,  Cornelius,  1. 99. 

Vanderpoel,  8.  C,  1. 103;  U.  884. 

Van  Wyck,  Hon.  Bobert  A.,  ii.  49. 

VaulU,  1.  432. 

Veiller,  Lawrence,  i.  1, 09, 129, 241, 260,  291, 

867;  11.  M,  201,  437. 
Ventilation  and  light,  approyal  of  plans  and 

specifications  for,  by  Tenement  House 

Department,  Ii.  153. 
Ventilation  of  blocks,  through,  i.  186, 187. 
Ventilation  of  rooms  and  ludls,  1.  8, 18, 14, 

16,  18,  81,  94, 95, 100, 132, 185, 188, 143, 

247,  251,  252,  265,  486, 402;  ii.  12B,  126, 

127, 128, 129, 132, 183, 184, 185, 185,  284, 

288,  200,  291,  868.  860. 
Ventilation  of  waterolosets— 
In  Denver,  1. 153. 
in  Detroit,  i.  147. 
in  Edinburgh,  i.  186. 
.     in  Glasgow.  L  188. 
in  Ifanchester.  i.  185. 
in  New  York,  i.  9, 106, 247,  260;  11. 126. 
VentilaUon  proyisions,  U.  117,  178, 288. 
Ventilation,  regulations  for,  powers  of  Board 

of  Health  and  Department  of  Boikl- 

ings,  ii.  282. 
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Vent  RhafU,  li.  181. 1.13, 180, 187,  »4. 
Viet  in  tonemMit  booaM,  1. 10, 10,  00;  U.  M. 
VIele,  Gen.  Egbert  L.,  1.  98. 
Vienna,  hoiulng  oondltloiit  in,  1. 180. 
Violations  — 

of  bnilding  law,  i.  82;  U.  141,  19A,  480, 
435. 

of  Tenement  Hooee  Law,  U.  141, 108, 10«, 
216,  218. 
Vital  itatiatice,  i.  30A. 

Wages,  11.  860. 

Wainscoting,  plastering  behind,  it  116, 177, 

307. 
Wald.  Ullian  D..  11.  99. 
Waller,  R.  A.,  Batb,  11.86. 
Wall  paper,  I.  25, 106,  454;  11. 180, 101,  800. 
Wails  and  eellings,  whitewashing  of,  1.  30; 

U.  187, 190,  305. 
Walls  of  conru  and  shafts,  i.  409;  tt.  188, 

191. 
WaH- 

sizth,  nationalities  in,  11.  87. 

eighth,  nationalities  in,  11.  87. 

eleTeoth,  slaoghter-hooses  in,  U.  76. 

fourteenth,  nationalities  in,  11.  84,  87. 

fourteen th,  slaaghter-hooses  in,  ii.  76. 

twentieth,  squatters  in,  11.  73. 
Wards,  sUtistical  study  of  tenement  hotMsa 
by- 

flrst.  1.  195. 

second,  1.  196. 

third,  1. 196. 

fourth,  i.  197. 

fifth,  1.  197. 

sixth.  1. 196. 

serenth,  1. 190. 

elghtii,  1.  300. 

nlnUi,  1.  301. 

tenth,  1.  301. 

elerenth,  1.  303. 

twelfth,  1.  303. 

thirteentii,  I.  308. 

fourteenth,  1.  304. 

fifteenth.  1.  305. 

sixteenth,  I.  305. 

ssTenteenth,  1.  30& 

eighteenth,  1.  307. 

nineteenth.  1.  307. 

twentieth,  1.  306. 

twenty-first,  1.  300. 

twenty-second,  I.  310. 
Wards,  tenement  house— 

need  of  small  parks  in,  11.  7,  8,  0, 10. 11. 

statistSes  regarding  area  and  popttlatloo, 
11.  7.  8,  0, 10. 11. 
Ware.  James  E.,  1. 101. 
Wasli-honses  and  tuberaulosis,  1.  406. 
Washington  — 

alley  problem  In,  1. 149. 

bnilding  laws  hi,  1.  148, 186, 180, 107, 100; 
11. 103, 118. 


Washington  (esfiMntiscff)  — 

GlTle  Gwitre  of,  1. 146. 

healUi  laws  hi,  1. 140. 

boosing  oooditlons  in,  i.  148. 

orererowding,  regulatlona  In,  1. 140^  160. 
Washington,  W.  D'H..  L  100. 
Wash^bs,  i.  816,  467. 
Water-eloeet  aceomaodatiooa,  U.  184,  188, 
818,856. 

in  apartments,  L  818. 

in  cellars  and  basemsets,  L  818. 

In  halls,  1.  810,  813. 

in  yards,  1.  806,  80O. 

in  raults  under  sidewalkt,  1.  813. 
Water-eloset  compartments,  TentilatSoo  of, 

I.  0,  18, 106,  147, 188.  186, 186, 186,  8t7, 
»),308.30B;  tt.  136. 

Water-closets— 

in  Detroit,  1. 147.  '  i 

In  Edinburgh.  1.  186.  ^ 

in  Ghugow,  1. 186. 
in  Manchester,  i.  185. 
In  New  York,  i.  6.  0, 34,  0«,  108. 104, 106, 
106,  113,  317,  350,  351,  368,  364,  305, 
306,  806,  800,  810,  813,  818,  814,  885, 
431,  438,  467;  IL  97, 180,  190.  830. 
In  Philadelphia,  L  185. 
Qrpcs  of,  1. 813. 
Water  supply,  I.  94,  95,  106,  816,  480,  467; 

II.  97. 186,  186, 101.  808,  806. 
Webster.  Albert  L.,  1.  801 ;  U.  lOa 
Welsh,  John,  Pire  Chief.  I.  306. 
Wefeome  Hall  Settlement,  U.  96. 
West  Sfcle  Settiement,  II.  00. 
Wehdi  immigrants,  U.  83. 
Wende,  Dr.  Ernest,  11. 96. 
Westminster  House  SetUsMsat.  Buffalo,  tt. 

96. 
White,  Alfred  T.,  I.  07,  838, 861;  tt.  04, 06. 
White,  Henry,  U.  90. 
White,  Rot.  Oayloid  8..  11.  90. 
Whitewashing  and  painting,  I.  36,  406;  It 

137.  186,  190. 191.  806,  800. 
Whitney.  Edward  B.,  U.  94. 
WUllams,  Blisabetii  8.,  tt.  00. 
WlUis,  N.  P.,  1.  98. 
Wilson,  Charles  Q.,  IL  4. 
Window  guards,  11.  97,  838. 
Wbidows,  1. 16, 346, 317,351, 3BS ;  tt.  135, 196^ 

137,  138,  183,  184,  185,  364,  382, 880. 
Wingate,  Charles  F.,  1.  108;  U.  884. 
Wolf,  Joseph,  1.  56. 

Woosen  sanlury  police  In  Cbloago,  1 188. 
Women's  Union  of  Buffalo,  tt.  96. 
Wood4rtns  In  caUar,  U.  112,  SOOL 
Wooden  — 

air  shafts,  luTsstlgatkw  by  Oommlsrioa 

of  1900,  U.  96. 
buUdings  on  same  lot  with  a  ttnemeol 

house,  U.  116,  in. 
tenement  housss.  1.  32,  148,  282.  208-  H 

lis,  178, 176,  26L 
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WoiCMter,  U.  85. 

Working  ClasMt  Aet|  HouBlng  of  thb,  L 

m. 

Working-men,  Small  Homes  for,  L  48,  10^ 

881. 
Workmen's  Dwellings  Company  of  GU^ 

gow,  Secretary  of,  i.  188. 
Workmen's  Home  Association,  L  8B. 
Work-shops  and  tnbercolosis,  i.  486, 467. 
Wrong  and  Right  Methods  of  Dealing  with 

the  Social  EyU,  U.22. 


Yard  courts  in  Buffalo,  1. 148, 170. 
Yards— 

and  areas  to  be  sewer-eonneeted,  i.  100; 

U.  184, 188,  806. 
condition  of,  i.  824,  480. 
defined,  ii.  103, 167. 

site  of,  L  10,  184,  185, 186,.  247, 948,  801 ; 

U.  118,  119, 120,  128, 178, 170,  185,  272. 

Yellow  feyer  in  New  York,  History  of  the 

Visitation  of,  U.  67, 90. 
Yonkers,  pablio  baths  in,  IL  85. 
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